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HENRY  HOWSON'S 
PHIL ADELFHIA  AGENCY  FOR  FROCnBIHO  F ATEHTS 

>  IN   THB 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE  No.  123J  SOUTH  FOURTH  STREET, 
/  PHILADELPHIA. 


AGENCIES  IN  LONDQN.  EDINBURGH,  DUBLIN.  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIO,  BERLIN 

AND  OTHER  EUROPEAN  CITIES, 


H.  Howson  prepare!  Specifications,  Drawings,  Deeds  of  Assig^nment,  conducts  Inter- 
ferences, Appeals,  Applications  for  Re-issues,  Extensions,  dec,  attends  to  the  filing  of 
Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and  also  acts  as  Consult- 
ing Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  suiu  at  law  respecting  Patents. 

As  H.  H.  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  rejected  appli- 
cations, and  argue  cuch  cases  before  the  Examiners  and  Commissioner,  thus  saving  to 
inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington.  Iowa,  October  2,  1857. 
Dkak  Sin : — I  take  this  occasion  to  state  to  you,  that  for  several  years  past  I  have  been 
acquainted  with  the  manner  in  which  you  have  conducted  your  business  as  Patent  Soli* 
citor.  This  has  always  been  highly  creditable  to  yourself,  and  satisfactory  to  the  Patent 
Offiee.  You  understood  your  cases  well,  and  presented  them  in  that  intelligible  form  l^hich 
generally  insured  success.  I  make  this  Certificate,  in  hopes  that  it  may  be  serviceable  to 
you  in  continuing  to  find  that  employment  in  your  profession  to  which  your  industry, 
intelligence,  and  courteous  Kearin|,  so  justly  entitle  you. 

Yours,  very  truly,  CHARLES  MASON, 

To  HavBT  Howsoir,  Efq.  Late  Commissiontr  of  Patents 
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THE  subscriber  would  respectfully  inform  his  friends  and  the  public,  that  he  con- 
tinues to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
PHICAL, and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WATER 
COLORS.  Day  and  Evening  Classes  at  tlie  ofiice,  and  instructions  given  in  Schoolsand 
Families.    Drawings  for  Patent*  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
No.  229  North  Tenth  Street 
BEFBSBVOES. 

P.  r.  ROTHERMEL,  Esq.,  D.  R.  ASHTON,  Esq., 

JE8PBR  HARDING,  Esq.,  Wm.H^MILTON,  Actuary  Fr. In 9t. 
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THR££  SQUARSS  WEST  OF  THE  OLD  STAND.      % 

B.  FRANK  PALMER, 

Sm^eon-Artist  to  the  Medical  Colleges  ahd  Hospitals, 
Author  of  New  Bnles  for  Amputations^  Inventor  of  the 
Palmer  Arm,  Leg,  &e,, 

HAS  REMOVED 

TO 

Ho.  I009  Cliestnut  St.,  Pliilaaelpliia— 1609. 

This  Establishment  (erected  at  great  expense  for  the  business)  combinei  every  pes- 
sible  conlfort  and  faciKty  for  8nrgico*Artistic  operations. 

The  ProprietorsWill  Jevote  his  personal  attention  to  the  Profession  at  this  House,  and 
construct  the  PALMER  LIMBS,  (under  the  New  Patents  J  in  unexampled  perfntion* 
Thousands  of  these  Limbs  are  wom»  (though  few  arc  suspected,)  and  a  galaxy  of  gold 
andsilvtr  medals  (My  *' First  Prizes"  won,  over  all  com|)etttion,  in  the  principal  cities 
of  the  world,)  attests  the  public  value  of  these  Inventions.  All  genuine  Hands,  Arms^ 
f^ett*  and  Legs  have  the  name  of  the  inventor  ajjixed. 

Pamphieis  which  contain^  the  New  Rules  for  Amputations^  and  full  information  for 
persons  in  want  of  limbs,  sent  free  to  applicants,  by  mail  or  otherwise. 

The  attention  of  Burgeons,  Physicians,  and  all  persons  interested,  is  most  respectfully 
solicited. 

All  former  partnerships  have  expired  by  limitation.    Address 

B.  FRANE:  PALMES,  Surgeon-Artisti 

1609'CIIESTJVrT  ST.^  PlUladelpliia. 
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THE   GREAT  AMERICAN   AND   FOREIGN 

Patent  Agency  Offices 

or 

MESSES.  MVITN  ft  COMPANY. 


X^SSKS.  MUNN  &  Co.,  Editors  and  Propriptorf  of  the  Scientifle  AmerUan,  are 
coiiiJurtini?  the  mtNit  tuccrft^rul  aoivgt  for  securinff  the  Rights  of  Ixvevtors,  to  be, 
found  in  the  Unilrd  States.  They  have  been  personally  familiar  with  the  progress  of  In- 
veotion  and  l^iacovery  for  the  p»«t  sixteen  years,  and  have  prepared  and  eondaoted  within 
this  period  roore  Patent  cases  than  any  other  Agkuct  ix  thb  Would.  As  an  evidence 
of  the  confidmcc  reposed  in  their  ability  ond  integrity,  they  may  with  propriety  refer  to 
the  extraordinary  fact  that  over  TWO  THOUSAND  PATENTS  have  issued  to  ihur 
clients  during  the  brief  splice  of  only  TWO  YEARS;  and  during  the  same  period  they 
have  examined  through  their  efficient  Branch  Office  in  Washington  into  the  novelty  of 
sliout  three  ihauaand  InventionSt  thus  affi)rding  to  them  a  knowledge  of  the  contents 
of  the  Patent  Office  unrivalled  by  any  existing  agency.  Not  only  this,  but  more  than 
one»half  of  aH  the  Patents  secured  by  American  citizens  in  European  countries  are  taken 
through  MUrCNdtC0.*8  AGENCIES  IN  LONDON,  PARIS,  BRUSSELS,  BER* 
LIN,  AND  VIENNA. 

A  91  annal  of  Advice  How  to  Sscuna  Amieigih  Aim  FoRsreir  PaTBjrrs, 
will  be  sent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  dt  Co.'s  prin- 
cipal Offices  in  New  York  are  removed  from'  1S8  Fulton  St.  to  the  spadons  rooms  in  the 
new  Park  Buildings,  Nos.  37  Park  Row,  eastern  side  of  the  Oity  Hall  Park,  and  146 
Nassau  St.,  where  all  communications  should  be  addressed, and  where  Inventors  ara  cor* 
dialty  invited  to  call  whenever  they  visit  the  city.  Their  Branch  Office  in  Washington 
Citv  is  on  the  corner  of  F  and  Seventh  Sts.,  directly  opposite  the  Patent  Office.  Munn 
6c  Co.  vefi^r  by  permission  to  Hon.  J.  Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Biehop, 
Ex-Commissioners  of  Patents,  and  to  over  Tin  Thousahd  Inventors  ia  the  United 
States  whose  papers  have  been  prepared  and  prosecuted  through  their  Ageney. 
Address 

MUNN  &  CO., 

No.  87  Park  Bow,  New  York  City. 


JOSEPH  K.  WHILLDIN, 
CIVII«  AKD  MECBAHIGAI.  eugikseb, 

(OmoK,  LioHTHousi  Boabd) 


WASHINGTON,  D.  C. 


SAMUEL  McELBOY, 
CIVIL    BNGINBBR. 

Sunreyi  and  Plans  made  in  all  departments  of  Construction.    Special 
attention  paid  to  Water  Works,  with  or  witkoat  pumping  supply. 


AsDBXSS 

Box  S36,  P.  0.,  Brooklyn. 
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rContinufd  from  vol.  xlvi,  page  369.) 

No.  4. — City  Sewerage.  (Continued.) 

The  general  characteristics  of  sewage  disposal,  and  of  ancient  and 
modern  practice,  having  bcrn  considered,  it  remains  to  deduce  from 
this  subject  prominent  principles  of  arrangement  and  construction  in 
reference  to  general  and  specific  plans,  for  the  main  trunk  or  arterial 
sjstem,  and  the  lateral  or  venous  system,  and  their  appurtenance^^ 
which  will  be  noticed  in  this  order. 

Topography, —  In  any  general  plan  of  city  sewerage,  which  properly 
includes  the  disposal  of  rainfall  and  the  minor  supplies,  a  careful  study 
of  the  entire  local  topography  is  requisite,  not  only  as  to  the  area  of 
the  city  proper,  but  as  to  all  the  lines  and  slopes  of  natural  drainaga 
which  connect  with  it. 

This  forms  the  proper  basis  of  the  plans  of  main  trunks  or  arteries, 
as  to  their  location  along  the  flow  lines  of  the  ravines,  and  promi- 
nently as  to  their  sizes  and  forms,  since  it  is  shown  that  any  adequate 
provision  for  storm  iiow,  must  be  largely  in  excess  of  the  house  seW" 
age  discharge. 

It  also  follows  that  a  study  of  the  primary,  secondary,  and  tertiary 
ravines  and  their  water  slopes,  controls  the  subdivision  of  these  arteriat 
is  length  and  size,  with  reference  to  the  special  areas  drained. 

Vol.  XLVII.— Third  SaRiM.--No.  1.— January,  18W.  1  . 
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4  Civil  Engineering. 

In  this  sense,  the  nrterial  system  of  any  correct  plan  of  sewerage, 
IS  independent  of  populated  area,  or  popuhition,  and  if  properly  ar- 
ranged at  the  outset  will  never  give  occasion  for  re-arrangenicnt;  and 
the  propriety  of  careful  and  substantial  construction,  so  far  as  the  sys- 
tem may  be  carried  out  at  any  intervals  of  time  towards  its  final  com- 
pletion, is  clear. 

The  importance  of  this  principle  might  be  strongly  urged;  it  is  a 
safeguard  against  all  future  trouble;  the  accidents  of  populative  in- 
crease, or  change  of  water  supply,  or  improvements  in  pavement,  al- 
ways find  whatever  is  completed  adequate  to  all  demands ;  and  the 
long  schedules  of  public  and  private  damages,  which  are  thus  avoided, 
are  negative  witnesses  of  its  superior  economy,  as  a  question  of  cost. 

Outlets. — The  places  and  method  of  discharge  for  these  arteries, 
vary  in  convenience  and  propriety  in  different  localities,  and  demand 
careful  scrutiny.  The  question  of  atmospheric  and  hydraulic  con- 
tamination, has  justly  received  in  cities  like  Amsterdam,  Hamburgh, 
Paris,  London,  Boston,  and  many  others,  exposed  to  tidal  re-actions 
or  sluggish  receptacles,  the  most  earnest  attention,  and  in  some  cases 
induced  very  costly  constructions  of  artificial  intercepting  outlets. 

Ir  the  case,  however,  of  tidal  streams  of  considerable  size,  or  any 
body  of  water  in  constant  motion,  there  is  room  for  question,  in  more 
than  one  instance,  whether  the  cost  of  interception  would  be  justified, 
with  a  system  of  sewage  disposal  properly  charged  with  water  supply, 
since  contact  with  large  bodies  of  cool  water  and  aeration,  have  a 
powerful  protective  influence  over  the  objectionable  qualities  of  sewage. 
There  may  be  an  extreme  in  apprehension  as  in  neglect  of  proper  care, 
and  popular  prejudices  are  often  permitted  to  overrule  intelligent  and 
safe  counsels,  as  we  have  had  several  occasions  to  notice,  where  val- 
uable and  economical  water  supplies  were  rejected  from  erroneous 
doubts  of  their  quality,  on  assumed  impregnation.  Both  at  London 
and  Paris,  it  is  possible  that  a  slight  contraction  of  the  Thames  and 
Seine,  so  as  to  ensure  a  positive  current,  would  be  safer  in  a  sanitary 
view,  than  the  extended  intercepting  areas  of  sewage  flow,  which,  in 
the  former  case  particularly,  is  almost  certain  to  be  returned  to  the 
city  with  each  flood  tide,  and  deposited  at  slack  water. 

Sewer  discharge  into  sluggish  basins  or  receptacles  of  any  kind, 
which  accumulate  deposits,  is  highly  objectionable. 

The  use  of  pumping  power  to  obtain  an  artificial  outlet,  where  na- 
tural fall  is  denied,  is  a  very  simple,  effectual,  and  often  economical 
process.  There  is  no  mechanical  diflSculty  in  pumping  sewage,  and 
with  the  high  standard  of  duty  in  engines  of  correct  design,  the  an- 
nual cost  is  not  formidable,  and  may  be  largely  overbalanced  by  re- 
sort to  other  expedients  for  drainage,  under  an  erroneous  impression 
of  cost.  If,  at  Chicago,  no  advantages  in  a  mercantile  way,  and  in 
other  respects,  were  realized  by  the  gradual  elevation  of  the  streets 
and  buildings,  the  use  of  pumps  to  obtain  outfall  would  have  been 
clearly  justified,  as  a  matter  not  only  of  economy  but  of  superior  eflS- 
•ioDcy.     At  New  Orleans,  unquestionably,  a  system  of  sewers  with 
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artificial  outfall,  would  redeem  the  sanitary  reputation  of  that  impor- 
tant city. 

Advantage  is  sometimes  taken,  with  success,  of  intermittent  water 
supply,  as  at  Hamburgh,  Jersey  City,  Savannah,  and  other  places,  to 
flush  the  main  sewers,  where  natural  inclination  cannot  be  had,  and  in 
the  case  of  Savannah  particularly,  the  results,  with  a  very  slight  in* 
clination,  prove  satisfactory.  In  the  case  of  arterial  systems  exposed 
to  tidal  re-actions,  the  use  of  simple  outfall  gates  may  operate  as  flushes, 
•with  certainty.  But  it  is  evident,  that  intermittent  or  automatic  ar- 
rangements of  this  kind  are  not  comparable  with  constant,  self-acting 
grades,  and  should  be  restricted  to  cases  of  special  necessity. 

Location  and  Form. — The  proper  location  of  the  sewage  arteries 
is  along  the  drainage  ravines  or  flow  lines  of  the  principal  water  shed 
slopes  of  the  general  area  to  be  provided  for ;  and  they  should  be 
adapted  in  form,  size,  and  grade,  the  three  elements  of  discharge,  to 
the  ultimate  requirements  of  their  special  supply  areas. 

The  form  of  trunk  mains,  is  somewhat  controlled  by  the  materials 
used  in  their  construction,  circles  and  ovals  being  most  convenient  for 
brick -work,  where  a  difierent  section  is  required  for  stone-work  of 
moderate  cost. 

For  sewers  which  exceed  five  feet  in  diameter,  stone-work  lined 
with  brickwork,  with  a  compound  section,  nearly  vertical  at  the  sides, 
combines  strength,  durability,  and  facility  of  flow.  For  those  between 
five  feet  and  forty-two  inches,  (which  is  the  proper  limit  to  arterial 
size,)  brick-work  is  the  most  convenient,  and  the  oval  form  with  the 
minor  curve  at  the  base,  the  best;  but  the  selection  of  sewer  and  aque- 
duct bricks  should  be  made  with  great  care,  to  secure  thorough  burn- 
ing, since  when  exposed  to  dampness  they  need  very  compact  section, 
nearly  impervious  and  indestructible. 

For  the  more  common  size  of  trunk  sewers,  the  oval  form  has  the 
advantage  of  a  constant  and  concentrated  current  during  the  ordinary 
periods  of  house  discharge,  in  which  the  city  water  supply  is  carried 
off;  and  of  an  increasing  discharge  section  for  storm  flow,  as  the  wa- 
ter area  is  increased;  it  also  admits  examination  and  repair  more 
fully  than  a  circle  of  the  same  area. 

By  reference  to  the  Table  given  under  the  head  of  Rainfall^  p.  454, 
vol.  Ixxvi,  the  relations  between  section,  inclination,  and  discharging 
capacity,  will  be  found  as  guides  for  the  arrangement  of  the  primary, 
Kcondary,  and  tertiary  mains  in  subjection  to  their  drainage  areas ; 
and  the  gradual  concentration  of  drainage,  towards  the  principal  ar- 
tery, from  its  branches,  will  control  its  conditions  of  arrangement. 

Tubular  System, — The  arterial  system  which  has  been  presented, 
belongs  to  the  more  general  and  rude  division  of  the  work,  while  the 
precepts  of  theory  and  practice  point  out  the  venous  or  tubular  sys* 
rem,  as  the  most  delicate  in  its  order,  and  the  most  vital  in  its  efiiscts. 

For  all  cities  of  any  important  size,  the  use  of  trunk  mains  is  de- 
sirable and  proper,  in  their  legitimate  places,  and  should  not  be  neg- 
lected ;  but  the  laws  of  sewage  flow,  also  demand,  in  all  the  subordi- 
nate branches  of  discbarge,  the  use  of  laterals,  which  will  properly 
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0olv6  the  problem  of  ^'  adequate  disposal  in  the  shortest  time,"  and 
these  should  be  pipes. 

The  same  principle  of  arrangement  which  establishes  the  conditions 
of  a  trunk  main  by  its  drainage  area,  should  also  control  the  several 
groups  of  pipe  feeders,  which  convey  to  it  their  several  district  accu* 
mutations,  by  their  own  laterals  and  mains,  and  which  vary  from  6  to 
24  inches  in  diameter,  and  range  from  1  to  115  acres  in  drainage  ca- 
pacity, on  inclinations  of  1  in  60. 

This  network  of  veins,  not  only  admits  the  most  careful  adjustment, 
and  secures  the  greatest  economy  in  first  cost,  but  also  illustrates  the 
principle  of  concentration  of  flow,  by  which  the  ordinary  water  sop- 
ply  is  enabled  to  act  with  full  power  on  all  the  substances  which  dis- 
posal of  sewage  includes. 

In  the  arterial  system,  moderate  inclinations  are,  as  a  general  rule, 
controlled  by  natural  formation  along  their  lines,  and  involve  a  condi- 
tion of  safety,  on  this  account,  under  the  discharge  of  large  bodies  of 
water;  but  in  the  venous  system,  greater  inclinations  are  natural  and 
advantageous  to  the  reduction  of  calibre. 

But  since  it  has  happened  in  some  cases,  where  trunk  mains  have 
occupied  the  place  of  pipes,  that  their  outlets  have  been  surcharged 
under  storm  flow,  it  is  erroneously  concluded  that  their  size  was  inade- 
quate, whereas  the  fault  lay  in  their  great  rapidity  of  lateral  supply 
under  objectionable  grades,  which  accumulated  on  their  outlets,  sud- 
denly and  uselessly,  masses  of  water,  that  might  have  been  properly 
disposed  of  by  a  more  correct  system.  Pipes,  therefore,  are  useful  to 
their  trunk  mains,  during  storm  flow,  in  preventing  effects  which  have 
been  used  as  arguments  against  their  adoption ;  and  they  do  this, 
without  risk  of  being  themselves  surcharged. 

In  every  arrangement  of  city  distributing  water  pipes,  the  lengths 
of  large  mains  form  a  limited  proportion  of  the  aggregate  length  of 
pipes  laid.  Of  120  miles  of  pipes  specified  in  the  Brooklyn  Water 
Works  contract,  64  miles  were  6  inches  in  diameter.  In  Boston  and 
many  other  cities,  an  important  proportion  of  the  water  pipes  is  less 
than  6  inches  in  calibre;  and  the  ordinary  sisc  of  house  service  tap 
is  one-half  or  five-eighths  of  an  inch. 

If  then  water  supply,  as  is  shown  under  the  head  of  JBouse  Sewage^ 
18  a  correct  measure  of  the  ordinary  sewage  flow,  with  what  propriety 
ean  any  engineer  construct  sewers  48  inches  in  the  clear,  in  the  same 
streets  and  for  the  drainage  of  the  same  blocks  of  buildings  supplied 
with  6-inch  water  pipes?  It  is  true  that  the  supply  is  delivered  under 
pressure,  while  the  discharge  must  be  by  much  less  head,  and  that 
atorm  flow  must  be  accommodated ;  but  with  liberal  allowances  for  these 
conditions,  any  study  of  water  supply  in  most  of  our  cities,  emphati- 
cally condemns  the  proportions  of  their  sewers. 

In  the  Analysis  of  Sewage  it  is  shown  that  the  proportion  of 
solid  matter  is  rarely  as  high  as  1  in  142,  is  generally  assumed  at  1  in 
600,  and  is  sometimes  less  than  1  in  1000;  we  see  then,  the  abun- 
dant natural  provision  which  exists  for  the  prompt  and  complete  re- 


Digitized  by 


Google 


Hydraulic  Engineering — Oiiy  Sewerage.  7 

Bioval  of  all  the  noxious  constituents  of  sewage,  before  thej  can 
become  injurious. 

To  accomplish  this,  however,  it  is  necessary  to  secure  a  concentra- 
tion of  flow,  in  the  channels  of  discharge,  so  that  the  scouring  action 
of  the  water  may  be  fully  realized,  by  its  force  and  direction,  and  this 
end  can  only  be  accomplished  by  a  system  of  pipes,  in  its  greatest 
perfection. 

This  point  is  very  clearly  illustrated,  by  the  experiments  of  Mr. 
Blackwelt,  mentioned  under  the  same  head,  which  show  the  remark- 
able power  of  water  currents  in  moving  insoluble  materials  of  great 
specific  gravity. 

For  the  discharge  of  a  given  body  of  water,  a  reduction  of  section, 
involves  an  inverse  incrense  of  velocity;  and  while  this  applies  direct- 
ly to  the  comparative  efficiency  of  large  and  small  branch  sewers,  it 
nmst  also  be  remembered  that  a  direct  impinging  current  has  a  power 
greatly  superior  to  the  same  current  striking  at  an  angle,  or  finding 
free  vent  above  or  on  either  side  of  any  obstructing  deposit.  The  im- 
pact of  a  thread  of  water  is  measured  by  its  angle  of  incidence  and  its 
departing  velocity,  and  maximum  effect  is  obtained  when  these  are  a 
minimum. 

The  whole  theory,  then,  of  the  venous  or  tubular  system  of  sewer- 
age, as  subordinate  to  the  arterial  system,  is  based  upon  its  complete 
concentration  of  flow,  for  orctinary  <lischarge,  at  the  time  aud  in  the 
places  where  perfect  action  is  most  desirable ;  and  upon  its  more  per- 
fect adaptation  to  the  contingencies  of  storm  flow. 

In  this  case,  as  in  every  other  case,  principle  vindicates  itself  in  the 
field  of  practice,  by  a  mass  of  corroborative  testimony  which  abounds, 
in  a  negative  or  affirmative  form,  in  every  system  of  sewers,  from  the 
remote  Past  to  the  speeding  Present. 

In  those  instances  where  the  venous  system  has  been  ignored,  and 
disproportionate  st^wers  constructed,  the  results  have  amply  condemn- 
ed the  practice,  as  to  cost,  sanitary  evils,  damages  from  floods,  and 
annual  expense  of  administration ;  built  for  convenience  of  entrance 
and  cleaning,  they  have  needed  constant  visitation  and  most  costly 
excavations ;  of  69  J  miles  of  sewers  examined  in  the  Surrey  and  Kent 
districts  of  London,  the  deposit  was  usually  about  2  feet  in  depth,  and 
in  some  cases  5  feet,  reeking  with  foul  gases,  subject  to  explosion  and 
choke-damp,  and  in  an  advanced  state  of  decomposition  ;  in  New  York 
the  expense  for  repair  and  cleaning  on  107  miles,  was  $  45,921  in 
1860,  a  sum  which  nearly  doubles  the  entire  annual  sewerage  admin- 
istration of  Brooklyn,  on  about  the  same  length ;  as  spacious  reservoirs 
of  deposit  and  offensive  gases,  they  furnish  food  and  harbor  for  vermin, 
while  surcharging  the  atmosphere  with  hurtful  exhalations;  as  peculi- 
arly subject  to  overcharge  in  storm  flow,  they  have  been  fruitful  sources 
of  public  and  private  danger,  while  in  strength  and  durability  they 
do  not  compare  with  their  more  compact  rivals ;  in  point  of  cost,  the 
balance  against  them  is  excessive ;  and  from  necessary  roughness  of 
line  and  surface,  their  excess  in  friction  is  not  less  than  twenty-five 
per  cent,  on  the  same  wet  perimeten 
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Pipes  are  therefore  to  be  preferred  as  impermeable ;  capable  of  close 
and  firm  joints;  smooth  in  surface  and  regular  in  form;  of  great 
strength  ;  of  maximum  capacity  for  discharge ;  as  self-cleansing ;  easily 
transported,  handled,  and  laid  ;  moderate  in  cost ;  and  highly  efficient. 

Section. — In  some  cases  of  tubular  systems,  the  oval  section  has 
been  carried  through  all  the  ranges  of  calibre  in  the  several  groups ; 
but,  from  18  inches  diameter,  down  to  house  connexions,  it  is  doubt- 
ful whether  there  is  any  benefit  realized,  to  balance  disadvantages,  in 
manufacture  and  laying.  In  Brooklyn  the  pipes  of  24  inches  calibre 
are  made  with  an  oval  section  of  about  29  by  19  inches,  which  is  the 
form  lately  introduced  in  New  York,  Albany,  and  some  other  places, 
but  smaller  sizes  are  circular,  and  can  be  more  carefully  made  and 
jointed.  Since,  with  half  their  section  as  water  area,  a  t>  inch  pipe, 
on  a  grade  of  1  in  65,  has  a  velocity  of  4  feet  per  second,  and  an  18  inch 
pipe  on  a  grade  of  1  in  294,  3  feet  per  second,  there  can  be  no  special 
advantage  in  improving  the  scouring  power  of  the  current  by  a  reduc- 
tion of  the  lower  part  of  the  section. 

The  eifect  of  comparative  perfection  in  surface  and  form  for  water 
conduits,  is  much  more  important  than  usually  supposed.  Between 
brick-work  and  earthenware  unglazed  pipes,  a  difference  of  25  per 
cent,  has  been  experimentally  shown  in  favor  of  the  latter,  and  between 
the  red  pipe  and  the  stoneware  pipe,  experiments  given  in  Appendix 
2,  page  171^  London  Report  of  1860,  show  15  to  31  per  cent,  differ- 
ence in  favor  of  the  latter. 

Perfection  of  form  and  surface  is  thus  important,  and  also  perfec- 
tion in  joints.  In  some  of  the  cases  of  stoppages  found  in  London  and 
other  pipes,  defective  joints  were  shown  to  be  the  arresting  cause,  anJ 
the  diflSculty  which  attends  the  perfect  manufacture  of  earthenware 
pipes,  has  had  u  great  deal  to  do  with  their  slow  adoption  in  some 
localities. 

Inlets, — Pipe  discharge  is  also  seriously  increased  or  modified,  and 
cflSciency  of  action  promoted  or  hindered  by  the  form  and  action  of 
the  lateral  inlets.  These  should  invariably  be  curved  or  inclined  to* 
wards  the  line  of  discharge.  The  doctrine  of  "  resolution  of  forces  " 
is  illustrated  by  some  remarkable  experiments  on  inlets,  all  of  which 
go  to  show  an  important  increase  of  flow  in  the  receiving  conduit,  with 
proper  inlets.  In  one  case  given  Appendix  2,  page  192,  Report  of  1850, 
ten  inlets  increase  the  main  current  50  per  cent,  in  velocity;  in  other 
cases  the  gain  is  stated  at  800  per  cent. 

Materials, — The  extensive  use  by  the  ancients,  of  earthenware  pipes, 
many  of  which  are  still  in  operation,  and,  as  we  have  seen  at  Zurich 
and  other  localities  under  excessive  pressure,  settles  the  question  of 
their  strength  and  durability.  Experiments  made  in  London,  Brook- 
lyn, and  other  modern  cities,  fully  confirm  this  point. 

But  a  careful  discrimination  must  be  made,  between  stoneware  pipes, 
as  of  European  manufacture,  from  fire-clay,  and  the  best  specimens  of 
American  manufacture,  and  clay  pipes  of  coarser  materials,  imperfect- 
ly burned,  and  of  irregular  form  and  section. 
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On  the  materials  of  the  BrookljD  pipes,  Mr.  Adams,  in  his  Report 
of  March  19,  1859,  remarks: — 

**  The  pipe  imported  during  the  past  season  for  use  in  this  city,  from  Glasgow, 
Scotland,  and  the  north  of  England,  are  entirely  different  Irom  the  above,  being 
manufactured,  to  appearance,  of  a  strong  iire-clay,  resisting  a  high  heat,  and  ad- 
mitting of  any  required  thickness  and  consequent  strencrth.  This  description  of 
pipe  is  believed  to  be  leas  brittle  and  less  liahlt  to  fracture  in  the  handling,  and 
Letter  6uiti*d  to  the  purposes  of  a  sewer  than  pottery- ware.  It  is  required  to  be  of 
i;reater  thickness  and  to  be  well  burnt  throughout,  and  rendered  impermeable  by 
the  glaze,  which  ishoxdd  liave  become  incorporated  with  the  material  of  the  pipe,  and 
not  liable  to  separation  from  it.  The  day  for  this  description  of  pipe  is  found  in 
this  country,  but  there  has  been  too  little  demand  for  it  hitherto  to  encourage  its 
manufacture.  The  Ch(>Wa  Pottery  Works,  \ew  York,  have  made  some  trial  pipes 
of  this  description  whiuh  show  great  strength,  and  suitable  for  sewer  pipes,  but 
hav^e  n(»t  yet  been  brought  to  the  requisite  degree  offininh  in  fornix — this  accuracy 
of  furui,  being  regarded  of  even  more  importance  than  a  smooth  interior.'' 
******* 

•*  In  packing  the  pipe  in  the  press  for  the  purpose  of  experimenting,  many  pipen 
were  broken  by  the  unequal  bearing  and  otosh  strain  induced  by  the  effort  to  effect 
a  tight  joint  at  the  ends,  which  in  burning  necessarily  hud  become  more  or  less 
warptd,  hence  the  pipe  was  badly  strained  before  applying  the  hydraulic  pressure. 
We  have  proved  thcni  with  a  head  of  150  feet." 

The  italics  in  these  quotations,  present  some  of  the  defects  to  which 
burned  pipes  are  liable,  viz :  brittleness,  defective  glazing,  and  ir- 
regular iuiDis.  The  losses  by  breakage  in  handling  and  transportation 
»re  sometimes  quite  large ;  in  those  cases  where  the  burning  and  gla- 
zing are  imperfect,  the  effect  of  moisture  gradually  destroys  the  pipe; 
whiie  an  irregular  or  excessive  heat  warps  the  lines  and  joints* 
Earthenware  pipes  therefore  require  great  care  in  manufacture  and 
selection,  and  in  this  country  they  still  fall  short  of  the  European  stand- 
ard of  stoneware. 

For  reasons  of  this  kind,  and  the  objections  to  importation,  prefer- 
ence has  been  given  in  Brooklyn  and  some  other  cities,  to  pipes  manu- 
factured of  concrete,  made  from  hydraulic  cement  mortar  and  beach 
gravel,  very  carefully  mixed,  and  moulded  under  pressure.  These 
pipes  have  great  perfection  in  form,  since  the  process  fully  admits 
perfect  mouhling,  and,  in  common  with  other  preparations  of  cement 
mortar,  which  has  been  thoroughly  mixed,  so  as  to  avoid  "drowning" 
on  one  hand,  and  to  secure  crystallization  on  the  other,  their  strength 
is  increased  by  age  and  insured  by  moisture.  They  "set**  rapidly,  so 
as  to  become  abundantly  hard  in  six  weeks  or  two  months:  are  easily 
fitted  with  branches  and  nipples,  by  any  masun,  in  the  trench ;  are 
easily  transported  ;  and  are  cheaper  for  sewerage  than  stoneware  or 
brick-work.  A  number  of  miles  of  this  kind  have  been  laid  in  Brook- 
lyn, and  the  entire  theory  of  hydraulic  construction,  confirms  the 
principle  of  their  manufacture.  Built  on  polished  cast  iron  cores,  their 
internal  curves  are  exact  duplicates  of  each  other,  so  that  perfect 
lines  of  discharge  may  be  laid,  with  close  socket  joints,  and  with  great 
vmoothness  of  surface.  In  friction,  durability,  readiness  of  manufac- 
ture and  cost,  thev  may  be  considered  the  best  pipe  sewers  in  use. 

Exhalations. — The  use  of  comparatively  small  pipes  which  main- 
tain a  continuous  flow,  not  only  ensures  the  sanitary  benefit  of  prompt 
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removal  for  sewage  matter,  but  also  controls  the  air  currents  of  these 
laterals,  so  as  to  carry  them  in  the  line  of  flow.  This  effect  of  a  run- 
ning stream  in  contracted  channels,  reverses  the  action  of  the  system 
superseded,  as  to  exhalations  of  noxious  gases,  with  benefits  of  no  or- 
dinary value  to  populated  districts. 

AppurtenanceSk — These,  in  modern  practice,  consist  of  man-holes, 
lamp-holes,  and  street  basins. 

In  European  cities,  where  the  street  pavement  is  much  used,  access 
is  had  to  the  sewer  by  entrances  from  the  side-walk,  or  some  point  in 
its  vicinity,  so  that  the  work  of  cleaning  and  examination  does  not 
interfere  with  carriage  travel ;  these  entrances  are  large  inclined  cul- 
verts. In  our  cities,  vertical  shafts  arc  built,  from  the  sewer  centre, 
generally  at  street  intersections,  or  at  convenient  distances  for  clean- 
ing. 

In  Brooklyn  the  man-holes  are  built  of  brick  with  an  elongated 
working  section  of  4  by  3  feet  at  the  sewer,  and  reduced  to  2  feet  di- 
ameter in  the  shaft,  which  is  capped  with  a  cast  iron  cover  on  a  gra- 
nite frame,  or  by  a  better  pattern,  on  a  cast  iron  frame  at  the  pave- 
ment grade.  At  summits  and  other  points  intermediate  between  the 
man-holes,  shafts  of  brick-work  or  pipes,  (the  latter  9  inches  in  dia- 
meter being  the  most  simple,)  are  built  to  pavement  grade,  to  be  used 
as  lamp-holes,  when  examinations  are  desired  from  the  man-holes. 

For  the  flow  of  street  water  into  the  sewers,  street-basins  or  gullies  of 
various  forms  and  devices  have  been  used  in  different  localities.  These 
properly  belong  at  depressed  points  in  gutter  grades,  and  more  par- 
ticularly at  street  corners.  They  are  of  great  use  in  preventing  long 
ourrents  of  storm  water  from  interrupting  pedestrians,  and  damaging 
pavcT.ents  and  property,  and  facilitate  the  construction  of  street  rail- 
ways and  other  public  improvements  ;  they  are  also  of  great  sanitary 
value,  in  preventing  the  common  evils  of  gutter  decomposition  where 
gutter  flow  would  not  otherwise  be  properly  provided  for. 

These  basins  have  various  forms ;  their  ofiice  is  to  collect  the  dirt 
washed  from  the  streets,  while  passing  the  storm  flow  into  the  sewers, 
with  which  they  are  connected  by  culverts  or  pipes;  in  Brooklyn 
pipes  are  used  9  inches  in  diameter ;  they  are  also,  in  modern  prac- 
tice, built  with  a  trap-wall,  to  prevent  exhalations  into  the  streets; 
for  the  wash  of  cobble  stone  or  Macadamized  pavements,  the  use  of 
a  chamber  which  will  contain  4  or  more  yards  of  detritus^  and  pre- 
vent its  passage  into  the  sewer,  has  some  advantages,  and  is  a  neces- 
sity in  all  those  cases  where  the  sewers  they  connect  with  are  not 
self-cleansing,  but  they  must  be  cleaned  at  intervals,  involving  a  cost- 
ly and  disagreeable  operation  ;  for  this  reason,  where  the  double  ad- 
vantage of  clcanable  street  pavement  and  self-acting  sewers  can  be 
had,  the  basins  should  be  built  with  a  low  discharge  pipe,  so  as  not 
to  act  as  retaining  wells. 

An  occasional  want  of  care  in  the  foundations  of  street  basins  and 
man-holes  is  shown  by  settling,  which  breaks  joints  and  tubes ;  here 
the  use  of  concrete  may  be  strongly  urged,  as  furnishing  the  most 
perfect  base  at  the  least  cost. 
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Of  tbe  Tarious  details  of  construction  for  pipe  sewers,  as  to  carefvl 
lining  and  grading ;  careful  bedding  and  tamping ;  the  use  or  disuse 
of  cradles,  or  grillage  in  soft  beds;  the  advantages  of  socket  joints;' 
the  position  and  form  of  inlets;  the  regulations  proper  to  administra* 
tion;  the  relative  cost  of  various  parts  and  kinds  of  work;  the  use 
and  objections  of  tunnels  in  difficult  cutting,  and  the  like,  much  might 
be  said  of  a  practical  nature,  which  we  pass  over,  as  questions  rather 
of  special  application,  in  a  discussion  of  general  principles. 

Back  I^rainage. — The  usual  system  of  house  drainage,  is  by  scpa* 
rate  drains  leading  from  the  back  of  the  lot  or  houso  through  the  ceU 
lar  or  foundation,  to  the  street  sewer.  This  is  known  as  the  system  of 
front  drainage^  in  distinction  from  a  system  introduced  in  London,  to 
a  eousiderabie  extent,  by  which  advantage  is  taken  of  the  usual  ar- 
rnngement  of  city  blocks,  to  make  the  drainage  entirely  through  the 
rear  lots,  with  outlets  in  the  side  street  sewers.  On  this  point  the 
Report  of  1850,  Appendix  2,  page  116,  thus  remarks: — 

**  The  bulk  of  the  drainage  and  the  most  deleterious  portion  is  generated  chiefly 
at  the  backs  of  the  houses,  and  would,  under  tlie  old  evKtein,  be  sent  from  thenc« 
through  the  house  to  the  sewer  in  front,  having  to  travel  through  the  greatest  po»- 
fiible  space.,  with  the  least  possible  velocity  and  with  the  widest  diffusion  of  the 
flow,  in  the  forniatioci  of  the«ysteiii  the  disturbance  of  the  flooring,  joists,  and  waiU 
nf  the  houses,  of  tlie  roadways  and  public  streets,  peculiar  to  this  system,  or  of 
far  greater  amount  than  in  the  back  system,  to  th«  annoyance  of  the  inhabitants 
and  interruption  of  public  transit,  is  certainly  a  consideration  of  much  weight." 

On  page  140  this  theory  is  illustrated  by  reference  to  examples  in 
practice,  from  which  it  appears,  among  others,  that  in  one  block  of 
23  houses,  the  lengths  of  front  and  back  drains  were  as  1487  to  783, 
and  the  cost  ^131  18s.  6d.  to  X45  12s.  6d.;  in  another  case  of  46 
houses,  the  lengths  were  as  1892  to  1143  feet,  and  the  cost  as  j£178 
19s.  8d.  to  £66  5s.  2d. 

Evidently,  many  cases  occur  in  the  arrangement  of  city  sewerage, 
where  this  theory  may  be  applied  with  great  success,  both  as  to  econo- 
my  in  cost  and  as  to  improved  action. 

Conclusion, — We  have  attempted  to  group  here  the  leading  princi- 
ples of  correct  sewerage,  as  illustrated  by  past  and  present  experience, 
and  put  on  record  for  the  benefit  of  constructors.  It  is  a  subject,  as 
will  readily  be  observed,  of  too  wide  a  range  and  too  important  a  cha- 
racter, to  be  comprised  in  sketches  of  this  kind,  ma^e  with  the  outlin- 
ing porte  crayon  and  currente  calamo ;  but  if  they  serve  to  direct 
more  careful  study  to  their  theories  and  to  promote  the  advancement 
of  educated  practice,  or  to  correct  any  existing  evils,  their  purpose 
will  have  been  accomplished.  It  may  be  said  additionally,  that  it  is 
acarcely  necessary  for  the  collaborateur  to  disclaim  originality. 


On  the  Construction  of  Wrought  Iron  Lattice  CHrdere. 
By  Thomas  Caroill,  C.  E. 

(Continued  from  vol.  zlvi.,  page  383.) 

From  the  Lond.  Civ.  Eng.  and  Arch.  JouniiU,  Nov.,  1868. 

In  all  joints  to  which  the  definition  given  in  our  last  is  applicable, 
the  actual  sectional  area  of  the  plates  at  the  line  of  the  joint  was  stated 


Digitized  by 


Google 


12  Civil  Engineering, 

to  be  equal  to  zero.  Theoretically  this  statement  is  equally  true  for 
joints  which  are  under  either  a  tensile  or  compressive  strain,  but, 
practically,  far  more  so  for  those  under  the  former  than  under  the 
latter  condition.  It  is  therefore  apparent  that  the  same  joint,  by 
which  is  meant  exactly  the  same  number  and  disposition  of  rivets  and 
length  of  covering  plates,  is  not  so  well  adapted  for  one  portion  of  a 
girder  as  for  another.  The  joints,  then,  in  the  top  and  bottom  mem- 
bers of  the  girder  should  not  be  identical.  This  also  follows  from  the 
fact  of  the  rivet  holes  unequally  aiFecting  the  strength  of  the  plates 
composing  the  upper  and  lower  booms.  In  all  girders,  however,  where 
the  span  is  of  such  limited  dimensions  that  the  sectional  area  of  the 
upper  and  lower  flanches  is  the  same,  it  would  be  unnecessary  to  make 
any  difference  in  the  jointing  of  the  plates  or  angle-irons,  more  espe- 
cially as  the  difference  would  lie  on  the  safe  side. 

It  would  be  impossible  to  construct  a  joint  in  a  manner  so  that 
theoretically  the  value  of  the  plates  at  the  joint  should  equal  that  of 
any  other  portion  of  them,  which  would  be  equivalent  to  making 
hi=s(J}  —  n  d)  ^  in  which  the  minimum  value  of  n  must  be  equal  to  1, 
and  consequently  6«s»(6  —  d).  If  we  take  into  consideration  the  ad- 
ditional strength  and  assistance  afforded  by  the  covering  plates,  the 
effect  of  friction,  small  though  it  may  be,  and  look  at  the  whole  joint 
in  the  light  of  a  firm  and  secure  combination  of  parts,  in  many  in- 
stances, practically  speaking,  the  joint  no  doubt  is  as  strong,  and  in 
some  particular  situations,  stronger  than  the  original  plates. 

To  return  to  the  subject  of  the  disposition  of  the  rivets  and  form  of 
joints.  Let  us  take  the  case  of  the  two  plates  A  and  B  in  Fig.  1, 
which  are  of  breadth  sufficient  to  take  three  rivets  across  the  plates. 
Make  s  and  s,  equal  the  net  sections  of  the  plates,  s  from  the  figure 
will  equal  bXL  Sj  will  equal  {b — nd)f.  If  n  be  the  number  of  ri- 
vet holes  in  the  plates  at  the  joint,  and  n^  the  number  elsewhere  where 

s      n 
no  joints  occur,  -  =  -*.     In  any  joint  the  very  least  value  of  n  must 

-■1,  and  consequently  the  maximum  value  of  s,  is  Si=s  —  d.  The 
difference  between  the  actual  section  8^  and  its  maximum  section,  will 
altogether  depend  upon  the  manner  in  which  the  rivets  are  disposed 
in  the  joint.  It  is  evident  that  the  joint,  so  far  as  the  plates  were 
concerned,  would  be  strongest  if  the  section  taken  through  the  riveta 
in  any  direction  across  the  plates  were  equal  to  s  —  d.  Let  s  —  dam 
aection  taken  along  line  DEF  (see  Fig.  1),  if  the  section  be  taken  along 
any  other  line,  such  as  oef,  we  obtain  an  increase  of  section,  and  also 
a  loss.  Let  8"«the  increase,  then  in  order  that  the  phite  might  be 
equally  strong  in  any  other  direction  as  gef,  we  have  the  following 
equation,  putting  n^  for  the  number  of  rivet  holes  along  the  line  of 
section : 

(s  +  5  —  iijrf)ss(s  —  (/),  and  ««»d{Wj — 1). 
It  is  not  often  that  n  can  be  taken  =  1,  so  that  a  more  general 
value  for  the  above  equation  will  he  $^d  {n^  —  n).     Let  a:=  the 
distance  of  the  centre  of  the  first  rivet  from  the  edge  of  the  plates, 


Digitized  by 


Google 


On  the  Construction  of  Wrought  Iron  Lattice  Oirdern.  18 
and  put  h  as  before  for  the  breadth  of  the  plates,  and  d  for  the  di- 
ameter of  the  rivets:  then  J««2a;+2^- 7"-   ^-i4a?+i.     The  mini- 

jnum  value  of  j?«2  inches,  and  therefore,  for  a  plate  to  take  three  ri- 
vets across  its  breadth,  h  should  not  <:  (8  +  d).  In  order  to  determine 
the  breadth  of  anj  plate  to  allow  of  the  insertion  of  a  certain  num- 


ber  of  rivets  across  it,  put  n,  Xy  hy  and  d  as  before,  and  for  a  general 
formula  J  =2a:  +  (ji  —  1)  — ^ — \  from  which  we  obtain 

6  =  2x  —  d  +  n  ^^^^^ — L     The  exact  pitch  of  the  rivets  will  depend 

upon  the  description  of  strain  which  the  joint  to  which  they  belong 
undergoes.  Let  ^>s the  minimum  pitch  which  the  rivets  should  have 
in  a  joint  exposed  either  to  a  tensile  or  compressive  strain ;  and  em- 
ploying the  same  notation  as  above,  p'=  (  — « —  )  *+  (  — Z —  )*>  ^'^^ 
reducing  and  equating,  p  =  p^(^  +  »)_^  yo;.  In  a  joint  exposed 
solely  to  a  tensile  strain  the  pitch,  if  alternate,  should  be  at  least  =3 
^,  or  even  more,  if  the  covers  are  to  be  well  stretched  and  the  strain 

properly  distributed  over  the  whole  joint. 

But  although  joints  are  supposed  to  be  acted  upon  by  either  com* 
pressive  or  tensile  strains,  according  to  the  position  they  occupy  in 
the  girder,  and  may  be  designed  for  each  particular  description  of 
strain,  yet  it  would  be  going  too  far  to  state  positively  that  any  por- 
tion of  a  girder  is  always  subject  to  one  kind  of  strain,  and  that  it 
never  undergoes  any  other.  However  complete  our  knowledge  may 
be  of  the  nature  and  effect  of  the  different  strains  produced  on  a  gir- 
der, by  such  loads  as  a  weight  at  the  centre  or  a  uniformly  distri- 
buted dead  weight,  it  is  far  from  perfect  respecting  the  strains  re- 
sulting from  the  varying  action  of  a  movable  load,  such  as  a  railway 
train  for  instance.  Strains  of  a  totally  different  character  from  the 
normal  ones  are  undoubtedly  produced  by  a  live  load  moving  with 
Vol.  XLVII.— Thibd  Series.— No.  1.— jAurABT,  1864.  2 
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even  moderate  Velocity.  As  an  ordinary  example,  take  the  case  of  a 
bridge  consisting  of  two  wrought  iron  girders,  designed  to  carry  a 
double  line  of  rails  on  cross  girders  which  are  placed  close  to  the  bot- 
tom flanges.  When  a  train  is  passing  over  the  bridge,  let  the  top 
flange  of  the  main  girder  furthest  from  the  moving  load,  or  what  might 
be  called  the  girder  carrying  the  opposite  line  of  rails  to  which  the 
train  is  on,  be  attentively  observed,  and  it  will  be  found  to  deviate  in 
a  zigzag  manner  from  its  former  position,  thus  showing  that  a  con- 
siderable amount  of  torsion  is  produced  by  the  partial  distribution  of 
the  moving  load.  A  very  simple  method  of  making  the  above  obser- 
vation is  as  follows.  Along  the  edge  of  the  top  flange  of  the  girder  fix 
three  or  four  upright  laths,  or  insert  more,  according  to  the  length  of 
the  girder.  Place  the  laths  so  that  all  their  inner  or  outer  edges  (that 
is,  all  the  edges  on  the  same  side  of  the  laths)  are  out  of  winding. 
The  observation  may  be  made  either  with  the  naked  eye  or  a  telescope. 
The  eficcts  of  torsion  will  be  rendered  visible  by  the  edges  of  the  laths 
which  were  previously  out  of  winding,  deviating  laterally  as  the  load 
advances  over  the  bridge.  A  more  accurate  observation  could  be  ef> 
footed  by  having  all  the  laths  of  the  same  size  and  placing  them  out  of 
winding,  but  as  the  edge  of  the  flange  of  a  girder  is  never  itself  strict- 
ly out  of  winding  throughout  its  whole  length,  it  would  not  be  easy  to 
make  both  edges  of  all  the  laths  to  coincide.  There  would  also  be  a 
vertical  deviation  of  the  tops  of  the  laths  supposing  them  to  be  all  of 
the  same  height,  but  this  would  be  simply  the  result  of  deflection,  the 
efiects  of  which  can  be  calculated  with  sufiicient  practical  accuracy. 

With  respect  to  the  eflFects  of  torsion,  which  may  be  observed  in  the 
manner  indicated  above,  three  cases  present  themselves.  The  first 
and  simplest  instance  is  when  the  bridge  consists  of  two  main  girders, 
carrying  only  a  single  line  of  rails.  The  lateral  leverage  of  the  moving 
load,  supposing  it  to  be  placed  as  we  have  mentioned,  is  equally  dis- 
tributed upon  the  two  main  girders,  and  although  some  torsion  will  be 
produced,  the  principal  effect  is  to  draw  the  tops  of  the  girders  to- 
gether. Another  instance  occurs  when  there  are  three  main  girders, 
the  centre  girder  being  made  twice  as  strong  as  the  side  ones.  This 
case  is  precisely  similar  to  the  former,  provided  that  the  cross-girders 
are  not  continuous.  The  side  girder  will  however  exhibit  a  greater  de* 
flection  and  a  larger  amount  of  torsion  than  the  central  one.  If  the  cross- 
girders  are  continuous,  the  moving  load  takes  eflect  upon  the  side  gir- 
der belonging  to  the  other  line  of  rails.  Let  s  equal  strain  on  central 
girder  produced  by  a  moving  load,  and  Sj  that  produced  by  the  same 
load  on  the  side  girder  furthest  from  the  load,  let  e  equal  gauge  of 

railway,  then  - -=  —o'^  —  =3.    The  third  case  is  the  one  described 

before,  in  which  the  double  line  is  carried  by  two  main  girders.     The 
resistance  of  the  side  girder  furthest  from  the  moving  load  will  in  this 
instance  be  greater  than  when  there  are  three  main  girders,  although 
the  leverage  remains  the  same. 
In  Fig.  1,  the  joint  as  shown  belonging  to  the  plate  B  is  evidently 
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a  more  economical  one,  so  far  as  the  wrappers  are  regarded,  than  that 
of  the  plate  A.  Let  /,/|«Bthe  half  lengths  of  the  wrappers  for  the  plates 
A,  B,  respectively,  /-■a;4-«p,  Z,«.2a;+(n — 1)/?,  and  i— Zj=p — z.  The 
difference  however  would  be  much  greater  than  that  given  in  the  equN- 
tion,  for  the  value  of  p  would  not  be  the  same  for  both  tensile  and 
compressive  joints ;  for  the  latter  of  which  the  joint  at  plate  B  is  best 
auited.  There  is  also  a  great  dffference  in  the  value  of  the  net  sections, 

which  are  in  the  proportion  of  — ,  or  as  8  :  1.     In  the  case  of  B,  the 

net  section  would  be  considered  nearly  equal  to  that  of  the  plate,  espe- 
cially if  the  riveting  were  performed  by  machinery.  The  same  descrip- 
tion of  joint  is  represented  in  Fig.  2,  with  a  slight  modification  in  the 
shape  and  length  of  the  wrappers.  A  difference  may  be  also  here  oh* 
served  in  the  disposition  of  the  rivets  next  the  joint ;  in  the  plate  B  there 
are  two  rivets  equally  distant  from  the  joint,  while  there  is  only  one 
in  the  plate  A.  If  a  strain  sufficient  to  cause  fracture  were  applied, 
the  ultimate  net  sections,  or  the  line  of  fracture,  across  the  plates 
would  be  the  same,  the  pitch  of  the  rivets  being  similar.  In  a  joint 
exposed  solely  to  a  compressive  force  the  rivets  might  be  arranged  in 
either  manner,  although  the  arrangement  in  plate  B  would  be  the  pre- 
ferable one.  The  contrary  will  be  the  case  where  the  strain  is  of  a 
tensile  nature,  in  consequence  of  the  shearing  force  induced  in  a  longi- 
tudinal direction  upon  the  plates.  Let  u  =  the  tendency  to  draw  the 
rivets  nearest  the  joint,  through  the  j^lates  in  the  above  direction,  n 
the  number  of  rivets  equally  distant  from  the  joint,  e  the  distance;  then, 

the  diameter  and  number  of  the  rivets  being  the  same  H  :  :  — .   It  will 

be  seen  that,  in  the  plates  A  and  B  in  Fig.  2  since  the  value  of  n  and  n^ 
are  different,  the  shearing  forces  are  as  1  :  2,  or  more  correctly  speak- 
ing, the  tendency  to  bring  the  shearing  force  into  action  is  as  above. 

Fig.  2. 
I 


It  would  be  needless  repetition  to  give  any  more  examples  of  joints 
of  simple  plates,  in  which  the  difference  would  consist  merely  in  the 
dimensions  of  the  plates.     Whatever  the  breadth  may  be,  the  formula 

6= 2  "~ ^^^  always  hold,  and  the  number  of  rivets  to 

be  inserted  in  the  breadth  of  the  plate  will  equal  n,  and  n  =  i^~^)'Lr' 
The  same  principles  will  equally  apply  respecting  the  disposition  of  the 
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rivets  so  as  to  distribute  the  strain  uniformly  over  the  wrappers  and 
plates,  and  the  judgment  and  experience  of  the  designer  must  supply 
those  trifling  variations  and  modifications  which  inseparably  accompany 
the  application  of  general  rules  to  particular  examples. 

We  now  will  proceed  to  the  consideration  of  a  joint  which  is  of  con- 
stant occurrence  in  practice — viz  :  the  jointing  together  of  two  plates 
forming  the  portion  of  a  boom  of  a  double-lattice  girder.  In  order  how- 
ever  to  distinctly  point  out  the  efiFect  which  the  riveting  of  the  longi- 
tudinal angle-irons  to  the  plates  has  upon  the  disposition  of  the  rivets 
at  the  joint,  a  plan  of  one  of  the  plates  is  shown  in  Fig.  3,  where  no 
joint  occurs.  The  figure  represents  a  portion  of  the  inside  of  one  of 
the  plates,  with  four,  or  two  pairs  of  angle-irons  united  to  it  by  uni- 
form longitudinal  rows  of  rivets,  equally  pitched  from  centre  to  centre. 
Between  each  pair  of  angle-irons  are  riveted  the  bars  composing  the 
web  of  the  girder.  The  sectional  ends  of  the  bars  as  well  as  the  con- 
necting rivets  are  not  shown  in  the  figure,  to  avoid  confusion,  besides 
they  are  not  required  for  our  present  purpose.  To  obtain  the  advantage 
of  the  full  breadth  of  the  plates,  and  to  keep  the  distance  between  each 
pair  of  angle-irons  as  great  as  possible,  the  first  angle-iron  of  each  pair 
is  alwaya  placed  flush  with  the  edge  of  the  plate.  It  is  obvious  from 
this  arrangement,  that  the  four  longitudinal  rows  of  rivets  shown  in  the 

Fig.  3. 
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figure  are  at  once  determined,  or  what  amounts  to  the  same,  the  posi- 
tion of  four  rivets  in  the  breadth  of  the  plates  is  fixed  independently 
of  any  other  joints  or  connexions  which  it  may  be  necessary  to  make, 
l^et  Z  =  the  length  of  the  side  of  the  angle-irons  which  is  riveted  to  the 
plates,  then  the  distance  of  the  centres  of  the  first  row  of  rivets  from 

the  edges  of  the  plates  will  =  ~,  I  being  measured  from  out  to  out ; 

that  is,  if  l^  be  the  length  of  the  inside  of  the  vertical  side  of  the  angle- 
irons,  and  t  the  thickness  of  the  horizontal  sides,  I  ■=  l^+t.  Similarly, 
putting  m  for  the  maximum  thickness  of  the  web,  which  will  correspond 
to  the  space  between  each  pair  of  angle  irons,  we  shall  have  the  dis- 
tance between  the  centres  of  the  first  and  second  rows  of  rivets  equal  to 
l+m,  or  the  distance  of  the  centres  of  the  second  rows  from  the  edges 

I       SI 
of  the  plates  equal  to  (2Z-f  m)  —  ~  =—  +m.     The  value  of  m  will  in 


general  be  the  sum  of  the  thicknesses  of  the  two  thickest  ties  and  struts 
in  the  web.  Its  exact  value  will  depend  upon  the  manner  in  which  the 
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struts  are  riveted  in  between  the  angle-irons.  The  thickness  of  any 
strut  or  tie  is  a  maximani  at  the  abutment,  and  a  minimum  at  the  cen- 
tre of  the  girder ;  it  therefore  becomes  necessary,  in  order  to  preserve 
the  distance  between  each  pair  of  angle-irons  constant,  to  insert  filling 
or  packing  pieces  between  the  ends  of  the  bars  and  the  angle-irons.  If 
t  be  the  thickness  of  the  web  at  any  point,  p  the  thickness  of  the 

corresponding  filling  piece  or  washer,  p  oc      .    The  limits  of  p  will 

range  between  p  -■  0  and  p  ^  m.  A  very  large  proportion  of  the 
packing  pieces  might  be  got  rid  of  if  the  second  angle-irons  of  each  pair, 
instead  of  being  maintained  at  a  constant  distance  from  the  first,  were 
riveted  to  the  plates  in  a  line  gradually  converging  towards  the  centre 
of  the  girder  so  as  to  regularly  diminish  the  space  between  them*  The 
practical  inconveniences  and  chances  of  error  attending  the  punching 
of  the  holes  in  the  plates  in  the  above  manner  would  not  justify  its 
adoption  of  girders  in  ordinary  spans,  where  the  saving  of  material 
would  be  inconsiderable. 

As  the  longitudinal  angle-irons  connecting  the  booms  and  webs  must 
be  attached  to  the  plates  by  regular  rows  of  rivets  in  a  manner  similar 
to  that  shown  in  Fig.  3,  either  with  an  alternate  pitch  or  otherwise,  it 
is  practically  impossible  to  design  the  joints  for  the  plates  in  the  best 
and  most  efficient  manner,  as  would  be  the  case  were  thete  no  angle- 
irons  riveted  to  them.  In  fact,  the  rivets  required  for  this  purpose  yir- 
tually  determine  the  description  of  joint  which  we  are  able  to  employ. 
The  result  of  this  limitation  is,  that  the  joints  in  the  flange  plates  of 
ordinary  girder  work  are  nearly  always  better  adapted  to  resist  the 
strain  on  the  top  boom  than  on  the  bottom,  for  which  they  are  roost 
required.  Very  little  room  is  left  for  the  exercise  of  the  judgment  of 
the  designer,  and  not  much  more  can  be  done  than  to  take  care  to  in- 
sert a  sufficient  number  of  rivets  to  hold  the  plates  and  make  as  good  a 
joint  as  possible  under  the  circumstances.  The  truth  of  this  will  be  per- 
ceived on  examining  Fig.  4,  which  represents  the  reverse  sides  of  the 
plan  in  Fig.  8,  with  the  addition  of  a  joint  and  wrapper,  and  in  which  the 
plain  circles  are  the  rivets  inserted  through  the  plates  and  angle-irons, 
and  the  shaded  ones  those  necessary  to  complete  the  joint.  It  will  be 
found,  on  observing  girder  work,  that  if/?  »  the  pitch  of  the  rivets  such 
as  shown  in  Fig.  3,  as  a  general  rule  the  pitch  of  the  rivets  in  the  joints 

will  equal  ^.   Two  arrangements  of  the  rivets  for  the  joint  are  given  in 

Fig.  4,  the  one  on  the  right  on  plate  B  being  very  frequently  employed, 
although  it  is  not  so  well  suited  for  the  lower  boom  of  a  girder  as  the 
other  on  the  left  on  plate  A.  Let  s  =»  section  of  plates  in  a  straight 
)ine  across  the  plates,  and  C  any  increase  of  section  arising  from  s  not 
being  in  a  straight  line,  then  (s — nd)  will  be  the  available  amount  of 
metal  in  the  plates  wherever  s  is  taken  in  one  continuous  straight  line. 
In  plate  B  the  minimum  value  of  n  is  5,  in  plate  A  with  section  s  its 
minimum  is  2  and  maximum  4.  It  has,  the  same  as  in  plate  B, 
a  maximum  value  of  6,  but  then   the  section  is  no  longer  s,  but 
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(s-f  c).  For  the  joints  in  the  lower  flange  of  a  girder,  where  the 
tensile  strain  tends  to  separate  the  plates  or  pull  the  joint  asunder, 
there  is  a  slight  advantage  gained  in  disposing  the  nearest  the  joint, 
as  shown  on  plate  A.  Let  p  ■-  the  alternate  pitch  of  the  rivets,  ami 
let  w,  n,,  «2  =  the  number  of  rivets  nearest  the  joint  in  plate  A,  which 
are  respectively  at  equal  distances  from  it,  similarly  put  m  for  the 
number  nearest  the  joint  in  plate  B.  The  resigtance  of  the  former 
plate  in  comparison  with  the  latter,  against  the  calling  into  play  of  a 

longitudinal  shearing  force,  will  be  as  -~-  {n-\-n^-\-Zn^  \i^y.m\ 

substituting  the  values  forn,  w„  n^  and  m  we  have  the  ratio  as  J  :  :  J. 
Whenever  the  pitch  of  the  rivets  in  the  plates  and  angle-irons  is  not 
alternate,  the  simplest  joint  is  made  by  inserting  a  rivet  in  each  row 
halfway  between  the  others,  and  adding  as  many  additional  rows  as 
the  breadth  of  the  plate  will  allow,  until  the  proper  number  is  put  in. 
The  joint  will  then  be  precisely  similar  to  the  one  in  plate  B,  in  Fig.  4. 
In  large  girders,  and  wherever  the  importance  of  the  work  demanded 
it,  an  interruption  in  the  regular  punching  of  a  portion  of  the  plates 

Fig.  4. 
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near  their  ends,  and  of  a  corresponding  length  of  some  of  the  angle- 
irons,  must  take  place,  otherwise  the  joints  cannot  be  designed  and  the 
rivets  inserted  in  them  to  the  best  advantage,  particularly  in  those  joints 
which,  from  their  position  in  the  girder,  would  be  exposed  to  a  tensile 
strain.  It  is  manifest,  under  the  most  favorable  circumstances,  that 
the  jointing  of  a  combination  of  plates  and  angle-irons  cannot  be  con- 
sidered in  the  light  of  a  simple  jointing  of  two  plates,  and  that  some 
modification  and  departure  from  the  most  eflScient  disposition  of  the 
joint  must  ensue,  although  in  important  examples  the  correct  princi- 
ples may  be  adhered  to  w^ith  suflScient  practical  fidelity. 

It  should  be  borne  in  mind  in  designing  joints,  that  the  value  of  n 
being  constant,  the  length  of  the  covering  plates  varies  directly  as  /^, 
and  therefore  care  should  be  taken  not  to  spread  the  rivets  too  much. 
On  the  other  hand,  the  rivets  should  not  be  huddled  together,  and  a 
more  than  necessary  amount  of  weakness  produced  in  the  plates,  for 
the  sake  of  effecting  a  small  saving  of  material  in  the  wrappers.  It 
might  be  alleged  that  the  thickness  of  each  wrapper  need  not  be  greater 
than  half  that  of  the  thinner  plate  to  be  jointed,  or,  what  amounts  to 
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the  same,  that  the  sum  of  the  thick  Desses  of  the  wrappers  should  equal 
the  thickness  of  the  thinner  plate.  Theoretically  tiiis  would  give  a 
sufficient  amount  of  section  at  the  line  of  the  joint,  provided  the  strains 
to  which  the  joint  was  exposed  affected  it  perfectly  uniformly.  But 
practically  we  know  this  not  to  be  the  case.  The  disposition  of  the 
rivets  in  the  joints,  the  manner  of  loading,  and  a  variety  of  other  con- 
tingencies, frequently  cause  joints  to  be  more  strained  in  one  part  than 
another,  and  the  same  occurs  in  the  wrappers.  It  will  be  far  safer  to 
make  each  wrapper  at  least  equal  in  thickness  to  that  of  the  thinner 
plate,  or,  what  is  better,  to  make  the  sum  of  the  thicknesses  of  the 
wrappers  equal  that  of  the  two  plates.  Put  t  for  the  thickness  of  each 
wrapper  and  t^  t^  for  that  respectively  of  each  plate ;  then,  for  each 

wrapper  to  have  the  same  thickness,  t  —  -^;7-'-  On  referring  to  Fig.  3, 

it  will  be  seen  that  the  wrapper  of  the  inside  of  the  plates  will  only 
occupy  a  breadth  of  the  plates  equal  to  a:,  and  will  not  extend  the 
whole  breadth  of  the  plates,  like  the  outside  wrapper  in  Fig.  4,  but  fit 
in  between  the  angle-irons,  which  supply  the  remaining  portion  of  the 
wrapper  and  act  as  such.  In  many  instances,  were  it  considered  worth 
the  omission,  this  small  inside  wrapper  might  be  dispensed  with.  To 
obtain  the  maximum  theoretical  efiiciency  in  a  joint,  the  value  of  n 
should  be  infinitely  great,  and  that  of  d  infinitely  small.  In  small  gir- 
ders, as  before  mentioned,  in  order  to  save  trouble  and  inconvenience 
in  punching  the  rivet-holes,  the  joints  in  the  upper  and  lower  flanges 
are  generally  made  identical,  but  in  girders  of  large  span  they  should 
be  differently  proportioned.  Let  n  and  n^  equal  respectively  the  number 
of  rivets  required  in  the  half  joint  of  a  plate  subject  to  tensile  and  com- 
pressive strains.  Employing  our  usual  notation,  aud  supposing  the  same 

constant  employed  for  both,  we  have  — -^  =  n^  x  <,  and      : :  — ^  , . 

As  a  higher  constant  might  with  perfect  safety  be  used,  we  may  take 
into  our  calculations  the  increase  of  strength  uflForded  by  the  friction 
between  the  plates  and  wrappers,  more  especially  if  the  latter  be  of 
considerable  size,  and  also  of  the  rivets  themselves.     We  shall  then 

find  —  :  :  — ,  the  value  of  n  being  increased  in  the  proportion  of 
/f|  a 

~  :  1,  supposing  the  diameter  of  the  rivets  to  be  the  same  size. 

Whatever  may  be  the  peculiar  form  or  section  of  iron  to  be  jointed, 
the  same  principles  will  apply,  although  a  little  artifice  may  be  required 
to  meet  the  exigencies  of  particular  examples.  In  Fig.  5  a  plan  of  the 
joint  of  one  of  the  angle-irons  in  the  flange  of  a  girder  is  shown,  ab 
being  the  centre  line  dividing  the  flange  longitudinally.  One  of  the 
wrappers  consists  of  another  piece  of  angle-iron,  fitting  into  the  main 
angle-iron,  which  answers  the  double  purpose  of  one  horizontal  and 
one  vertical  wrapper.    The  other  vertical  wrapper  is  supplied  by  a  piece 
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of  flat  iron  placed  as  shown  in  the  figure.  The  other  horizontal  side 
of  the  joint  is  covered  by  the  main  plate  of  the  flange,  and  therefore 
no  second  wrapper  is  required  in  addition.  This  arrangement  is  better 

Fig.  5. 
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represented  in  section,  in  Fig.  5a,  the  line  ab  dividing  the  flange  ver- 
tically at  right  angles  to  the  line  ab  in  Fig.  5.  The  length  of  the 
horizontal  and  vertical  sides  of  the  angle-iron  wrap- 
pers should  be  such  that  they  should  not  project 
beyond  those  of  the  angle-irons  to  be  jointed,  but 
be  flush  with  their  edges,  as  in  the  section  referred 
to.  To  give  it  the  same  sectional  area,  it  must  thus 
necessarily  have  a  greater  thickness  than  the  main 
angle-irons.'  Let  a  «  area  of  main  angle-irons,  and 
A,  that  of  the  wrapper,  then,  as  the  value  of  n  will  be 
the  same  in  both  instances.  A,  =  A.  Put  /  and  /,  for 
the  length  of  the  vertical  and  horizontal  sides  respec- 
tively of  the  main  angle-irons  measured  from  out  to 
out,  and  t  for  the  uniform  thickness,  also  let  fj  be  the 
required  thickness  of  the  wrapper,  a  will  then  = 
{l  +  l — t)t,  and  Ae=  [(Z — t)+li — (<  +  ^)]^,  and  we  shall  have  the  equa- 
tion t' — tJ{l+l^ — 2t)  «=  — i(^+'i— 0>*  ^^'^^  which,  solving  for  t^j  we 
obtain 


B 


{l+h-2f) 


For  example,  let  the  dimensions  of  the  main  angle-irons  be  41"  x  3" 
XJ",  then  the  value  of  t^  which  will  give  an  equal  sectional  area  to 
the  wrapper  will  be  <j  «=  695,  or  practically  -j^g.  The  sectional  area  of 
the  flat  vertical  plate  acting  as  a  wrapper  will  equal  (Z — n)t. 

In  making  the  drawings  for  the  girder,  care  should  be  taken  to  show 
all  the  joints  in  the  positions  they  are  intended  to  occupy.  If  a  mere 
general  design  and  description  be  given,  they  will  frequently  be  found 
to  be  placed  in  too  close  proximity  to  one  another.  Unless  where 
unavoidable  no  joint  should  be  at  a  less  distance  from  another  than 
three  feet.  On  referring  to  Fig.  5,  it  is  manifest  that  the  joints  in  the 
angle-irons  must  be  so  arranged  that  they  should  not  occur  at  places 
where  the  flanges  are  intersected  by  the  bars  of  the  web,  otherwise  the 
second  vertical  wrapper  would  have  to  be  omitted.  Independently  of 
this  consideration,  it  would  be  bad  construction  to  place  a  joint  in  the 

*  1  his  equation  rosfilTCF  itwlf  into  one  U-longing  to  the  general  clais  3fi^ax-\b  ^  0,  one  root  bciog 
ri'Jocttfd  by  the  nature  of  the  problem. 
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angle-irons  to  which  the  bars  of  the  web  are  attached,  at  the  point 
where  that  attachment  is  made,  and  consequently  the  greatest  amount 
of  local  strain  induced.  The  same  reasoning  applies  to  the  joint  of  the 
main  plates  of  the  flanges,  but  with  much  less  force,  since  the  strains 
are  not  received  directly  by  them,  but  arc  transmitted  to  them  by  the 
longitudinal  angle-irons,  which  also  serve  to  diffuse  them  more  uniformly 
over  their  surface.  It  would  be  well  to  cause  the  rivets  placed  vertically 
in  the  angle-iron  joints  and  wrappers  to  alternate  with  those  in  the 
horizontal  position,  but  this  is  not  of  so  much  importance  in  sections 
of  rolled  iron  similar  in  form  to  that  of  angle  or  tee  iron,  as  in  fiat 
plates  or  in  plain  bar  sections.  The  effect  of  a  strain  to  cause  fracture 
through  a  line  of  rivet-holes  in  a  plate,  the  surface  of  which  was  all  in 
the  same  plane,  would  be  greater  than  if  the  same  amount  of  metal  in 
the  plate  were  rolled  into  a  form  having  equal  sections  distributed  in 
two  planes  at  right-angles  to  one  another,  with  half  the  rivet-holes  in 
each  plane. 

{To  be  Continaed.) 


Observations  on  Foundations  of  B'id^es^  tfc     By  Thomas  Page, 
M.  Inst.  C.E.,F.G.S.,F.R.G.S. 

[Paper  read  to  the  British  Association,  1863.] 
From  the  Lond.  Cir.  Enjr.  and  Arch.  Joarnnl,  No?.,  1S63. 

It  is  not  proposed  in  the  following  observations  to  give  a  history 
of  foundations,  but  only  to  refer  to  the  system  pursued  by  the  author 
in  the  various  works  he  has  executed  under  the  water  level  without 
the  use  of  coffer-dams,  which,  whatever  may  be  their  advantage,  are 
a  most  expensive  means  of  construction.  It  may  l>e  quoting  an  ex- 
treme case  to  refer  to  the  repairs  of  the  Old  Westminster  Bridge  in 
the  year  1838,  where,  in  a  contract  for  the  repairs  of  that  structure 
amounting  to  <£49,500,  the  permanent  work  amounte<l  to  £14,500  and 
the  coffer-dams  to  execute  that  work  to  .£35,000.  But  viewing  the 
subject  of  coffer-dams  as  a  whole  it  possesses  but  little  engineering 
merit,  compared  with  its  expense,  as  a  means  of  construction  in 
foundations. 

The  author's  experience  on  this  subject  embraces  the  Thames  Tun- 
nel, of  which  he  was  Acting  Engineer  under  Sir  Isambard  Brunei, 
from  1836  to  its  completion,  a  period  which  embraced  the  most  diffi- 
cult part  of  the  construction  of  that  great  work  (being  nearly  half  its 
entire  length)  and  also  the  formation  of  the  shaft  on  the  Middlesex  side; 
it  also  includes  the  works  of  the  Victoria  Bridge,  and  the  Albert  Bridge, 
over  the  Thames  at  Windsor  ;  the  Chelsea  Suspension  Bridge  ;  the  New 
Westminster  Bridge;  and  his  design  for  the  foundation  of  the  Albert 
Pier  at  Greenock,  carried  into  execution  by  Messrs.  Bell  and  Miller, 
Civil  Engineers,  of  Glasgow. 

Principles  of  a  Foundation. — A  foundation  may  be  described  as  that 
part  of  a  structure  which  resists  the  weight  of  the  superstructure ; 
and  it  is  evident  that  the  higher  the  horizontal  plane  of  the  resisting 
mass,  the  less  is  the  weight  of  the  superstructure  upon  it,  and  the  bet- 


Digitized  by 


Google 


22  Civil  Engineering. 

tcr  a<1:)pted  is  the  fonndiition  to  resist  its  pressure.  For  instance,  if, 
to  follow  out  the  injunction,  "go  deep  enough  to  obtain  a  good  founda- 
tion for  the  piers  of  a  bridge,"  the  resisting  surface  is  30  feet  Mow 
the  low-water  line,  while  in  another  case  the  resisting  surface  is  level 
Arith  the  low-water  line,  it  is  evident  there  is  a  pressure  due  to  30  feet 
in  height  of  the  material  of  the  piers  greater  upon  one  foundation  than 
the  other.  If  this  principle  were  always  acted  on — viz :  to  so  construct 
the  foundations  that  the  plane  of  resistance  should  be  at  a  high  level — 
the  difficulty  of  founding  in  ileep  water  would  be  considerably  reduced. 

System,  of  the  JIuthor  as  practised  at  the  JVeu?  Westminster  Bridge, — 
The  syptem  which  the  nutiior  has  pursued  in  the  construction  of  the 
four  bridges  over  the  Thames  before  referred  to,  may  be  thus  de- 
scribed. The  positions  of  the  piers  and  abutments  having  been  accurate- 
ly defined,  bearing  piles  are  driven  deep  into  the  ground  over  the  area 
(»f  each  pier  and  abutment,  at  a  distance  of  3  feet  between  each  pile. 
All  the  piles  are  driven  to  the  same  test,  so  that  every  pile  is  capable 
of  supporting  the  same  amount  of  load. 

This  result  is  not  dependent  on  the  length  of  the  piles,  for  some 
piles  attain  the  resistance  to  the  test  sooner  than  others,  depending  on 
the  state  of  the  stratum  through  which  they  are  driven.  In  many  bridges 
the  piles  have  been  specified  to  be  driven  to  a  specified  length,  but  this 
condition  did  not  secure  equal  degrees  of  resistance,  which  can  only  be 
attained  by  driving  the  piles  to  the  same  test. 

The  piles  being  driven,  their  tops  are  cut  oflF  at  the  low-water  line 
of  spring  tides ;  and  on  the  line  of  the  perimeter  of  the  pier  cast  iron 
piles  are  driven  at  distances  of  5  feet  2^  inches  9part,  centre  to  centre, 
in  wliich  are  grooves  for  the  cast  iron  plates  or  sheeting  piles.  In 
AVestminster  Briilge  these  sheeting  piles  or  ribbed  plates  were  16  feet 
in  length  and  4^  feet  in  breadth,  and  were  driven  down  until  the  top 
flanges  were  6  feet  beioto  the  low-wafer  line ;  the  (5  feet  in  height  from 
those  flanges  up  to  the  low  water-line,  was  formed  of  granite  panels 
2  feet  thick  instead  of  the  cast  iron  piles,  so  that  no  iron  but  the 
main  piles  appears  in  the  face  of  the  piers  to  a  depth  of  6  feet  below 
the  low  water-line.  The  timber  piles  are  then  tied  to  each  other  and 
to  the  iron  piles  by  wrought  iron  bars,  and  two  tie-bolts  were  inserte^l 
at  the  head  of  every  sheeting  pile  7  feet  below  low-water,  and  a  tie- 
bolt  to  every  main  pile  at  the  low-water  level. 

The  bed  of  the  river  was  then  cleared  of  all  loose  materials  down 
to  the  hard  gravel,  and  in  many  cases  down  to  the  clay,  ami  the  spaces 
between  the  piles  were  filled  with  concrete  made  with  Portland  ceaient 
and  gravel,  which  concrete  was  deposited  from  boxes  (opening  with 
flaps)  on  the  bed  of  the  river,  and  which  concrete  soon  became  as  hard 
as  a  rock.  All  the  upper  surface  of  the  pier  was  then  brought  to  a 
true  level  for  the  reception  of  the  great  base  course  of  granite,  and  on 
this  granite  floor  the  pier  was  carried  up  with  brick- work  and  granite. 

To  avoid  the  scour  round  the  piers,  which  is  felt  at  all  the  bridges 
of  the  metropolis  in  every  case  where  any  set  of  the  current  strikes 
the  pier  in  an  oblique  direction,  a  base  of  Portland  cement  concrete 
was  deposited  round  the  piers  of  the  New  Westminster  Bridge. 
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On  the  Foundations  of  the  Chelsea  Bridge. — In  the  Chelsea  Bridge 
the  casing  of  the  piers  was  of  cast  iron,  the  main  piles  being  9  feet; 
apart  (central  distance)  and  the  sheeting  piles  and  plates  being  7  feet 
2  inches  in  width.  As  these  were  carried  to  a  level  of  7  feet  above 
Trinity  high-water,  and  to  a  depth  of  41  feet  below,  there  was  a  sur* 
face  of  iron  48  feet  in  height. 

The  proceedings  in  arranging  and  driving  the  timber  bearing  piles, 
tying  them  across  by  wrought  iron  bars,  dredging  the  bed  of  the  river, 
and  filling  all  the  spaces  round  the  piles  with  concrete,  were  similar  to 
the  proceedings  at  Westminster  Bridge,  which  followed  Chelsea  Bridge 
in  point  of  time. 

Of  the  Ghreenock  Pier. — The  introduction  of  granite  slabs  or  pan- 
els at  Westminster  Bridge  led  to  their  adoption  at  the  new  pier  of 
Greenock,  the  drawings  for  which,  prepared  by  Messrs.  Bell  &  Miller 
of  Glasgow,  Civil  Engineers,  were  referred  to  me,  at  their  suggestion, 
by  Mr.  Jas.  F.  Grieve,  the  Provost  of  Greenock.  The  alteration  I 
suggested  in  the  face  work  of  the  pier,  instead  of  building  it  in  courses 
on  a  principle  patented  by  Messrs.  Bell  and  Miller,  was  to  form  it  by 
large  granite  slabs  or  panels  each  8  feet  high  by  7  feet  wide  and  near- 
ly 2  feet  thick,  between  cast  iron  piles;  the  front  and  back  flanges  of 
the  iron  piles  were  arranged  for  the  granite  panels  to  slip  down  be- 
tween them,  and  as  these  panels  were  each  8  feet  in  height,  an  en- 
during face  16  feet  in  height  was  obtained  at  a  considerable  saving  of 
cost,  in  the  most  simple  and  comparatively  inexpensive  manner. 

The  granite  used  at  Greenock  Pier  is  of  fine  reddish  granite  from  a 
spacious  quarry  in  the  Isle  of  Mull,  on  the  Estates  of  his  Grace  the 
Duke  of  Argyle,  worked  by  the  Isle  of  Mull  Granite  Company.  This 
granite  was  also  partly  used  at  Westminster  Bridge,  with  the  Cheese- 
wring,  Haytor,  and  Par  granites,  and  is  admirably  adapted  for  hydrau- 
lic works  on  a  great  scale. 

Of  the  Piling  of  Old  London  Bridge, — It  is  worthy  of  remark  that 
the  bearing  piles  of  Old  London  Bridge  were  cut  off  on  the  level  of 
the  low- water  line,  but  it  was  without  reference  to  this  circumstance 
that  the  bearing  piles  of  the  Chelsea  Bridge  and  those  of  the  New 
Westminster  Bridge  were  arranged  to  be  cut  at  the  level  of  the  low- 
water  line. 

General  Observations, — It  is  due  to  the  British  Association  to 
state  the  reasons  why  the  author  prefers  the  system  he  has  brought 
under  the  notice  of  the  Section  to  the  systems  of  foundations  by  cylin- 
ders of  iron,  filled  with  brick-work  or  concrete,  which  has  been  so 
generally  acted  upon  during  the  last  fifteen  years.  He  considers  it  im- 
portant that  the  foundation  of  each  pier  should  be  one  undivided 
structure  ;  that  it  should  not  be  broken  into  separate  parts,  as  it  is  in 
cases  where  cylinders  are  used,  and  that,  besides  the  resistance  due  to 
the  horizontal  area  of  the  foundation,  it  should  embrace  the  additional 
resistance  afforded  by  the  friction  due  to  the  vertical  surfaces  of  the 
piles ;  and  thus^  short  of  founding  on  rock  itself,  it  would  present  the 
most  solid  resisting  mass  that  could  be  formed. 

The  facility  and  rapidity  with  which  such  foundation  can  be  formed 
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irith  a  surface  of  granite  or  other  durable  stone,  recommends  itself  for 
breakwaters  in  deep  water  in  preference  to  the  system  of  forming  tk 
slope  with  a  large  expenditure  of  material  and  labor,  and  it  is  to  be 
considered  that  a  vertical  face  is  less  dangerous  to  vessels  approaching 
a  breakwater  in  rough  weather,  as  against  it  the  sea  would  only  dash 
without  breaking,  while  on  the  slope  the  waves  become  breakers  ;  and 
many  instances  have  been  known  of  ships  being  lost  upon  the  slopes.  For 
such  a  Harbor  as  Dover,  which  is  built  of  concrete  blocks  faced  with 
granite,  all  being  set  by  divers,  the  formation  of  a  granite  face  in 
panels,  and  the  core  filled  in  with  concrete  en  masses  deposited  in  the 
same  manner  continuously  as  at  Westminster  Bridge,  would  secure  a 
rapid  and  economical  construction. 

The  application  of  this  system  of  construction  to  harbors  is  a  sub- 
ject of  great  interest  and  importance  at  the  present  time,  both  for  ex* 
pedition  in  completing  the  works,  and  for  economy,  but  as  this  paper 
is  especially  devoted  to  foundations,  any  further  observations  must  be 
reserved  for  another  opportunity. 


MECHANICS,  PHYSICS,  AND  CHEMISTRY. 

An  Investigation  of  Plane  Water- Lines  for  Ships. 
By  Prof.  Rankine. 

rrom  the  London  Athenieutn,  Sept.,  1863. 

This  paper  contains  an  abstract  of  a  mathematical  investigation 
which  has  been  communicated  in  detail  to  the  Royal  Society.  By  the 
term  "Plane  Water-Line"  is  meant  one  of  those  curves  which  a  par- 
ticle of  liquid  describes  in  flowing  past  a  solid  body,  when  such  a  flow 
takes  place  in  plane  layers.  Such  curves  are  suitable  for  the  water- 
lines  of  a  ship ;  for,  during  the  motion  of  a  well-formed  ship,  the  ver- 
tical displacements  of  the  particles  of  water  are  small,  compared  with 
the  dimensions  of  the  ship  ;  so  that  the  assumption  that  the  flow  takes 
place  in  plane  layers,  though  not  absolutely  true,  is  sufficiently  near 
the  truth  for  practical  purposes.  The  author  refers  to  the  researches 
of  Prof.  Stokes  (Camhr.  Trans,  1842)  "  On  the  Steady  Motion  of  an 
Incompressible  Fluid, "  and  of  Prof.  William  Thomson  (made  in  1858, 
but  not  yet  published),  as  containing  the  demonstration  of  the  general 
principles  of  the  flow  of  a  liquid  past  a  solid  body.  Every  figure  of  a 
solid  past  which  a  liquid  is  capable  of  flowing  smoothly,  generates  an 
endless  series  of  water-lines  which  become  sharper  in  their  forms  as  they 
are  more  distant  from  the  primitive  water-line  of  the  solid.  The  only 
exact  water-lines  whose  forms  have  hitherto  been  completely  investi- 
gated, are  those  generated  by  the  cylinder,  in  two  dimensions,  and 
by  the  sphere,  in  three  dimensions.  In  addition  to  what  is  already 
known  of  those  lines,  the  author  points  out  that  when  a  cylinder 
moves  through  still-water,  the  orbits  of  each  particle  of  water  is  one 
loop  of  an  elastic  curve.  The  profile  of  waves  has  been  used  with 
success  in  practice  as  water-lines  for  ships,  first,  by  Mr.  Scott  Russell 
(for  the  explanation  of  whose  svstem  the  author  refers  to  the  7Van«- 
actions  of  the  Institution  of  JSTaval  Architects  for  1860-61-62),  and 
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iifterwards  by  others.  As  to  the  frictioDal  resistance  of  vessels  having 
Buch  lines,  the  author  refers  to  his  own  papers ;  one  read  to  the  Bri- 
jtisb  Association,  in  1861,  and  printed  in  various  engineering  journals, 
and  another  read  to  the  Royal  Society,  in  1862,  and  printed  in  the 
Philosophical  Transactions.     The  author  proceeds  to  investigate  and 
explain  the  properties  of  a  class  of  water-lines,  comprising  an  endless 
variety  of  forms  and  proportions.     In  each  series  of  such  lines,  the 
primitive  water-line  is  a  particular  sort  of  oval,  characterized  by  this 
property,  that  the  ordinate  at  any  point  of  the  oval  is  proportional 
to  the  angle  between  two  lines  drawn  from  that  point  to  two  foci. 
Ovals  of  this  class  differ  from  ellipses,  in  being  considerably  fuller  at 
the  ends  and  flatter  at  the  sides.     The  length  of  the  oval  may  bear 
any  proportion  to  its  breadth,  from  equality  (when  the  oval  becomes 
a  circle)  to  infinity.     Each  oval  generates  an  endless  series  of  water- 
lines,  which  become  sharper  in  figure  as  they  are  further  from  the  oval. 
In  each  of  those  derived  lines,  the  excess  of  the  ordinate  at  a  given 
point  above  a  certain  minimum  value,  is  proportional  to  the  angle  be* 
tween  a  pair  of  lines  drawn  from  that  point  to  the  two  foci.     There 
is  thus  an  endless  series  of  ovals,  each  generating  an  endless  series  of 
water-lines;  and  amongst  those  figures,  a  continuous  or  "fair*'  curve 
can  always  be  found,  combining  any  proportion  of  length  to  breadth 
from  equality  to  infinity,  with  any  degree  of  fulness  or  fineness  of 
entrance,  from  absolute   bluffness  to  a  knife-edge.     The  lines  thus 
obtained  present  striking  likenesses  to  those  at  which  naval  archi- 
tects   have  arrived   through   practical  experience  ;    and  every  suc- 
cessful model  in  existing  vessels  can  be  closely  imitated  by  means 
of  them,  from  a  Dutch  galliot  to  a  racing-boat.    Any  series  of  water- 
lines,  including  the  primitive  oval,  are  easily  and  quickly  construct- 
ed with  the  ruler  and  compasses.    The  following  curves,  traversing 
certain  important  points  in  the  water-lines,  are  exactly  similar  for  all 
water-lines  of  this   class,   and  are  easily  and  quickly   constructed 
with  the  compasses.  One  is  a  hyperbola,  which  traverses  all  the  points 
at  which  the  motion  of  the  particles,  in  still-water,  is  at  right  angles 
to  the  water-lines.  The  other  consists  of  the  two  branches  of  a  curve  of 
the  fourth  order.  One  of  those  branches  traverses  a  series  of  points,  at 
each  of  which  th3  velocity  of  gliding  of  the  particles  of  water  along 
the  water-line  is  less  than  at  any  other  point  on  the  same  water-line. 
The  other  branch  traverses  a  series  of  points,  at  each  of  which  the 
velocity  of  gliding  is  greater  than  at  any  other  point  on  the  same 
water-line.  The  transverse  axis  of  co-ordinates,  so  far  as  it  lies  within 
this  branch,    traverses  a  series  of  points  of  minimum   velocity   of 
gliding;  from  its  intersection  with  the  same  branch  onwards,  it  tra- 
verses a  series  of  points  of  maximum  velocity  of  gliding.   Every  water- 
line,  complete  from  bow  to  stern,  which  passes  within  the  point  of 
intersection  of  the  same  branch  with  the  transverse  axis  has  three  points 
of  minimum  and  two  of  maximum  velocity  of  gliding ;  while  every 
water-line  which  passes  through  or  beyond  that   point  has  only  two 
points  of  minimum  and  one  of  maximum  velocity  of  gliding.     Ueuce 
Vol.  XLVIL— Third  Series.— No.  I.—Januart,  1804.  S 
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the  latter  class  of  lines  causes  less  commotion  in  the  water  than  the 
former.  On  the  water-line  which  traverses  the  said  point  itself,  the 
velocity  of  gliding  changes  more  gi-adually  than  on  any  other  water-lino 
having  the  same  proportion  of  length  to  breadth.  Water-lines  possess- 
ing this  character  can  be  constructed  with  any  proportion  of  length 
to  breadth,  from  ^3  (which  gives  an  oval)  to  infinity.  The  finer  of 
those  lines  are  found  to  be  nearly  approximated  to  by  wave-lines,  but 
are  less  hollow  at  the  bow  than  wave-lines  are.  The  author  shows 
how  horizontal  water-lines  at  the  bow,  drawn  according  to  this  system, 
may  be  combined  with  vertical  plane  lines  of  motion  for  the  water  at 
the  stern,  if  desired  by  the  naval  architect.  In  this,  as  in  every 
system  of  water-lines,  a  certain  relation  (according  to  a  principle 
first  pointed  out  by  Mr.  Scott  Russell)  must  be  preserved  between 
the  form  and  dimensions  of  the  bow  and  the  maximum  speed  of  the 
ship,  in  order  that  the  appreciable  resistance  may  be  wholly  f fictional 
and  proportional  to  the  square  of  the  velocity  (as  the  experimental 
researches  of  Mr.  J.  R.  Napier  and  the  author  have  shown  it  to  be  in 
well-formed  ships),  and  may  not  be  augmented  by  terms  increasing  as 
the  fourth  and  higher  powers  of  the  velocity,  through  the  action  of 
vertical  disturbances  of  the  water, 

A  discussion  ensued,  in  which  Messrs.  J.  Scott  Russell,  T.  Webster, 
J.  R.  Napier,  and  Prof.  Pole  took  part. 

Proceedings  British  Association. 


For  the  Jonrnal  of  the  Franklin  Infititute. 

Atmospheric  Pressure  as  a  Mechanical  Power. 

In  a  recent  article  in  the  Journal^  on  the  use  of  Air  as  a  motive  pow- 
er in  cities,  reference  is  made  to  various  processes  for  producing  a 
vacuum  under  a  piston,  and  the  inference  drawn  that  they  are  all  too 
costly,  too  slow,  or,  in  other  respects  unsuited  for  obtaining  a  popular 
working  force  from  the  pressure  of  the  atmosphere.  Of  others  not 
mentioned,  there  is  one  that  may  be  worth  suggesting. 

I  believe  there  are  no  forces  but  what  are  designed  to  be  employed  in 
the  arts ;  that  all,  known  or  unknown,  are  to  be  brought  into  the  service 
of  man  ;  that  nature  not  only  provides  them,  but  in  her  applications  of 
them,  is  their  best  expositor,  and  that  whatever  she  efl'ects  for  herself 
with  one,  we  can  produce  it  by  the  same  or  analogous  results  for  our- 
selves. On  the  present  occasion,  I  would  refer  to  the  means  by  which 
she  disturbs  the  equilibrium  of  the  atmosphere  in  the  instantaneous 
condensation  of  vapor  into  rain,  and  the  resultant  aerial  squalls  and 
commotion  that  prevail  in  temperate  and  become  so  terrific  in  tropical 
latitudes.  Here  we  perceive  she  is  doing  the  very  thing  we  want  to 
do — employing  the  weight  of  the  atmosphere  as  an  active  motive  pow- 
er— neutralizing  its  influence  on  one  spot  and  accumulating  it  on  an- 
other, by  forming  a  vacuum  as  it  were  in  a  cylinder  whose  sides  press- 
ed together,  perform  the  part  of  a  piston  with  us.  Not  a  day,  probably 
not  an  hour,  passes,  in  which  these  phenomena  do  not  occur  in  on« 
part  of  the  earth  or  another. 

The  fall  of  rain  does  not  appear  to  depend  on  temperature  alone. 
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tiince  it  comes  down  night  and  day  in  all  weathers ;  in  summer  as  in 
winter,  and  in  the  warmest  climes  in  actual  torrents.  The  influence 
of  electricity  over  atmospheric  phenomena  is  universally  admitted, 
and  by  some,  if  not  by  all,  meteorologists,  it  is  deemed  the  immediate 
cause  of  rain.  That  tempests,  hurricanes,  tornadoes,  &c.,  arise  from 
the  vacuum  thus  suddenly  produced,  is  still  more  generally  conce<ied. 
They  are  commonly  accompanied  with  thunder  and  of  brief  duration^ 
subsiding  as  the  voids  become  filled  and  the  equilibrium  restored.  In 
some  regions  where  thunder  is  little  known,  it  is  said,  there  is  little 
rain.  Now,  why  may  not  artificial  clouds  of  vapor — of  low  steam  in  ft 
cylinder — be  as  quickly  collapsed  into  water  by  the  same  means,  and 
vacuities  produced  to  serve  our  purposes  as  nature  produces  them  to 
serve  her  own  t  I  suppose  they  may.  If  some  element  should  be  want- 
ing in  the  process  it  is  our  part  to  supply  it.  If  air^  for  example,  be 
found  essential,  a  limited  quantity  might  be  admitted.  If  the  conden* 
sation  should  not  be  effected  as  rapidly  as  anticipated,  the  area  of  the 
piston  might  be  proportionally  increased,  and  so  with  regard  to  other 
points.  Electricity,  as  a  science,  is  in  it«  infancy.  It  has  opened 
s^otne  of  Nature's  secrets,  but  they  are  few  compared  to  those  yet  to 
be  explained.  Among  them  is  the  part  it  plays  in  the  phenomenon  in 
•question.  If,  as  is  asserted,  it  causes  the  aqueous  corpuscles  suspend- 
ed in  the  atmosphere  to  coalesce  and  descend,  sometimes  in  drizzle  as 
through  the  finest  cullender,  at  others  in  showers  of  large  drops,  and 
agitin  in  sheets  as  if  from  the  bursting  of  water-spouts,  we  ought  to 
be  able  to  bring  out  kindred  results  by  it  to  establish  the  theory. 

But  without  reference  to  any  theory,  the  object  is  to  learn  how  nature 
effects  those  sudden  collapsicns  of  vapor.  Be  the  process  what  it  may, 
mechanical  or  chemical,  or  a  combination  of  both — whether  clouds  sur- 
charged with  moisture  are  discharged  by  compressure,  somewhat  as 
ve  squeeze  a  saturated  sponge  or  wring  out  wet  linen,  or  whether  it 
1)0,  as  suspected,  an  electric  talisman  that  neutralizes  the  power  that 
keeps  the  aqueous  globulus  apart  and  holds  them  in  suspension ;  or 
anything  else — when  thoroughly  known,  we  can  certainly  master  it 
Bufficiently  to  work  out  on  smaller  scales  the  same  result.  If,  when 
developed,  it  should  not  be  found  preferable  to  processes  we  have,  it 
IS  still  worth  finding  out,  were  it  but  to  determine  that  fact.  But  if, 
on  the  other  hand,  it  should  turn  out  much  better  than  the  best  of  them 
— simpler,  cheaper,  and  more  prompt,  and  there  should  be  no  obstacles 
to  its  general  adoption — the  benefits  it  would  confer  on  our  species  for 
all  time  to  come,  would  surpass  those  of  other  forces  combined,  steam 
included.  It  would  meet  almost  every  call  for  labor,  for  domestic  and 
manufacturing  dredgery  in-doors  and  out.  In  a  word,  I  can  hardly 
imagine  a  nobler  acquisition  in  practical  science  than  the  derivation 
of  a  general  working  power  from  the  pressure  of  the  atmosphere.  A 
stronger  stimulus  to  solve  a  great  problem  there  cannot  be. 

It  is  probably  in  some  such  indirect  way  as  this  that  electricity,  in 
one  or  more  of  its  forms,  is  to  become,  if  ever,  a  popular  motor,  not 
directly  as  has  so  often  been  attempted  and  as  often  failed.  Let  us 
use  it  as  Nature  does  and  we  are  sure  to  succeed.  ^ 
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On  the  Proportions  of  Ships  of  least  Skin  Resistance  for  a  given 
Speed  and  Displacement.     By  Prof.  Rankine. 

From  Uie  Loadon  AthenaDiim,  Sept.,  1S63. 

The  author  referred  to  a  previous  paper  which  he  had  read  to  the 
British  Association  in  1861,  and  in  which  he  had  stated  the  results  of 
a  theoretical  investigation  of  the  "  skin-resistance  *'  of  ships,  and  veri- 
fied those  results  by  a  comparison  with  those  of  experiments.  In  the 
course  of  that  paper  he  had  stated,  that  the  theory  gives,  for  the  pro- 
portion of  length  to  breadth  which  produces  least  skin-resistance  with 
a  given  displacement  and  speed,  that  of  seven  to  one^  nearly.  Thid  is 
the  case  when  the  figures  and  proportions  of  the  cross-sections  are  given, 
BO  that  the  draft  of  water  bears  a  fixed  proportion  to  the  breadth. 
But,  when  the  draft  of  water  has  a  fixed  absolute  value,  the  theory 
gives  a  somewhat  different  result ;  for  the  proportion  of  length  to 
breadth  which  produces  the  least  skin-resistance  is  found  to  increase 
as  the  draft  of  water  becomes  shallower. 

Procoeding«  British  AssociatlOD. 
For  thf)  Journal  of  ttic  Franklin  Instftuto. 

On  the  Integral  of  ^:ij=  -   ^*  +  c. 

By  De  Volson  Wood.  Prof,  of  Civ.  Eng.  Univ.  of  Mich. 

In  an  article  on  ^^  Beams  of  Uniform  Strength^''  published  in  Vol. 
xlii,  third  series,  page  110  of  this  Journaly  will  be  found  the  equation 
at  the  head  of  this  article  in  which  C  is  the  constant  of  integration.  I 
raised  the  query  whether  it  could  be  integrated  in  finite  terms.  Upon 
a  recent  examination  of  it,  I  find  that  it  may  be  integrated  by  means 
of  the  higher  transcendentals,  in  the  following  way : 

dz               .              dz 
We  have        dx  =  — ,^=---     -  =    /  R     ===— ,  /i  v 

R 
,  ,      RC 

where  c,"  — - — . 

8 

Let  z^^ — u^  and  the  equation  becomes 

Now  let  ^.«(l-^«)'     ...    w*-Ci^(l-y')* 

du^l{\-j^)hy 
(This  y  is  not  the  depth  of  the  beam  as  used  in  the  problem.) 
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These  eubstituted  in  the  preceding  equation  gives 

As  the  solution  of  this,  in  finite  form,  involves  the  use  of  elliptic 
functions — a  branch  of  mathematics  extensively  studied  by  compara- 
tively few  students— I  shall  only  indicate  the  steps. 

Equation  (3)  is  in  a  convenient  form  to  put  in  ordinary  form  for 
elliptic  functions.  See  Le  Oendre*8  Elliptique  Fonctiovs^  page  9,  6th 
paragraph.  The  roots  of  the  denominator  are  all  imaginary;  hence  it 
comes  under  the  first  case.  This  case  in  the  form  of  Equation  (3)  is 
given  on  page  55  of  Le  Gendre. 

The  form  is 

r if+ff?/')  dy^_  __  ..x 

^=y  v/a«  +  2aby  cos.  0 -{- by       '  '  •  •        u 

The  integral  of  which  is  given  on  page  56,  and  is 
^f_b±g^    -ri       _^^JLT?  (^^ 

Equation  (3)  compared  with  (5)  gives 

f=\        a==3        cos.  d= — Jv/a 
<7=— 1    6»=1      ...       /?=120°, 
which  substituted  in  (5)  gives 

We  also  have  c«sin.  |  (p. 

COS.*^=  ' -, : r-rr-^^ ^       .  .  (7) 

^  2a  sin.^  tf  ^  ^ 

,\     <p—Q  for ^»0 
Equation  (6)  gives  2;  =  0  for  <p=  0    as  it  showed,  since  x  and  y  are 
both  zero  at  the  origin. 

To  construct  the  curve  we  may  assume  y,  and  by  the  relations  given 
above,  find  u  and  z  *,  which  last  value  will  be  the  ordinate.  To  find 
the  corresponding  abscissa,  substitute  the  assumed  value  of  y  in  equa- 
tion (7)  and  find  f ,  and  then  Table  IX,  Vol.  II,  Le  Gendre,  will  give 

Y(c,^)  ^^^  E(c,t)  ^^*ch  in  equation  (G)  will  give  (p. 

It  is  difficult  to  find  c,  the  first  constant  of  integration,  because  its 
Value  is  contained  in  a  transcendental  function. 

This  solution  induces  me  to  make  a  remark  upon  the  integration  of 
expressions. 

We  know  that  the  cases  which  will  admit  of  integration  in  finite 
form  are  comparatively  few.  Any  known  function  may  be  differenti- 
ated (or  disintegrated),  and  the  result  is  typical  of  the  infinitessimal- 
elements  which  result  from  the  function* 

«» 
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But  it  is  not  generally  possible  to  pass  from  the  differential  to  the 
integral,  because  we  do  not  know  the  form  of  the  function  which 
will  give  the  form  of  the  given  differential.  It  is  generally  necessa- 
ry to  have  the  function  (and  this  is  known  first)  and  the  typical  infi- 
nitessimal-element  before  we  can  deduce  rules  for  passing  from  the 
latter  to  the  former.  Thus  we  know  how  to  integrate  sin.  xdx^  be- 
cause we  know  the  form  of  the  function  from  which  it  is  derived,  viz : 
—  cos.  x\  but  we  cannot  integrate  log.  zdx  (in  finite  form),  because 
we  do  not  know  the  form  of  the  function  from  which  it  is  derived. 
To  integrate  it  we  must  have  some  transcendental  function  of  higher 
order,  which,  in  the  course  of  time,  may  possibly  become  known. 

But  all  transcendental  functions  do  not  require  transccndentals  of 
a  higher  order.  Thus  the  integral  of  the  trigonometrical  functions, 
sin.  X  dx^  tan.  x  dx^  sec.  x  dx^  &c.,  are  expressed  in  other  trigonome- 
trical functions.  Still  it  is  more  generally  the  case  that  integration 
raises  a  function  to  a  higher  transcendental,  and  the  integral  of  this 
higher  one  demands  still  higher. 

/»     dx  ,    \  ^    I 

Thus       /  V, 'J  =  sin.      x\  but  sin.      x dx  is  not  integrable. 

/-  . '  — =log.   sin.  X.  but  log.   sin.  x  dx  is  not  integrable, 
sm.  X  ^  e  ^  e  ° 

X  dx  is  not  integrable. 

It  is  sometimes  the  case  that  algebraic  expressions  may  be  trans- 
formed so  that  their  integral  can  be  expressed  in  known  transceden- 
tals.  Such  is  the  case  with  the  expression  which  forms  the  subject  of 
this  article.  All  differential  expressions  may  be  regarded  as  being  de- 
rived from  some  function. 

Hence,  from  this  brief  view  of  the  subject,  we  infer,  that  if  "we 
knew  all  possible  forms  of  transccndentals,  we  might  integrate  all 
differential  expressions. 


On  a  Mercurial  Air  Pump,     By  Mr.  J  Swan. 

From  the  London  Atbciiicam,  i^opt.,  ISGIt. 

In  general  arrangement  and  appearance  this  instrument  resembles 
a  barometer,  with  very  large  lower  reservoir,  having  an  inlet  and  out- 
let pipe  at  the  top  of  this,  each  provided  with  a  stop-cock ;  and  with 
the  upper  part  of  the  barometer  tube  very  greatly  enlarged — in  fact, 
a  reservoir  at  the  top,  and  a  reservoir  at  the  bottom.  The  upper  reser- 
voir, termed  a  vacuum-chamber,  is  surmounted  by  a  ball-valve  opening 
outward,  and  has  also  a  tube  with  a  stop-cock  communicating  with  the 
vessel  to  be  exhausted.  The  vacuum-chamber,  tube,  and  a  portion  of 
the  lower  reservoir  are,  in  the  normal  condition  of  the  apparatus,  to 
to  be  occupied  by  mercury.     The  remaining  space  within  the  lower 
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reservoir  is  to  be  filled  with  water,  which  may  be  separated  from  the 
mercury  by  a  caoutchouc  bag,  tied  on  the  lower  end  of  the  tube  con- 
taining the  mercurial  column.  The  inlet  pipe  entering  the  lower  reser- 
voir is  to  be  connected  with  town  water-pipes  or  a  force  punip«  The 
working  of  the  pump  is  effected  by  opening  the  outlet-pipe  so  as  to 
permit  the  mercury  to  vacate  the  vacuum- chamber,  and  descend  to 
the  barometric  level,  displacing  the  water  from  the  lower  reservoir. 
Then  the  vacuum  forme<l  having  been  taken  advantage  of  by  opening 
the  communication  between  the  vacuum-chamber  and  tho  vessel  to  be 
exhausted,  the  original  condition  of  things  is  restored  by  closing  the 
outlet-pipe  of  the  lower  reservoir,  and  opening  the  inlet,  so  as  to  supply 
water  at  a  high  pressure,  which  will  force  the  mercury  to  re-occupy 
the  vacuum-chamber,  the  valve  at  the  top  allowing  the  exit  of  its  more 
or  less  attenuated  gaseous  contents.  This  process,  being  frequently 
repeated,  will,  no  doubt,  give  a  very  perfect  vacuum,  as  there  is  no 
obstruction,  of  the  nature  of  a  valve,  between  the  vacuum-chamber  and 
the  vessel  to  be  exhausted.  This  air  pump  was  said  to  be  specially 
adapted  for  the  exhaustion  of  small  vessels.  It  was  proposed  that  the 
instrument  should  be  made  entirely  of  wrought  iron  ;  among  its  advan- 
tages were  small  cost  and  simplicity,  its  efficiency  not  depending  upon 
fine  worknamship. 

ProcMdiDgf  British  AMociaUon. 


Locomotive  Construction, 

From  the  Loiia.  Mecluinica'  Ma^ixitie,  St>pt.,  1863. 

Notwithstanding  the  dictum  contained  in  Clark's  "  Railway  Ma- 
chinery," we  cannot  regard  the  link  motion  as  otherwise  than  im- 
perfect. Its  comparative  excellence  we  admit ;  but  with  the  growing 
tendency  for  higher  pressures  and  early  cut-off,  its  defects  become  day 
by  day  more  prominent.  In  order  to  maintain  anything  like  a  full 
jiressure  on  a  piston,  moving  at  800  or  1000  feet  per  minute — a  speed 
frequently  reached  in  express  engines — it  is  essential  that  all  passages 
leading  to  the  cylinder  should  not  only  be  short,  direct,  and  of  large 
area,  but  that  they  should  be  opened  and  closed  with  a  velocity  pro- 
portionate to  the  speed  of  the  piston.  Locomotives  are  seldom  worked 
in  the  central  notches,  except  when  running  fast.  The  travel  of  the 
valve  is  then  shortened,  and  the  ports  are  not  only  reduced  in  area, 
but  opened  and  closed  with  a  tardiness,  which  greatly  militates  against 
the  advantage  to  be  derived  from  an  early  cut-off,  diagrams  taken  at 
high  speed  showing  a  very  remarkable  loss  of  pressure  as  the  piston 
pursues  its  course  through  the  cylinder.  Steam  is  estimated  to  flow 
into  a  vacuum  with  a  velocity  equal  to  that  due  to  a  body  of  the  same 
density,  falling  through  a  space  equal  to  the  height  of  a  column  of 
steam  of  the  given  pressure.  By  this  rule,  steam  of  120  lbs.  pressure 
would  flow  into  a  vacuum  at  about  2079  feet  per  second  ;  but  the  dif- 
ference between  the  velocities  of  any  two  pressures,  is  the  velocity  with 
which  steam  would  flow  into  steam  of  a  lower  pressure.  At  the  com- 
mencement of  a  stroke,  or  rather  at  the  moment  when  the  valve  first 
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opens,  the  pressure  within  the  cylinder  is  comparativelj  tricing,  steam 
tiien  enters  with  great  velocity ;  once,  however,  the  difference  in  the 
densities  of  the  steam  in  the  boiler  and  that  in  cylinders  ceases  to  be 
well  defined,  steam  passes  very  sluggishly  from  the  former  to  the  lat- 
ter, and  is  little  able  to  overcome  the  resistance  offered  by  long  carved 
passages  and  the  contracted  areas  of  the  steam  ports.  It  is  very  un- 
usual, in  consequence,  to  maintain  more  than  70  lbs.  in  the  cylinder 
at  high  speed,  indicator  diagrams  falling  at  once  on  the  commence- 
raent  of  the  stroke,  long  before  the  steam  is  re«ally  cut  off.  The  anali- 
zation  of  such  diagrams  is  not  easy,  as  it  is  impossible  to  tell,  without 
petting  out  and  measuring  the  valve  gear,  when  the  valve  really  closed. 
Theoretically,  the  ports  should  be  extremely  short,  straight  passages, 
opening  directly  from  the  valve-seat  into  the  cylinder.  The  great  size 
of  the  valve  required  to  suit  such  an  arrangement  has  hitherto  pre- 
cluded its  adoption,  Mr.  Clark  gives  us  good  reason  to  believe  that 
as  much  as  25-horse  power  is  frequently  expended  in  working  valves  as 
it  is — a  positive  waste  of  power  which  it  would  be  very  injudicious  to 
add  to.  If,  however,  the  valves  are  properly  balanced,  there  is  no- 
thing to  prevent  the  employment  of  any  size  deemed  most  desirable  ; 
and  if  we  are  to  adhere  to  the  link  and  eccentrics,  the  sooner  we  have 
a  large  valve  with  a  long  throw,  and  great  lap,  the  better.  We  illus- 
trate this  week  a  form  of  balance-valve,  which,  although  recently 
patented  here,  has  been  worked  for  some  time  in  America  with  con- 
siderable success.  Plainmaison's  slide-valves  have  been  adopted  on 
the  Chemin  de  Fer  duNord  since  the  year  1861  with  excellent  results 
both  in  the  Crampton  express  and  Engerth  goods  engines.  Railway 
companies  don't  like  change,  however ;  and  the  general  introduction  of 
the  balance-valve  is,  here  at  least,  apparently  as  far  off  as  ever. 

Quitting  the  subject  of  valves,  and  resuming  the  consideration  of 
the  means  by  which  they  are  put  in  motion,  we  find  existing  arrange- 
ments, lauded  for  simplicity  which  they  do  not  really  possess.  The 
link  motion,  consisting  as  it  does  of  two  eccentrics  with  their  rods, 
straps,  pins,  &c. ;  a  link  often  built  up  of  many  pieces  ;  and  a  rocking- 
shaft  with  balance  weights  or  springs  ;  is  really  the  most  complex  part 
of  the  engine.  Its  expense  is  very  considerable  at  first ;  and  from  the 
rapid  wear  to  which  it  is  exposed,  and  the  nice  adjustment  which  it 
must  preserve,  its  maintenance  forms  a  large  item  in  the  working  ex- 
penses of  the  locomotive.  We  are  well  aware  that  this  must  be  a  dis- 
tinguishing characteristic  of  any  valve  gear  whatever  ;  but  we  believe 
that  other  arrangements  not  a  whit  more  complicated,  will  give  better 
results.  The  mere  fact  of  such  a  piece  of  machinery,  delicate  and  finely 
wrought,  answering  its  purpose  so  well,  should  rather  encourage  us  in 
searching  for  a  substitute  which,  not  more  simple,  perhaps,  would  regu- 
late the  admission  of  steam  to  and  its  exit  from  the  cylinders  after  a 
fashion  approaching  more  nearly  to  theoretical  excellence.  Complexity 
is  in  itself  no  evidence  of  erroneous  design.  It  only  becomes  repre- 
hensible when  it  is  introduced  unnecessarily.  In  the  construction  ot 
machinery,  the  end  usually  sanctifies  the  means;  and  there  is  no  reason 
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that  a  valve  gear  may  not  be  very  excellent,  and  very  complex  as  well. 
In  America,  the  use  of  the  separate  cut-off  was  long  adhered  to,  and 
is  even  still  held  in  high  favor  by  many  builders.  At  least  one  locomo- 
tive in  the  great  Exhibition  last  year  was  so  fitted,  and  it  i^eems  likely 
enough  that  its  general  adoption  is  not  far  distant.  The  variation  in 
the  lead,  when  ihe  reversing  lever  is  in  different  notches,  is  not  the 
least  objection  to  the  link  motion.  The  setting  of  valves  is  in  conse- 
quence a  positive  science,  and  one  understood  or  at  least  practised,  only 
recently,  A  few  years  ago  it  was  quite  exceptional  to  meet  with  a  loco- 
DQOtive  which  "beat"  equally.  Even  yet  there  is  great  loom  for 
improvement  on  most  of  our  groat  railway  lines. 

The  question  of  balance  weights,  at  one  time  considered  definitively 
settled,  seems  likely  to  be  reopened.  It  is  extremely  doubtful  that 
it  is  good  practice  to  perfectly  balance  the  reciprocating  parts  of  a 
locomotive.  One  locomotive  superintendent  has  removed  three-eighths 
of  the  accurate  counterpoise  from  his  engines,  with  manifest  advan- 
tage. The  solution  of  the  problem  lies,  we  fancy,  in  the  fact  that  the 
pressure  on  the  piston  does  not  accurately  represent  that  on  the  crank- 
pin,  when  the  engine  is  in  motion,  because  it  is  modified  more  or  less 
by  the  momentum  of  the  piston-rod,  and  connecting-rod — to  such  an 
extent,  indeed,  in  some  cases,  that  the  strain  on  the  crank-pin  is  much 
greater  near  the  termination  of  a  stroke  than  at  its  connnoncement, 
although  the  steam  is  early  cut  off.  As  the  equalization  of  the  impel- 
ling force  on  the  crank-pin  is  extremely  desirable,  tending  as  it  does 
to  the  steadiness  of  the  entire  machine,  it  is  not  improbable  that  a 
heavy  cross-head,  piston,  and  piston-rod  may  be  better  for  high-speed 
locomotives  cutting  off  very  early,  than  those  of  a  lighter  construction. 
There  can  be  no  doubt,  however,  that  the  wheels  must  be  accurately 
balanced,  and  this  rule  is  seldom  or  never  disputed.  In  conducting 
experiments  on  the  subject,  care  must  be  taken  to  distinguish  between 
the  conditions  under  which  an  engine  is  tried  in  the  shed,  and  those 
under  which  it  performs  its  work  on  the  road. 

There  is  little  tendency  to  alter  the  practice  which  deems  a  single 
pair  of  drivers  sufficient  for  express  engines.  Locomotives  intended 
for  high  speeds  seldom  or  never  are  burdened  with  heavy  trains,  ami 
with  rails  in  good  order  they  manage  to  proceed  well  enou«;h.  but,  un- 
fortunately, not  without  doing  great  mischief  to  the  permanent  way, 
in  consequence  of  the  excessive  loads  placed  on  the  drivers  to  secure 
adhesion.  Still  there  seems  to  be  much  weight  in  the  arguments  which 
are  urged  against  coupling  wheels  over  7  feet  in  diameter,  wliich  make 
270  revolutions  betimes  in  the  minute.  The  momentum  of  an  8-foot 
side-rod  at  such  a  pace  would  be  something  tremendous,  and  its  frac- 
ture would  lead  to  fearful  results.  For  ordinary  passenger  trains  there 
is  no  excuse  for  limiting  the  number  of  drivers  to  two  ,  and  coupled 
engines  are  rapidly  getting  into  favor  for  this  kind  of  work.  For 
lesthetical  as  well  as  mechanical  reasons,  the  second  pair  of  driving- 
wheels  should  be  placed  behind  the  fire-box,  not  forward.  If  inside 
cylinders  are  adopted,  the  latter  position  throws  all  the  work  out  of 
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tlie  horizontal  line,  nnd  entails  mtmy  difficulties  with  the  smoke-box 
and  framing.  A  few  large  engines  of  this  ciass  are  doing  good  service 
on  the  North- Western,  between  Birmingham  and  Stafford.  The  driv- 
ing-wheels are,  we  believe,  6  feet  in  diameter,  and  hence  thccylindera 
ih)  not  come  inconveniently  near  the  ground. 

Stoel  tyres  make  their  way  rapi<lly  into  favor  with  locomotive  su- 
perintendents, while  the  civil  engineer  regards  them  with  unmitigated 
di.sgust,  from  their  destructive  effort  on  permanent  way.  Six  or  seven 
tons  on  a  single  wheel  was,  however,  more  than  any  iron  tyre,  possess- 
ing toughness  enough  to  be  safe,  could  bear  without  spreading ;  and  to 
the  enipiuyment  of  hard  irons  which  were  resorted  to  as  a  remedy,  may 
be  attrihuted  many  of  the  accidents  once  so  prevalent  from  the   frac- 
ture of  tyres.    Railway  companies  have  found  it  much  to  their  advan- 
tage to  purchase  rails  honestly  made  of  good  iron  properly  worked, 
instead  of  cheaper  brands  which  proved  utterly  worthless.   Steel  tyres 
aie  not  very  injurious  to  such  rails;  still,  a  softer  material  is  better 
for  adhesion,  cheaper  to  work,  and  perhaps  safer,  in   some  respects,* 
tlian  stoel.     If  a  tyre  could  be  made,  one  with  the  wheel-rim  proper, 
there  is  no  douht  that  its  durability  would  be  considerably  increased; 
init  only  would  its   resistance  to  spreading  be  greater,  but  the  shock'} 
and  vibrations  to  whieh  it  is  exposed  would  be  transmitted  to  the  en- 
tire ma'^s  of  the  wheel,  instead  of  being  more  or  less  retained  in  the 
tyre.      Under  the  present  system,  the  tyre  is  exposed  to  a  treatment 
nearly  similar  to   that  which  it  received  in  the  rolling  mill  which  gave 
it  existence,  the  interior  being  nearly  as  much  injured  by  the  wheel- 
rim,  as  the  exterior  is  by  the  rail.     Mr.  G.  S.  Griggs,  of  the  Boston 
nnd  Providence  Railroad,  U.  S  ,  many  years  ago,  set  all  his  tyres  on 
wood  to  avoid  this  action.  The  rims  of  the  wheels  are  made  with  dove- 
tailed recesses  all  round,  running  in  the  direction  of  the  axle.     Into 
tliese  recesses    hard  wood-blocks,  thoroughly  dried,  are  firmly  fixed, 
witii  tlie  grain  running  in  the  direction  of  the  groove.     The  tyres  are 
then  shrunk  on,  resting  AvhoUy  on  the  wood,  which  stands,  say,  an 
eighth  of  an  inch  or  less  above  the  surface  of  the  wheel-rim.     Mr.  B. 
Adams  has  brought  out  a  far  more  elegant  arrangement  here.      He 
introduces  a  continuous  hoop  spring,  fitting  within  an  internal  groove 
in  the  tyre,  between  it  and  the  wheel.  Two  of  these  hoops  are,  we  be- 
lieve, employed  at  present,  each  about  one-third  of  an  inch  thick  an<l 
^1  inches  wide.     The  wheel-rim  is  turned  slightly  convex,  and  rests 
(Ml  the   hoops,  which  of  course  surround  it.     Experiments   conducted 
vi\  the  St.  Helen's  Railway,  Lancashire,  show  that  Staffordshire  tyres, 
fitted  to  wheels  on  this  system,  have  given  first-rate  results  when  put 
in  competition  with   Krupp's  steel,  Swedish,   and  Hood  and  Cooper's 
best  iron,  fitted  in  the  common  way.     Krupp's  tyres  have  run  40,873 
miles.  Hood  and  Cooper's  20,798,  Swedish  34,006,  without  requiring 
turning  up,  as  an  average  mileage  ;  while  Staffordshire  tyres,  fitted  on 
springs,  have  run  55,138  miles,  remaining  in  excellent  condition.  The 
engines  had  all  4  feet  6  inch  wheels,   except  the  last,  which  had  4  feet, 
and  their  weights  varied  from  19  tons  15  cwt.,  on  Krupp's,  to  26  tons 
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6  cwt.  on  Hood  and  Cooper's,  23  tons  14  cwt.  on  Swedish,  and  21  tons 
on  Mr.  Adams*  tyres.  The  savin;^  to  the  rails  must  be  considoruble, 
for  tyres  can  only  be  worn  out  at  the  expense  of  the  rails.  T^us  same 
question  of  tyres  nearly  concerns  the  pro^perity  of  railway  companies. 
The  maintenance  of  the  permanent  way  is  one  of  the  heaviest  items  of 
expenditure  which  they  have  to  encounter  ;  and  as  the  destroying  ele- 
ment is  found  in  the  wheels  of  the  locomotive,  every  improvement  of 
"which  they  are  susceptible  should  be  applied  to  them,  without  n'<;c^nl 
to  the  primary  outlay,  which  is  certain  to  repay  itself  a  hundredfold. 


Report  hy  the  Committee  appointed  to  Investigate  some  Improvements 

in  Gun  Cotton, 

From  the  liOiid  m  Athrna^um,  S«pt^  1S63. 

The  President  said,  the  first  business  this  morning  was  to  receive  an 
exceedingly  important "  Report  by  the  Committee  appointed  to  inventi- 
gate  some  Improvements  in  Gun  Cotton.'*  It  was  a  committee  formed 
partly  of  members  of  the  Mechanical  Section  and  partly  of  members 
of  the  Chemical  Section.  The  chemical  part  would  chiefly  occupy  their 
attention. 

Dr.  Gladstone  read  the  Chemical  portion  of  the  Report. — Since  the 
invention  of  gun  cotton  by  Prof.  Schoubein,  the  thoughts  of  many 
have  been  directed  to  its  application  to  warlike  purposes.  Many  trials 
and  experiments  have  been  made,  especially  by  the  French ;  but  such 
serious  difficulties  presented  themselves  that  the  idea  seemed  abandon- 
ed in  every  country  but  one,  Austria.  From  time  to  time  accounts 
reached  England  of  its  partial  adoption  in  the  Austrian  service,  though 
no  explanation  was  aiforded  of  the  mode  in  which  the  difficulties  had 
been  overcome,  or  the  extent  to  which  the  attempts  had  been  successful. 
The  committee,  however,  have  been  put  in  possession  of  the  fullest 
information  from  two  sources — Prof.  Abel,  chemist  to  the  War  Depart- 
ment, and  Baron  W.  von  Lenk,  Major-General  in  the  Austrian  Artil- 
lery, the  inventors  of  the  system.  Prof.  Abel,  by  permission  of  the 
authorities,  communicated  to  the  Committee  the  information  given  by 
the  Austrian  Government  to  our  Government,  and  also  the  results  of 
his  own  elaborate  experiments.  General  von  Lenk,  on  the  invitation 
of  the  Committee,  by  permission  of  the  Austrian  Government,  paid  a 
yisit  to  this  country,  to  give  every  information  in  his  power  on  the  sub- 
ject, and  brought  over  drawings  and  samples  from  the  Imperial  fac- 
tory. The  following  is  a  summary  of  the  most  important  points: — An 
to  the  chemical  nature  of  the  material,  von  Lenk's  gun  cotton  differs! 
from  tha  gun  cotton  generally  made,  in  its  complete  conversion  into  a 
uniform  chemical  compound.  It  is  well  known  to  chemists  that,  when 
cotton  is  treated  with  mixtures  of  strong  nitric  and  sulphuric  acids, 
compounds  may  be  obtained  varying  considerably  in  composition, 
though  they  all  contain  elements  of  the  nitric  acid  and  are  all  explosive. 
The  most  complete  combination  (or  product  of  substitution)  i»  that  de- 
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scribed  by  M.  Hadon  as  C36  H21  (9  NO  4)  Oao,  which  is  identical 
with  that  termed  by  the  Austrian  chemists  Trinitrocellulose,  Cjj  H^ 
(8  NO4)  Oio.  This  is  of  no  use  whatever  for  the  making  of  collodiou  ; 
but  it  is  von  Lenk's  gun  cotton,  and  he  secures  its  production  by  sev- 
eral precautious,  of  which  the  most  important  are  the  cleansing  and 
perfect  desiccation  of  the  cotton  as  a  preliminary  to  its  immersion  in  the 
acids — the  employment  of  the  strongest  acids  attainable  in  commerce 
— the  steeping  of  the  cotton  in  a  fresh  strong  mixture  of  the  acids  after 
its  first  immersion  and  consequent  imperfect  conversion  into  gun  cotton, 
—the   continuance  of  this  steeping    for  forty-eight   hours.     Equally 
necessary  is  the  thorough  purification  of  the  gun  cotton  so  produced 
from  every  trace  of  free  acid.  This  is  secured  exclusively  by  its  being 
washed  in  a  stream  of  water  for  several  weeks.   These  prolonged  pro- 
cesses are  absolutely  necessary.     It  seems  mainly  from  the  want  of 
these  precautions  that  the  French  were  not  successful.  From  the  evi- 
dence before  the  Committee  it  appears  that  this  nitrocompound,  when 
thoroughly  free  from  acid,  is  not  liable  to  some  of  the  objections  which 
have  been  urged  against  that  compound  usually  experimented  upon  as 
gun  cotton.  It  seems  to  have  a  marked  advantage  in  stability  overall 
other  forms  of  gun  cotton  that  have  been  proposed.    It  has  been  kept 
unaltered  for  fifteen  years;  it  does  not  become  ignited  till  raised  to  a 
temperature  of  13G°  C.  (277°  Fahr.);  it  is  but  slightly  hygroscopic, 
and  when  exploded  in  a  confined  space,  is  almost  entirely  free  from 
ash.  There  is  one  part  of  the  process  not  yet  alluded  to,  and  the  value 
of  which  is  more  open  to  doubt — the  treatment  of  the  gun  cotton  witK 
a  solution  of  silicate  of  potash    commonly  called  water  glass.     Prof, 
Abel  and  the  Austrian  chemists  think  lightly  of  it ;  but  von  Lenk  con- 
siders that  the  amount  of  silica  set  free  on  the  cotton  by  the  carbonic 
acid  of  the  atmosphere  is  really  of  service  in  retarding  the  combustion. 
He  adds,  that  some  of  the  gun  cotton  made  at  the  Imperial  factory 
has  not  been  silicated  at  all,  and  some  imperfectly ;  but  when  the  pro- 
cess has  been  thoroughly  performed,  he  finds  that  the  gun  cotton  has 
increased  permanently  about  3  per  cent,  in  weight.     Much  apprehen- 
sion has  been  felt  about  the  effect  of  the  gases  produced  by  the  ex- 
plosion of  gun  cotton  upon  those  exposed  to  its  action.     It  has  been 
stated  that  both  nitrous  fumes  and  prussic  acid  are  among  these  gase!<, 
and  that  the  one  would  corrode  the  gun  and  the  other  poison  the  artil- 
leryman. Now,  though  it  is  true  that  from  some  kinds  of  gun  cotton, 
or  by  some  methods  of  decomposition,  one  or  both  of  these  gases  may 
be  produced,  the  results  of  the  explosion  of  the  Austrian  gun  cotton 
without  access  of  air  are  found  by  Karolys  to  contain  neither  of  them, 
but  to  consist  of  nitrogen,  carbonic  acid,  carbonic  oxide,  water,  and  » 
little  hydrogen  and  light  carburettcd  hydrogen.  These  are  compara- 
tively innocuous ;  and  it  is  distinctly  in  evidence  that,  practically,  the 
gun  is  lees  injured  by  repeated  charges  of  gun  cotton  than  of  gun- 
powder, and  that  the  men  in  casemates  suffer  less  from  its  fumes.     It 
teems  a  disadvantage  of  this  material   as  compared  with  gunpowder 
that  it  explodes  at  a  temperature  of  277°  Fahr.;  but  against  the 
greater  liability  to  accidents  from  this  course  may  be  set  the  almost 
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impossibilUj  of  explosion  during  the  process  of  maimfactiirey  since  the 
gon  cotton  is  always  immersed  in  liquid,  except  in  the  final  drying.* 
Again,  if  it  should  be  considered  advisable  at  any  time,  it  may  be 
stored  in  water,  and  only  dried  in  small  quantities  as  required  for  use* 
The  fact  that  gun  cotton  is  not  injured  by  damp  like  gunpowder  is, 
indeed,  one  of  its  recommendations,  while  a  still  more  important  chemi- 
cal advantage  which  it  possesses  arises  from  its  being  perfectly  re- 
solved into  gases  on  explosion  ;  so  that  there  is  no  smoke  to  obscure 
the  sight  of  the  soldier  who  is  firing  or  to  point  out  his  position  to  the 
enemy,  and  no  residuum  left  in  the  gun,  to  be  got  rid  of  before  another 
charge  can  be  introduced. 

•  In  ten  yeani'  experience  it  is  proTfd  that  tbis  temperature  is  ralBciently  high  to  Insure  safety  of 
BuukipiilatiuD ;  277^  Fahr.  Is  an  artificial  temperature,  and  artilleial  tenperatiires  acddentally  produced 
are  generally  high  enough  to  ignite  guupowder.  The  greater  liability  to  accident  frum  this  cause  can, 
tlM*refore,  scarcely  be  admitted. 


Gun  Cotton  as  an  Explosive  AgenL 

From  the  London  PrartictU  Mechanic's  Journal,  October,  1863. 

A  Joint  Committee  of  the  British  Association,  emanating  from  two 
Sections,  the  Chemical  and  the  Mechanical,  was  formed  at  the  Cam- 
bridge Meeting,  for  the  purpose  of  inquiring  into  the  state  of  know- 
ledge of  gun  cotton  as  an  explosive  agent.  Wisely  so;  for  while  we 
in  England  have  laid  to  for  years,  since  the  accident  at  the  Dartfortl 
Powder  Mills,  early  in  the  history  of  the  discovery,  continental  nations 
have  been  steadily  pursuing  the  subject,  and  with  a  very  remarkable 
success;  the  Austrian  Government  having  at  this  moment  no  less  than 
thirty-Bix  batteries  of  field  artillery  completely  equipped  for  gun  cotton 
ammunition. 

Great  interest  was  therefore  excited  at  Newcastle  at  the  late  meet- 
ing of  the  British  Association,  by  the  presentation  of  the  report  of  the 
above  committee,  which  was  read  in  both  sections,  but  we  cannot  say  dis- 
cussed. The  report  on  Baron  Lenk*s  gun  cotton  made  to  the  Austrian 
Government  is  a  highly  important  document,  and  having  through  the 
kindness  of  Dr.  Schneider  procured  a  copy,  we  present  it  in  eztenso 
to  our  readers  in  English. 

The  report  of  the  chemical  side  of  the  committee  was  also  important, 
and  a  very  long  statement  of  experimental  trials  and  technical  details 
as  to  the  best  methods  of  manufacture  on  the  Arsenal  scale,  and  on  the 
properties  of  gun  cotton  as  a  practical  form  of  ammunition,  the  modes 
of  preserving,  &c.,  &c.,  read  by  Dr.  Abel,  the  chemist  to  the  War  De- 
partment, were  also  highly  important  productions,  which  will  appear 
in  the  forthcoming  volume  of  reports  of  the  Association.  We  cannot 
say  quite  as  much  for  the  mechanical  side  of  the  joint  committee,  read 
by  Mr.  John  Scott  Russell,  for  although  comprising  some  interesting 
and  curious  discussion,  it  appeared  to  us  to  have  been  framed  in  a  good 
deal  of  ignorance  of  what  had  been  ascertained  experimentally,  and 
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printed  several  years  since  by  French  officers  and  philosophers,  and 
niore  especially  by  General  Piobert  and  Colonel  Mallet  of  the  French 
Artillery  on  the  subject  of  the  Dynamic  conditions  of  gun  cotton  ex- 
plosion. 

Baron  Lenk  has  added  in  several  respects  to  our  prior  knowledge, 
in  the  specialities  of  preparation  of  gun  cotton,  but  his  most  decisive 
advance  has  been,  his  placing  in  a  very  clear  light,  if  not  bis  disco- 
vering the  highly  important  fact,  that  the  rapidity  of  the  explosion 
of  gun  cotton,  and  with  that,  its  pouvoir  briftdnte^  may  bo  modified  to 
any  extent  by  the  amount  of  compression  and  the  form  of  texture  (so 
to  say)  given  to  it  in  the  cartridge. 

We  shall  return  to  the  subject,  and  meanwhile  may  refer  our  read- 
ers for  a  resume  of  Colonel  Mallet's  and  General  Piobert's  investiga- 
tions, and  in  general  for  a  pretty  clear  view^  of  the  ballistics  of  the  sub- 
ject, to  chapter  29,  p.  127,  et  seq,  of  Mr.  R.  Mallet's  work  on  Artillery. 

Report  on  Bakon  Lenk's  Gun  Cotton,  by  Professors  Dr.  Rkd- 

TExNBACHER,  Dr.  ScIIROTTER,  AND  Dr.  SCHNEIDER. 

To  His  Excellency  Field-Marshal  Johann  Freiherr  Kempen  von  Fich- 

tenstamm.  President  of  the  Royal  Imperial  Commission  on  Gun 

Cotton,  June,  i8<>3. 

In  accordance  with  your  Excellency's  wish,  the  undersigned  submit 
the  following  opinions  relative  to  the  objections  urged  against  the 
adoption  of  gun  cotton  for  our  purposes. 

Introduction. — It  is  not  possible  within  the  limits  of  the  present 
report  to  discuss  all  the  various  products  which,  since  the  discovery 
by  Schonbein,  in  1846,  of  a  method  of  chemical  treatment  whereby 
cotton  might  be  rendered  explosive,  have  been  brought  forward, 
examined,  and  applied  under  the  various  names  of  "Gun  Cotton," 
**Pyroxlyn,"  "Fulrai-coton,"  "Nitro  cellulose,"  &c., — or  at  any 
rate  to  do  more  than  mention  such  as  have  been  brought  under  our 
notice  in  the  course  of  experiments  performed  by  us  with  Baron  Lenk's 
gun  cotton. 

It  is  true  that  gun  cotton  has  frequently  and  by  various  persons 
been  manufactured  by  modifications  of  one  of  the  two  following  pro- 
cesses, viz : — 

(1)  By  acting  on  cotton  with  mixtures  of  nitric  and  sulphuric  acid. 

(2)  By  acting  on  cotton  with  mixtures  of  saltpetre  and  sulphuric 

acid. 
These  two  general  processes  have  been  so  much  varied  in  detail  by 
different  experiments,  that  the  resulting  specimens  of  gun  cotton  must 
necessarily  have  been  most  diverse  in  quality.     The  variations  of  de- 
tail may  be  classified  as  follows,  viz : — 

(1)  Variations  as  to  strength  of  acids. 

(2)  Variations  as  to  the  conditions  of  mingling  the  acids. 

(3)  Variations  as  to  duration  of  chemical  action. 

(4)  Variations  as  to  temperature. 

(5)  Variations  as  to  the  removal  of  free  acid  from  the  resulting  gun 

cotton. 
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These  variable  conditions  being  taken  into  consideration,  it  is  no 
longer  a  matter  of  surprise  that  even  the  chemical  composition  of  gun 
cotton  has  been  differently  stated  by  different  authorities.  Accord* 
ingly  whilst  one  set  of  chemists,  in  explaining  the  rationale  of  action 
thereby  ordinary  cotton  is  changed  into  gun  cotton,  refer  the  change 
to  a  substitution  of  one  equivalent  of  hyponitric  acid  for  three  equi- 
valents of  hydrogen  in  the  original  cotton;  another  set  affirm  that 
four  equivalents  represent  the  hydrogen  exchanged ;  and  yet  other 
chemists,  five  equivalents.  In  addition  to  these  three  definite  com- 
pounds, various  analyses  have  testified  to  an  infinity  of  secondary 
bodies,  the  result  of  mechanical  mixtures. 

Unforeseen  explosions  of  gun  cotton  occurring  without  any  known 
cause,  and  assumed  to  have  been  the  result  either  of  spontaneous  com- 
bustion, or  of  some  unimportant  elevation  of  temperature,  as  up  to  50° 
or  60^  C,  have  frequently  been  chronicled  in  the  short  history  of  this 
substance;  whilst  on  the  other  hand,  reliable  authorities  have  fixed 
the  exploiling  temperature  between  130°  and  100°  C, — another 
proof  as  to  the  variety  of  materials  operated  upon  on  a  small  scale; 
The  chief  experiments  relative  to  gun  cotton  have  been  made  by  chem- 
ists upon  small  portions,  one  pound  being  looked  upon  as  a  consider- 
able quantity.  Results  based  on  such  data  may  be  considered  on  a 
par  with  general  conclusions  as  to  the  properties  of  gunpowder  founded 
upon  experiments  with  a  mixture  by  hand  of  charcoal,  sulphur,  and 
nitre,  in  quantities  yielding  a  pound  weight  aggregate. 

Cheniieal  changes  involved  in  the  manufacture  cf  gun  cotton, — §  2. 
The  fact  should  be  borne  in  mind,  that  the  changes  which  cotton  un- 
dergoes in  its  treatment  with  nitric  and  sulphuric  acids  conjointly,  are 
not  alone  peculiar  to  cotton  and  other  vegetable  fibre,  but  that  a  great 
itumber  of  organic  bodies  are  amenable  to  a  corresponding  change  if 
they  be  similarly  treated.  The  exact  grade  of  mutation  which  any  par- 
ticular organic  substance  may  undergo  when  treated  as  ahove  will  dif- 
fer, however,  according  to  circumstances.  Even  if,  as  a  rule,  we  assume 
that  for  every  equivalent  of  water  displaced,  an  equivalent  of  nitric 
ttcid  is  appropriated — or,  what  amounts  to  the  same  thing,  if  the  as- 
eamption  be  that  every  single  equivalent  of  hyponitric  acid  exchanges 
with  a  corresponding  equivalent  of  hydrogen — still  variations  of  re- 
sult may  be  accounted  for  by  reference  to  the  modifj^ing  conditionn 
already  indicated.  However,  the  general  deductions  may  be  arrivcMl 
at,  that  the  amount  of  hyponitric  acid  appropriated  is  directly  as  the 
amount  of  hydrogen  lost. 

Possibly,  the  results  obtained  by  chemists  on  the  small  scale,  using 
amall  amounts  of  cotton  and  relatively  large  amounts  of  acid,  may 
not  be  identical  in  composition  with  corresponding  results  of  large 
scale  operations ;  time  in  both  cases  being  constant.  It  may  also 
be  fairly  assumed  that  certain  portions  of  the  original  cotton  may 
escape  nitrification,  wholly  or  partially.  These  suggestions  tend  to 
ehow  the  little  value  that  can  justly  be  attached  to  past  experience 
with  gun  cotton,  if  cited  in  reference  to  the  specific  gun  cotton  of 
Baron  Lenk. 
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Experiments  by  the  French. — §  8.  An  extenBive  series  of  experi- 
ments with  gun  cotton  must,  however,  not  be  passed  over  ;  the  material 
haying  been  produced  commercially  on  a  large  scale,  and  the  investi- 
gation moreover  conducted  by  military  and  scientific  authorities.  A 
record  of  these  experiments  may  be  seen  in  Berthier's  "  M6moire  de 
rArtillerie/'  Paris,  Bathelier,  1862. 

Immediately  after  the  discovery  of  gun  cotton  in  1846,  the  French 
Minister  appointed  a  commission  of  inquiry  relative  to  it. 

For  a  period  of  six  years  this  commission  prosecuted  its  investiga- 
tions, and  the  results  are  printed  in  the  pamphlet  above  mentioned. 

These  experiments  were  conducted  on  a  large  ecnle ;  five  tons  of 
gun  cotton  being  manufactured.  This  commission  instituted  the  most 
searching  inquiries  relative  to  every  possible  ballistic  and  other  mili- 
tary use  to  which  gun  cotton  could  be  applied.  No  less  than  thirty 
tabulated  digests  resulted  from  the  labors  of  this  French  committee. 

Experiments  so  seemingly  exhaustive  might  reasonably  prompt  the 
assumption  that  no  point  relative  to  gun  cotton  and  its  application 
had  remained  undetermined.  It  might  seem  that  the  subject  of  gun 
cotton  was  definitely  set  a«ide  after  the  decisive  verdict  which  the  fol^ 
lowing  quotation  records: — 

*'  Dans  r6tat  actuel,  il  n'y  a  pas  lieu  de  continuer  les  experiences 
au  point  de  vue  de  leur  emploi  dans  leu  armes  de  guerre." 

Perusal  of  the  report  leaves  no  doubt  either  as  to  the  pertinence  of 
questions  raised,  or  the  intelligence  manifested  in  the  corresponding 
replies. 

The  French  neglected  to  ascertain  the  true  composition  of  the  cot^ 
ton. — One  point,  however,  was  lost  sight  of  by  the  French  commission, 
namely  the  precise  composition  of  the  gun  cotton  operated  upon.  On 
this  point  the  commissioners  are  silent:  hence  the  question,  whether 
one  and  the  same  eheraical  compound  formed  the  subject  of  every  ex- 
periment  in  the  series,  was  never  raised.  The  report  throughout  is 
based  on  the  assumption  that  identical  methods  of  treatment  must 
yield  identical  results;  that  no  analysis  was  required;  that  practice 
in  firing  supplied  the  ultima  ratio  ;  and  lastly,  that  the  results  of  ex- 
plosion were  referable  to  chemical  composition  wholly  and  absolutely. 
The  first  proposition  is  usually,  but  not  invariably  true,  as  every 
chemist  knows. 

Minor  circumstances  frequently  influence  the  result  of  chemical  en- 
ergy, though  primary  conditions  remain  unchanged.  Chemists  some- 
times, heeding  these  primary  conditions  only,  imagine  they  have  con- 
tinued to  do  the  same  thing  and  to  achieve  the  same  result ;  whereas 
different  acts  have  been  performed,  and  different  results  accomplished. 
This  has  happened  in  prosecuting  the  manufacture  of  gun  cotton,  up 
to  the  experiments  of  Baron  Lenk.  What  may  take  place  during  the 
change  of  ordinary  cotton  into  gun  cotton,  under  different  conditions, 
can  be  thus  expressed.  The  cellulose  (matter  of  cotton)  may  yield  up 
auocessive  increments  of  hydrogen,  to  be  replaced  by  hyponitric  acid, 
according  as  the  acid  bath  employed  varies  as  to  relative  bulk,  and  the 
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time  of  action  varies.     One  equivalent  of  bydrogen  is  removable  more 
easily  than  two,  two  than  three,  &c.,  Ac. 

In  this  way,  not  only  may  specimens  of  gnn  cotton  (as  commonly 
prepared)  be  made  np  of  variable  mechanical  mixtures,  of  every  chem«> 
ical  result  possible  under  the  circumstances,  but  the  series  may  bo 
i^ill  further  extended  by  the  interpolation  of  material  upon  which  no 
chemical  action  has  been  exerted.     Hence  may  be  deduced  a  most  im- 

tortant  distinction  between  the  French  gun  cotton  and  that  of  Baron 
lenk. 

Difference  between  the  French  gun  cotton  and  Baron  Lenk*8. — Ac- 
cording to  the  method  pursued  by  the  French  Commission,  the  raw 
cotton  was  immersed  in  the  acid  mixture  for  one  hour. 
Baron  Lenk  leaves  his  cotton  forty-eight  hours  in  the  acid  bath. 
The  French  cotton  was  afterwards  dipped  in  running  water  for  an 
hour  or  an  hour  and  a  half. 
Baron  Lenk's  gun  cotton  lies  four,  six,  or  eight  weeks  in  a  stream. 
The  French  cotton  had  after  washing,  so  much  free  acid  left,  thtit 
wood-ash  ley  (a  solution  of  carbonate  of  potash,  therefore,)  was  neu* 
trait  zed  by  contact  with  it,  and  after  long  use,  became  sour. 

Baron  Lenk's  cotton  is  so  freed  from  acid  by  long  immersion,  that 
a  two  per  cent,  solution  of  potash,  in  which  two  cwt.  of  gun  cotton 
had  been  boiled,  had  lost  none  of  its  alkaline  properties;  that  is  to 
say,  that  the  cotton  was  completely  free  from  acids,  as  experiments 
wholly  accordant  with  those  of  the  Imperial  (Austrian)  Engineers* 
Committee  fully  demonstrated.  The  French  gun  cotton  having  been 
prepared  in  a  manner  so  different,  it  must  necessarily  have  ha<i  a  dif- 
ferent composition  to  that  of  Baron  Lenk's ;  hence  it  is  clear  that  the 
French  experimental  results  cannot,  without  considerable  reserve,  be 
accepted  as  precedents. 

Lenk' 8  cotton  is  Tri-nitro  Cellulose  and  uniformly  composed. — It 
manifested  no  inconsiderable  amount  of  confidence  on  the  part  of  Ba- 
ron Lenk,  when  the  French  experiments  were  known  to  him,  that  he 
did  not  give  up  the  gun  cotton  altogether;  and  he  can  only  have  been 
supported  by  the  conviction  based  on  a  thoroughly  grounded  study  of 
the  entire  process. 

Baron  Lenk  calls  the  Hirtenberg  cotton  (and  with  full  right)  his 
cotton,  as  he  prepares  it  by  one  constant,  definite,  and  unvarying 
process. 

Baron  Lenk  takes  the  strongest  preparation  of  acid,  one  part  nitric 
acid  to  three  parts  sulphuric  acid;  he  impregnates  a  spun  thread  of 
cotton  in  a  boiling  solution  of  potash  thoroughly,  and  leaves  the  acids 
to  act  cold  upon  the  cotton  during  forty-eight  hours. 

These  details  of  manufacture  are  all  important;  and  the  resulting 
cotton  is  also  most  convenient  for  the  subsequent  process  of  freeing 
from  acid,  drying,  and  working  up;  whilst  during  the  time  employed, 
the  three  most  easily  removed  hydrogen  equivalents  of  the  cellulose 
are  completely  replaced  by  hyponitric  acid,  and  during  this  time  the 
action  takes  place  through  the  body  of  the  eotton  uniformly,  so  that 
no  iaolated  portions  are  less  azotized  than  others;  nor  if  properly 
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conducfced,  is  soy  portion  too  highly  asotised ;  in  fact,  it  c»n  be  de- 
monstrated that  the  Austrian  gun  cotton  contains  three  easily-removed 
equivalents  of  hydrogen. 

7.  Analysts. — This  is  demonstrated  by  the  recorded  analysis  of  the 
Austrian  Imperial  Engineers'  Committee,  1861  (yoI.  i.  part  1,  p.  21), 
wherein  it  is  shown  that  Lenk  gun  cotton  is  almost  wholly  composed 
of  tri-nitro  cellulose. 

ANALYSIS  OF  AUSTRIAN  OUN  COTTON. 

Laboratory  of  Engineers*  Committee,  1861. 


In  100  parts, 

Tri-nitro  Cellulose 
calculated. 

No.  4. 

i 

c 

I 

Carbon, 
Hydrogen, 

24-8 
2-8 

261 
8.0 

Unitersity  Laboraiory,  1868. 


No.  8. 
1866. 

No.  6. 
1860. 

No.  14, 
1862. 

Di-nitro 
Cellulose. 

1 

2 

1 

2 

1 

2 

8 

24-4 
2-7 

24-6 
2-8 

24-6 
2-6 

24-2 
2-7 

28-6 
2-6 

23-9 
2-4 

241 
2-4 

28*6 
8-2 

If  this  analysis  diflFers  somewhat  from  the  theoretical  formula  of  the 
tri-nitro  cellulose,  the  circumstance  must  be  remembered  that  cotton 
is  not  pure  cellulose,  but  that  it  consists  of  long-extended  vegetable 
cellules,  in  which  there  is  always  a  little  albuminous  substance  con- 
taining over  50  per  cent,  carbon,  and  7  per  cent,  hydrogen,  the  pre- 
sence of  which  even  in  such  quantities  easily  increases  the  per  cent- 
age  of  carbon  and  hydrogen. 

The  treatment  with  soluble  glass  has  no  influence  on  Baron  Lenk*i 
gun  cotton,  it  being  previously  free  from  acids. 

Gun  Cotton  is  always  put  into  comparison  as  an  explosive  com- 
pound with  gunpowder ;  but  it  must  be  remembered  that  one  of  the 
component  parts  of  gunpowder — charcoal — is  most  irregular  in  quali- 
ty, especially  where  the  primitive  method  of  preparing  it  is  followed. 
Still  in  theoretical  disquisitions  upon  gunpowder,  charcoal  is  taken 
into  account  as  pure  carbon. 

Bunsen  has  so  treated  the  charcoal  in  his  experiments  with  Berne 
powder  and  Austrian  army  powder  at  the  University  Laboratory. 

Borne,  Austrian.  Powder. 

Carbon,             .            .            68-84  81-2  82-9 

Hydrogen,         .            .             8'67  2-8  2-99 

Oxygen,             .           .           27*49  18*6  12-1 

Aahes,  .  .  2-4  2. 
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It  is,  however,  well  known  that  the  AQ8tria&  charcoal  is  manafac* 
tured  at  a  higher  temperature. 

The  French  chemist  Violette,  who  effected  the  latest  improvements 
af  charcoal  manufacture,  proved  a  difference  in  charcoal  of  eight  per 
cent,  in  hydrogen,  and  one  per  cent,  ashes ;  and  the  comparative  pro* 
portions  of  charcoal  of  the  same  wood  made  at  various  temperatures 
varied  from  340°  to  800°  C. 

If  it  be  considered  that  with  us  the  manufacture  of  gunpowder  as 
well  as  of  charcoal  is  in  the  hands  of  ignorant  workmen  of  the  lowest 
class,  who  make  at  one  operation,  and  of  the  same  wood,  charcoal  at 
all  sorts  of  temperatures,  then  the  opponents  of  gun  cotton,  who  ima- 
gine they  have  in  powder  the  perfection  of  shooting  material,  are  of 
all  persons  the  least  justified  in  the  reproach  that  Baron  Lenk's  gun 
cotton  is  not  uniform  in  its  composition. 

This  want  of  uniformity  in  the  composition  of  powder-charcoal  was 
the  origin  of  the  tests  by  the  fierthier  process  for  discovering,  before 
mixing,  the  component  parts  of  powder,  especially  the  powder-char- 
coal, by  means  of  the  Berthier  process  or  trial,  for  the  purpose  of  as- 
certaining its  combustive  value. 

Unalterable  quality  of  the  Lmk  Oun  Cotton. — Even  if  invariability 
of  composition  in  respect  of  gun  cotton  be  conceded,  the  allegation  is 
made,  that  if  kept  for  a  long  time  it  deteriorates;  the  ground  of  this 
dictum  being  sought  in  experiments  which  show  the  alteration  of  the 
gun  cotton  to  the  extent  of  100°  with  regard  to  litmus  paper,  and  also 
are  assumed  to  reveal  a  spontaneously  explosive  quality.  The  changes 
in  the  Hirtenberg  gun  cotton  can  only  be  ascertained  direct  by  com- 
parison and  analysis  with  other  and  different  samples  of  gun  cotton 
made  on  the  same  day  when  manufactured,  and  then  by  repetition  of 
analysis  of  the  same  portions  of  cotton  after  one,  two,  three,  or  more 
years;  these  results  finally  compared  with  the  first  year's  analyses: 
but  there  exist  no  such  analyses,  because  they  were  never  made*  The 
opponents  of  gun  cotton  themselves  have  therefore  omitted  the  only 
true  proof  of  a  changeable  quality.  Such  omissions  can,  neverthe- 
less, be  in  some  degree  remedied. 

In  the  magazines  of  gun  cotton  at  the  Neustadter  Haide,  there  are 
Btores  of  various  years. 

In  the  laboratory  of  the  University  there  are  samples  of  Hirtenberg 
gun  cotton  of  three  several  years,  which  have  been  examined  by  the 
above-named  artillery  officers,  and  they  have  been  found  not  to  differ 
materially  in  their  composition  from  tri-nitro-cellulose.  For  instance — 
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If  these  resalts  be  compared  with  each  other,  there  can  be  no  right 
to  say  that  Hirtenberg  gun  cotton  alters  by  keeping.  They  agree  so 
far  with  each  other  as  analyses  of  the  same  material  usually  do.  It 
is  to  be  regretted,  on  this  as  on  many  other  accounts,  that  during  the 
last  twelve  years  such  analyses  were  not  frequently  repeated.  If  the 
opponents  of  gun  cotton,  in  performing  an  adverse  experiment,  heat 
the  substance  in  a  test  tube  up  to  100^  C,  and  holding  litmus  paper 
over  it,  deduce  from  redness  of  the  latter  that  gun  cotton  changes  after 
long  keeping,  they  merely  prove  thereby  that  gun  cotton  changes  at 
100°  C.  Of  an  explosive  compound,  it  can  only  be  required  that  it 
shall  not  deteriorate  within  certain  limits  of  temperature;  a  requisi- 
tion amply  fulfilled  hy  Lenk's  gun  cotton. 

Some  varieties  of  gun  cotton,  if  enclose<l  together  with  litmus  paper 
in  a  tube,  often  manifest  an  acid  reaction  at  ordinary  temperature. 
This  may  arise  from  various  causes.  There  may  exist,  for  example, 
free  acids.  These  acids  may  be  the  result  of  nitrogen  partly  oxidized, 
and  may  result  from  imperfectly  worked  cotton.  This  assumption 
granted,  the  phenomenon  is  explained,  and  the  cause  is  easily  avoided. 

It  may  arise  from  decomposition  of  the  gun  cotton,  atmospheric 
dampness  having  brought  about  a  partial  reconstitution  of  the  cellulose. 

This  assumption  granted,  the  acid  reaction  just  adverted  to  should 
be  local,  affecting  the  material  in  particular  spots  only.  This  seems  a 
necessary  deduction,  having  regard  to  the  long  process  of  steeping  in 
water  to  which  Lenk's  gun  cotton  is  exposed  in  the  course  of  manu- 
facture. By  this  steeping  process  the  cotton  should  otherwise  be  ut- 
terly destroyed. 

Possibly  the  tetra  and  penta  nitro  cellulose  are  more  liable  to  de- 
composition ;  but  only  traces  of  these  bodies  are  to  be  found  in  Lenk's 
gun  cotton,  as  experiment  amply  demonstrates.  Were  it  otherwise, 
analyses  should  make  known  (which  they  do  not)  a  deficiency  of  carbon 
and  hydrogen  below  the  theoretical  quantity. 


Carbon. 

Hydrogen. 

Tri-nitro, 
Tetra-nitro, 
Penta-nitro,     • 

[5 

1 

2A"Z 
21  0 
18-6 

i 

1-8                j 

1 

But  some  specimens  of  Lenk's  cotton  do  not  even  yield  traces  of 
decomposition.  A  parcel  of  Hirtenberg  cotton  was  laid  for  six  weeks 
in  a  pond,  and  not  subsequently  treated  with  potash.  It  was  then 
deposited  in  a  running  stream,  afterwards  exposed  for  one  month  to 
the  air;  being  subjected  to  all  the  various  influences  of  dew,  rain,  and 
Dun,  day  and  night  continuously.  It  retains  all  its  original  explosive 
qualities,  and  fails  to  redden  litmus  paper,  even  though  the  latter  be 
wrapped  in  a  mass  of  this  cotton  and  allowed  to  remain  for  many  days. 
The  results  of  an  analysis  of  this  cotton  were  almost  identical  with 
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the  calculated  elements  of  tri-nitro  celli^se,  as  the  following  table 
makes  apparent: —  |H 

Calculated.  Found. 

Carbon,  .  .  .24  2  24-4 

Hydrogen,  .  .  .2-3  2-8 

The  redness  of  litmus  paper  that  sometimes  occurs  may  also  result 
from  traces  of  organic  acids,  formic  and  acetic  acids  for  example,  both 
which  may  emanate  from  the  turpentine  of  the  pine  chests  in  which 
the  gun  cotton  is  stored. 

These  acid  traces  should  the  less  evoke  surprise,  when  we  bear  in 
inind  that  the  gun  cotton  in  process  of  manufacture  had  been  exposetl 
for  forty-eight  hours  to  a  strong  acid  bath ;  moreover,  if  the  subject 
of  comparison,  viz:  gunpowder,  be  tested  with  equal  severity,  similar 
evidence  of  chemical  action  would  be  forthcoming.  The  courses  of 
testing  must,  however,  be  different. 

SpontaneoiLB  Decomposition  of  Gunpowder. — Gunpowder  contains 
sulphur  as  is  well  known.  Sulphur  being  an  element  cannot  be  decom- 
posed; nevertheless,  it  is  affected  by  the  atmosphere,  though  slowly. 

The  change  here  is  oxidation,  the  product  being  sulphurous  acid. 
This  oxidation  imperceptibly  affects  solid  cakes  or  bars  of  sulphur,  but 
more  rapidly  if  the  sulphur  be  powdered.  Now  gunpowder  contains 
sulphur  in  the  highest  degree  of  comminution,  and  if  gunpowder  be 
smelt,  sulphurous  acid  is  easily  perceived.  Other  evidence  is,  how- 
ever, available. 

The  sulphurous  acid  resulting  from  decomposition  of  sulphur  is 
slowly  changed  into  sulphuric  acid,  which  latter  partly  attacks  the 
saltpetre,  and  is  partly  neutralized  by  the  potash  of  the  ashy  parts  of 
the  charcoal. 

Gunpowder  has  a  weak  alkaline  action,  although  each  of  the  con- 
stituents of  gunpowder  is  absolutely  neutral.  The  alkiiinity  can  only 
result  from  potash  contained  as  an  impurity  in  the  charcoal.  These 
facts  borne  in  mind,  it  follows  that  any  sulphuric  acid  (resulting  from 
sulphurous  acid),  developed  in  gunpowder,  should  be  found  united  with 
potash  or  sulphate  of  potash.  Now  the  presence  of  sulphuric  acid  is 
easily  demonstrable  in  affected  gunpowder  by  the  test  of  chloride  of 
barium ;  and  inasmuch  as  sulplmric  acid  does  not  exist  in  either  of  the 
original  constituents,  it  must  necessarily  be  a  product  of  decomposition. 

These  observations  are  only  intended  to  show  that  no  great  import- 
ance should  be  attached  to  the  casual  reddening  of  litmus  paper  by 
gun  cotton.  Parity  of  reasoning  should  lead  to  the  rejection  of  gun- 
powder; and,  indeed,  gunpowder  by  long  exposure  to  atmospheric  in- 
fluences is  so  deteriorated  as  to  be  rendered  wholly  unfit  for  ballistic 
uses. 

Temperature  at  which  Gun  Cotton  Ignites. — The  rejection  of  gun 
cotton,  in  consequence  of  the  changeable  nature  of,  or  the  explosive 
quality  of  the  material  at  low  temperatures  of  the  material,  is  so  tho- 
roughly and  decidedly  contradicted  in  tlie  Report  of  Baron  von  Ebner, 
that  it  would  be  superfluous  to  go  any  further  into  this  question;  the 
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lowest  explosive  temperature  of  the  Hirtenberg  gun  cotton  being 
therein  fixetl  at  136° ;  a  temperature  which,  practically,  cannot  raise 
any  doubts  against  the  use  of  gun  cotton. 

(To  be  ConlinucdO 


For  the  Journal  of  the  Franklin  Inntitnte. 

On  the  Parabolic  Comti-vction  if  Ships.    By  JoiiN  W.  Nystrom,  C.  E. 

[Continued  from  vol.  xlvi,  page  396.) 

It  has  not  yet  been  explained  how  a  ship  is  constructed  by  the  pa- 
rabolic method  without  calculation.  Shipbuilders  hesitate  to  study  the 
system  on  account  of  the  numerous  algebraical  formulas  connected 
with  it,  and  with  the  common  prejudice  pronounce  it  **  theoretical.'* 
The  very  few  shipbuilders  on  whom  I  have  succeeded  in  impressing 
the  importance  of  the  parabolic  method,  are  well  convinced  and  have 
acknowledged  that  I  employ  less  calculation  than  they  have  done  for 
the  same  object;  the  formulas  are  numerous,  because  the  method  has 
revealed  a  great  many  important  rules  in  shipbuilding,  which  were 
never  before  thought  of,  and  each  rule  is  brought  to  the  simplest  pos- 
sible form. 

In  the  practical  application  of  the  parabolic  method  wc  may  pro- 
ceed to  construct  a  ship  without  calculation,  as  follows : 

Having  given  the  principal  dimensions  of  a  vessel,  say  250  feet 
long  in  the  water-line,  beam  30  feet,  and  12  feet  draft  of  water, 
construct  a  diagram  like  Plate  I,  divided  into  100  parts  each  way, 
the  side  b  c  to  be  a  little  longer  than  half  the  beam  of  the  vessel, 
at  whatever  scale  it  is  to  be  constructed.  Set  off  half  the  beam  from 
B  towards  c,  which  may  be  b6;  join  6  with  a.  Select  from  Plate  II, 
(vol.  xlvi,  p.  396,)  a  desired  sharpness  of  the  vessel,  and  we  may  adopt 
the  figures  marked  2  and  2*75(2-75  is  a  sharpness  between  the  figures 
21  and  3),  which  means  that  the  exponent  will  be  2  for  the  forward 
and  2*76  for  the  aft  load  water-line.  Draw  the  centre  line,  and  set  off 
the  length  of  the  vessel,  locate  the  dead -flat  JM*  according  to  your  own 
judgment,  and  divide  the  fore  and  aft  parts  each  into  8  equal  part:?, 
iiuuibered  as  shown  on  Plate  II.  In  the  accompanying  Table  III,  find 
the  selected  exponent  2  in  the  first  column,  which  line  contains  the 
ordinates  for  the  forward  water-line.  The  fourth  ordinate  is  7214;  find 
this  number  on  the  base  A  B,  Plate  I,  which  is  at  cr,  and  the  height  ae 
is  the  length  of  the  fourth  ordinate  for  the  forward  water-line.  The 
second  ordinate  is  3732  in  the  table,  which  will  be  at  d  on  the  dia- 
gram, and  d  e  the  length  of  the  second  ordinate.  The  remaining  ordi- 
nates are  found  in  the  same  way ;  lay  them  out  on  the  plan,  and  draw 
the  water-line.  For  the  aft  water-line,  the  ordinates  in  Table  III  are 
in  the  line  of  the  assumed  exponent  2-75.  Draw  the  centre  line  ft>r 
the  frame  drawing  or  body  plan,  set  oflf  and  divide  the  depth,  12  feet, 
ifito  8  water-lines,  as  shown  on  Plate  II,  last  volume;  number  them 
from  the  keel  to  the  load  water-line.  Select  on  Plate  II  a  desired 
shape  of  the  dead-flat  cross-section  iff,  which  may  be  assumed  to  this 
figure  marked  4,  and  means  that  the  exponent  is  4.     In  Table  II, 
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ixponent  4,  the  fourth  ordinate  is  9375,  which  is  at /on  the  (Hagram, 
and  the  Unefg  the  length  of  the  fourth  ordinate.  Find  in  the  same 
way  the  remaining  orilinutes,  lay  them  out  on  the  body  plan,  and 
draw  the  frame ;  continue  it  above  the  water-line,  according  to  your 
taste  and  the  purposes  of  the  vessel.  Draw  tlie  side  view  of  the  ship, 
form  the  stem  and  stern  as  you  please,  project  the  extremities  of  the 
rail  from  the  side  view  to  the  plnn.  Set  off  the  rail-beam  from  the 
frame  drawing  to  the  plan,  and  locate  its  dead-flat  as  you  please,  say 
a  little  forward  of  the  dead-flat  of  the  water-line.  Select  the  expo- 
nents for  the  rail,  say  3-75,  Table  II,  for  the  forwaid  rail,  and  2-75, 
Table  V,  for  an  elliptic  stern.  Divide  the  parts  from  the  dead  fl:it  to 
the  extremities  of  the  rail  each  into  8  equal  parts,  and  number  thora 
towards  the  centre ;  set  ofl'  from  B  on  the  diagram  half  the  rail-beam, 
which  we  may  assume  to  be  b7  ;  find  the  ordinates  in  the  tables,  and 
set  them  oflF  from  A  B  to  A  7,  as  described  for  the  water  line  and 
frame  jff. 

Now  we  are  obliged  to  perform  a  calculation  to  find  the  area  of  half 
the  immersed  cross-section  of  the  dead-flat  frame,  which  is  obtained 
by  multiplying  together  half  the  beam,  15  feet,  and  the  draft  of  Avater, 
12  feet,  and  the  product  by  the  area  co-efficient  for  the  exponent  4, 
Tabic  II,  which  is  0*8,  or 

J  iff  =  12  X  15  X  0-8  =  144  sq.  feet. 
Select  the  exponent  for  the  displacement  somewhere  near  that  of 
the  forward  water-line,  say  2*375,  Table  IV.  The  co-eflScient  for  the 
fourth  ordinate  cross-section  is  -6514,  and  the  area 
«=  144  X  0-6514  =  93-8  sq.  feet. 
Now  it  is  required  to  construct  the  shape  of  the  fourth  frame.  The 
co-efl5cient  for  the  fourth-line  ordinate  was  0*7214,  which  multiplied 
by  half  the  beam,  15  feet,  and  the  product  by  the  draft,  12  feet,  gives 
the  area  of  the  rectangle  =  129-85,  from  which  subtract  93-8  sq.  feet, 
ami  the  balance,  36-05,  divided  in  93*8,  gives  the  exponent  for  the 
fourth  frame,  2-438.  Had  this  exponent  fallen  in  with  any  one  in 
Table  II,  we  would  have  had  the  ordinates  for  the  fourth  frame  di- 
rectly from  that  table ;  but  we  find  it  to  be  just  half-way  between 
2-S75  and  2-5,  for  which  we  must  refer  to  the  diagram,  Plate  III,  last 
volume,  where  we  find  the  co-efficients  for  the  ordinates  over  the  ex- 
ponent, 2-438,  to  be  4th  =  812. 

Set  oflF  from  B  on  the  accompanyiug  diagrams  the  seven  forward 
water-line  ordinates,  number  and  join  them  with  A,  as  shown ;  set  off" 
from  D  the  aft  water-line  ordinates,  and  you  have  a  scale  for  all  the 
ordinates  in  the  sixteen  frames.  The  fourth  ordinate,  812,  at  A  on  a  b, 
gives  the  len^jth,  h  i.  The  second  ordinate  over  the  exponent  2-438, 
Plate  II,  is  275,  which  at  k  gives  the  length  k  Z,  and  so  all  the  frames 
are  constructed  as  you  see,  without  reference  to  water-lines  or  diago- 
nals. 

Shoald  the  shape  of  the  frames  thus  formed  not  agree  with  your 
taste,  alter  them  as  you  please,  only  be  careful  that  whatever  is  taken 
in  or  out  in  one  place  must  be  taken  out  or  in  in  another,  so  that  th« 
area  will  remain  the  same  as  calculated. 
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TABLE  II. 
PA.KABOLIC  Construction  ot  Shtps. 


Expo. 

Ordinates  for  Frames. 

6=1. 

:Ahea. 

f 
Cutt.Or   Istdcx. 

1              ( 

n^ 

1 

2 

8 

'  1 ' 

6 

7 

B.iX 

1 

f. 

0125 

•01  Of) 

•0353 

•0571 

•0830  i  •1154 

1591 

•2289 

•1111 

1 
'  -2647  rl  -256 

OliO 

•(828 

•0093 

•1109 

•1591  i^2179 

-2929 

•4054 

•2000 

•2777 

"1-468 

UJ^To 

•0488    -1023 

•1010 

•2289  '  -3081 

•3925 

•5415 

•5727 

•2849 

1-641 

O-o 

•(MJ40 

-134;) 

-2094 

•2929    ^3870 

5(MK) 

•04^54 

•3333 

•3(»00 

1-771 

or.2o 

•(»80t) 

•1040 

•2545 

•3514    ^4583 

•5790 

•7274 

•3846 

•3095 

1-882 

0-75 

•OlM'J 

•1941 

•2971 

•4010  ,  •52"  .>8 

•0404 

7898 

•4280 

•8182 

1-918 

0-87o 

-11.98    -2225 

•3372 

•4539    -5701 

•7027 

•8379 

•4066 

•3201 

1-981 

1 

-125«)    -2500 

•3750 

•5O00    -0250 

•7500 

•8750 

•5000 

•3333    2^000 

MLV) 

•1308  1-2705 

•4107 

•5415    •0';83 

•7898 

•9013 

•5294 

•34  M)     1-088 

l-li-') 

•1537  '  -3n2) 

•4443 

•5771    •7or.r. 

•8232 

•9250 

•5556 

•3401 

1-060! 

i-;i7o 

•HVJ2 

•3207 

•47(jJ 

«>145    •7404 

•8514 

•9380 

•5789 

•3518 

1  929 

i-r> 

.1815 

-3505 

•5o59 

•»;4i;5  1  •77n3 

•8750 

•9558 

•OOOO 

•3571 

1-897 

\'*yio 

•l<.»5.i 

•3734 

•5341 

■0753  '  •79fi9 

•8949 

•9059 

•0190 

•3621 

1-848 

l-7o 

•2.  •81  1-31)50 

•5«i(i7 

•7«»23    ^8203 

•9110 

•9737 

•0308 

•3606 

1-833  1 

Ib7r, 

•2211  \-A\{\\\ 

•5657 

•7209    -8421 

•9250 

•9797 

•0522 

•8710'  \m\  i 

2 

2375    •437»> 

0O94 

•75t'Uj   hWX\ 

•9370 

•9SU 

•0r)60 

•3750 

1-771 

il-125 

2470    -4574 

•0317 

•77o7    •875r, 

•9474 

•9879 

•0800 

•3788 

1-748  I 

2-2.") 

•2505    -47r,0 

•0527 

■  -7897    ^8899 

•9558 

■9907 

•0923 

•3823 

1-716 

2-375 

■2710  ;  -4050 

•G725 

•8i)71    •9O20 

•0028 

•9928 

•7040 

•3857 

1  -002 

2-5 

•2-^38    -5120 

•0912 

•8232    -9139 

'9i;.^7 

•9944 

•7142 

•38v-<8  ,  1-007  i 

2-02r) 

•2054    -5101 

•7. .88 

•8377    ^9^38 

•9737 

•9957 

•7241 

•3919  i  10 40  ; 

2-7.") 

•3U73    -5400 

1  -7254 

•8513    ^9320 

■9779 

•99r>7 

•7333 

•3948    1024 

2-875 

•3185    ■5r,27 

|-7111 

•8034    •94-14 

•9814 

•9974 

•7419 

•3974    l-r>9->l 

\^ 

•;J3.)1      57S1 

•7558 

,  •r^750    -9172 

■9-44 

•9',I80 

•75(»0 

•4.)0i)    1^587 

3-125 

•3U3    .5932 

-7i;99 

•885ri  '  •9'):j0 

•9872 

•9984 

•75-5 

•4024    1-509 

3-25 

•3521  I  -0074 

•7829 

•8944  ;  -95^7 

•9S^9 

•9988 

•70  47 

•4947     1.551 

3-375 

•3020  1  -rrilS 

•79.">7 

•9iJ30  j  90:'.3 

•99i»7 

•9991 

•7714 

•4009     I  •537 

1   3-5 

•3733  ■  '(V.WV, 

'  -8078 

•911G-9f;77 

•9922 

9993 

•7777 

-4091     1^520 

!    3(;25 

■3839  '  ■(•,478 

1  -8185 

•9192  ;  •9719 

•9035 

•9994 

•7838 

•9111     1^.>1»G 

8-75 

•3030    'OOtM) 

1  -8284 

•9250 '-97  17 

•9914 

•9995 

•7894 

•4130     1492 

3-t<75 

•4(»4()    -0722 

-8383 

•9321)    -9780 

•995») 

•9990 

•7948 

•4150    1-480 

4 

•4138    •()83fi 

•8474 

■  ^9375  1  •'.»S.i2 

•9'Mil 

•9997 

•8000 

•4100     1-468 

4-25 

•4332    -7005 

•8<m4 

■  -9481  ^9S18 

9' 71 

•9997 

•8()95 

•420.)  .  1^43o 

4-5 

•4517    -7200 

1  -8794 

.9557  ;  -9878 

•9978 

•9998 

•8181 

•423)     1424 

,   4-75 

•47<M>  [  -7455 

•.v.«.:4 

•9«;33  1  ■99i'8 

•90S5 

•9998 

•8200 

•4259     1-4'.I6 

1    5 

•4871  1  -7027 

•9040 

.9087  1  -9920 

•9990 

•9999 

•8333 

•4280  !  1-380 

5-25 

•5-)42    -7798 

■9158 

•9741  ;-9943 

•9992 

•9999 

•8400 

•43)1     1^.372 

5-5 

•5202    -7045 

•9240 

•9779    -9954 

•9994 

•9909 

•8  401 

4333  :  1^358 

5-75 

5302  :  -8002 

j  -9384 

■  ^981 7  *  ^9905 

•9990 

•9099 

•8533 

•4355!  1-849 

0 

•5512    -8220 

1  ^9404 

•984:1  '  ^9972 

•9997 

1-000 

•8571 

•4375  '  1882 

i  r,-5 

■58<'2  ,  '8150 

•9528 

,  ^9889  1  ^9983 

•9998 

l^OOO 

•8000 

•4412  1  13.I9 

1  7 

•0(»73  '  -SOCo 

'•9(;27 

'  -9928  1  '9989 

•9998 

1-000 

•8750 

•4444 ;  1289 

7-5 

•0330    -8815 

•9713 

.•9915;  •9t»94 

■9999 

booo 

•8823 

•4473    1-275 

8 

05<;4  '  -8989 

9707 

•9900 1  -9990 

•9999 

1-OOJ 

•8888  ' 

•45!)0    1.256 

9 

■0093  ,  ^9219 

•9854 

1  ^9985  ,  ^9998 

•9999 

bOOO 

•9000 

•4545     123U 

10 

•7309    •9137 

'  •99;  )9 

I  -9990 \   9999 

1  •000 

1^00  J 

•9090 

•4583     1  ^208 

12 

.79(;3  1  •9(;83 

'  ^9970 

'  •99'.»8'  1-000 

1-;mm) 

MM) 

•9231 

'40  43.  M75 

16 

•8819 

•9991 

1 

.  •9999 

1 

I^OOU'I-(MK) 

1       i 

I -000 

l^OOO 

•9412 

.4720 

M83 
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Expo 
n. 


Oedinaties  fob  Water-limes,    b  = 
12  8  4  5  6 


Arka. 

BLX 


r-i. 


RttlBT. 


2 

2120 

2-25 

2  875 

2-5 

2-625 

2-75 

2-876 

8 

8-25 

8*5 

8-75 

4 

4-5 

5 

6-5 

6 

6-5 

7 

8 

9 
10 
12 
16 


•1697 
•1879 
•1944 
•1962 
•1960 
•2046 
•2127 
-2207 
•2284 
•2446 
•2596 
•2779 
•2962 
•3337 
•3744 
•4081 
•4428 
•4703 
•6081 
•6861 
•6186 
•6606 
•7415 
•8481 


•3732 
•8904 
•4074 
•4244 
•4415 
•4582 
•4744 
•4905 
•5068 
•5868 
•5657 
•5947 
•6193 
•6670 
•7105 
•7465 
•7790 
•8266 
•8328 
•8794 
•9047 
•9274 
•9601 
•9871 


•5647 
•5865 
■6068 
•6271 
•6460 
•0446 
•6817 
•6985 
•7143 
•7439 
•7706 
•7954 
•8164 
•8584 
•8839 
•9070 
•9260 
•9405 
•9533 
•9719 
•9815 
•9883 
•9954 
•9998 


•7214 
•7456 
•7620 
•7834 
•7978 
•8138 
•8277 
•8417 
•8587 
•8760 
•8895 
•9114 
•9247 
•9463 
•9619 
•9727 
•9806 
•9860 
•9902 
•9953 
•9975 
•9992 
•9997 
'9999 


•8488 
•8610 
•8754 
•8898 
•9018 
•9127 
•9219 
•9311 


•9518 
•9617 
•9699 
•9762 
•9858 
•9909 
•9944 
•9965 
•9978 
•9988 
•9994 
•9998 
•9999 
1^000 
1-000 


•9308 
•9416 
•9600 
•9584 
•9642 
•9701 
•9744 
•9785 
•9817 
•9870 
•9907 
•9924 
•9958 
•9976 
•9988 
•9994 
•9997 
•9998 
•9099 
1-000 
1000 
1^000 
1000 
1^000 


•9825 
•9866 
•9895 
•9924 
•9948 
•9964 
•9962 
•9970 
•9977 
•9986 
•9992 
•9995 
•9997 
•9998 
•9998 
•9999 
•9999 
1000 
1^000 
1-000 
1000 
1-000 
1-000 
1000 


•6491 
•6592 
•6780 
•6817 
•6939 
•7085 
•7124 
•7210 
•7287 
•7438 
•7654 
•7682 
•7789 
•7975 
•8189 
•8269 
•8885 
•8479 
•8682 
•8730 
•8862 
•8942 
•9110 
•9319 


•0627 
•0531 
•0535 
•0683 
•0582 
•0528 
•0523 
•0617 
•0510 
•0496 
•0482 
•0463 
•0462 
•0424 
•0890 
•0375 
•0864 
•0352 
•0327 
•0286 
•0261 
•0237 
•0206 
•0156 


1  95 
1-97 
1-98 
1-99 
200 
199 
1-98 
1-9G 
1^94 
1-91 
1-88 
1-85 
1^82 
1^76 
1-70 
1-64 
1^58 
1-62 
1^40 
134 
1-28 
1^18 
l^OS 
1-00 


TABLE  IV. 
Displacement  ov  Vessels. 


Expo. 

Ordinate  Cross-Sections  4P.  jff=l.       | 

Displacement,  u 

n". 

1 

o 

8 

4 

5 

6 

7 

SL^X 

isrx.x 

«-iX 

2 

•0545 

•1914 

•8713 

•5625 

•7384 

•8909 

•9698 

•5333 

•0152 

•8125 

1  2-125 

•0610 

•2092 

•8991 

5940 

•7667 

•8976 

•9759 

•5506 

•0157 

•8160 

1  2-25 

-0673 

2271 

-4260 

•6286 

•7919 

-9135 

•9815 

•6663 

•0162 

•8189 

1   2-875 

•0787 

•2460 

•4523 

•6514 

•8147 

•9270 

•9857 

•5818 

•0166 

•3278 

2-5 

•0805 

•2512 

•4777 

•6777 

■8852 

•9383 

•9889 

•5952 

•0170 

•3333 

!   2  625 

-0872 

-2695 

•6024 

•7017 

•8534 

•9481 

•9914 

•6083 

•0173 

•8388 

.  2-75 

-0944 

-2987 

•5262 

•7247 

•8697 

•9568 

•9937 

•6204 

•0177 

•3412 

2-875 

•1014 

•3166 

•5492 

•7455 

•8844 

•9631 

•9948 

•6825 

•0181 

•8469 

3 

•1090 

•^342 

•5713 

•7G67 

•8972 

•9091 

•9960 

•6429    -0184 

•8500 

8-25 

•1239 

•3689 

•6129 

•7999 

•9191 

•9779 

•9976 

•6629 

•0189 

•8571 

8-5 

•1394 

•4027 

•6512 

•8310 

•9365 

•9845 

•9986 

•6806 

-0194 

•3636 

3-75 

■1551 

•4366 

•6862 

•8567 

•9500 

•9888 

•9990 

•6968 

•0199 

•3697 

4 

•1712 

•4673 

•7.181 

•8789 

•9608 

•9922 

•9904 

•7111 

-0203 

•8750 

4-5 

•2039 

•5270 

•7736 

•9146 

•9751 

•9956 

•9996 

•7364 

•0211 

•3846 

5 

.2373 

•5817 

•8183 

•9384 

•9853 

•9980 

•9998 

•7575 

•0216 

•3929 

65 

•2706 

•6312 

•8548 

•9563 

•9908 

•9988 

•9998 

•7766 

■0221 

•4000 

6 

•3038 

•6757 

•8844 

•9688 

•9944 

•9995 

•9999 

•7924 

•0227 

•4062 

6-5 

•33G6 

•7155 

•9078 

•9780 

•9966 

•9996 

•9999 

•8047 

•0230 

•4108 

7 

•3688 

•7508 

•9268 

•9845 

•9978 

•9997 

•9999 

•8170 

•0233 

•4160 

8 

•4809 

•8080 

•9640 

•9920 

•9992 

•9998 

l^OOO 

•8366 

•0239 

•4250 

9 

•4890 

•8554 

•9710 

■9970 

•9996 

•9998 

bOOO 

•8521 

•0244 

•4818 

10 

•5430 

•8906 

•9819 

•9980 

•9998 

•9999 

1^000 

•8656 

•0248 

•4375 

12 

•6341 

•9376 

•9934 

•9996 

•9999 

1000 

1000 

•8861 

•0253 

•4464 

16 

•7777 

•9991    ^9998 

•9999 

1-000 

1-000 

1000 

•9126 

•0261 

•4629 
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TABLE  V. 

PoB  Elliptic  Stebk  of  Vessels. 


Expo. 

Obdinateb  ov  Ellipses  or  Diffebeitt  Obdeb. 

Abea.'Ikdsil 

n. 

i 

1 

2 

8 

4 

5 

6 

7 

*x 

t. 

2 

•3398 

•4840 

•6616 

•7808 

•8660 

•9204 

•0682 

•9922 

•7854 

1-608 

2-25 

•4108 

•5400 

•7147 

•8274 

•9004 

•9495 

•9801 

•9958 

•8154 

1544 

2-5 

•4670 

•6042 

•7657 

•8627 

•0252 

•9546 

•9878 

•9978 

•8382 

1-495 

2-75 

•5174 

•6514 

•8029 

•8901 

•9434 

•9749 

•9982 

•9989 

•8564 

1453 

8 

•5604 

•6911 

•8331 

•9019 

•9565 

•9821 

•9948 

•9994 

•8709 

1-418 

8-25 

•5991 

•7252 

•8578 

•9275 

•9604 

•9871 

•9973 

•9996 

•8888 

1-388 

8-5 

•6338 

•7548 

•8782 

•9406 

•9740 

•9907 

•9978 

•9998 

•8985 

1-862 

4 

•6096 

•8021 

•9003 

•9595 

•9840 

•9950 

•9995 

•9999 

•9075 

1-818 

. 

r  30» 

•0149 

•0582 

•1321 

•2374 

•3740 

•5449 

•75811 

Sheer 

rt   '• 

450 

•0157 

■0589 

•1221 

•2152 

•8517 

•5227 

•7318 

of 

< 

t   60» 

•0160 

•0474 

•1086 

•1972 

•3190 

•4794 

•6946  J 

Vessels. 

When  the  form  of  the  vessel  is  thus  constructed,  divide  the  frames 
as  required  in  building  it,  and  finish  the  drawing  accordingly. 

It  is  not  considered  necessary  to  describe  how  to  continue  the  frames 
to  the  rail,  which  the  ship's  constructor  can  do  in  the  ordinary  way. 
The  sheer  is  set  off  from  B  to  g,  and  the  ordinates  taken  from  Table  Y. 

The  displacement  of  the  vessel  will  be 

T  =  288  X  250  X  0-0166  =  1195-2  tons, 

The  co-efficient  0-0166  is  found  in  Table  IV,  for  the  exponent  of 
the  displacement  2-375. 

The  last  column,  z,  Tables  II  and  V,  contains  the  index  for  the  length 
n  of  a  parabola  or  ellipse. 

The  corners  on  the  diagrams  are  rounded  in,  to  guard  the  ordinate 
lines  from  the  centres. 

When  the  shipbuilder  becomes  accustomed  to  select  the  exponents, 
he  can  set  his  constructor  or  draftsman  at  work  to  construct  just  ex- 
actly what  he  wants^  without  his  immediate  attention. 


The  Pneumatic  Despatch. 

Yrom  the  London  Builder,  No.  1069. 

The  report  to  be  presented  to  the  third  ordinary  general  meeting  of 
the  company,  having  referred  to  the  removal  of  the  experimental  tube 
and  machinery  from  Battersea,  and  its  having  been  laid  underground 
from  the  Euston  Station  of  the  London  and  North- Western  Company 
to  the  district  post-office  in  Eversholt  Street,  a  length  of  600  yards, 
states  that  on  the  20th  February  last,  the  Post-office  authorities  dis- 
continued their  street  conveyances,  and  entrusted  the  company  with 
the  transmission  of  the  mails,  and  that  the  service  of  the  district  had 
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since  been  entirely  performed  by  the  company.  Thirty  trains  per 
diem  (Sundays  excepted)  have  been  despatched  ^ith  perfect  regulari- 
ty, and  upwards  of  4000  trains  have  run  without  impediment  or  delay. 
The  time  occupied  in  the  transmission  has  not  exceeded  70  seconds. 
The  daily  cost  of  working  has  averaged  £1 4s.  5d. ;  and  five  times  the 
number  of  trains  could  have  been  conveyed  without  any  appreciable 
increase  of  expense. 


DECISIONS  IN  PATENT  CASES. 

Reported  by  H.  HowsoN,  Esq.,  Philadelphia. 
Deeieion  of  the  Examiner. 

In  the  matter  of  the  Interference  between  the  application  of  B.  H. 
Lightfoot  for  mode  of  Treating  Tanned  Leather,  and  the  application 
of  A.  H.  Eastman  for  a  similar  invention.  C.  F.  Stansbury,  Esq., 
Counsel  for  A.  H.  Eastman;  H.  Howson,  Esq.,  Counsel  for  B.  H.  Light- 
foot. 

U.  S.  Patent  Office,  July  27, 1863. 
To  th^  Commissioner  of  Patents  : 

Sir: — I  have  the  honor  to  submit  herewith  my  report  and  decision 
in  the  matter  of  interference  between  the  application  of  Benjaman  H. 
Lightfoot,  for  mode  of  treating  tanned  leather,  and  the  application  of 
Alexander  H.  Eastman  for  a  similar  invention. 

The  invention  in  this  case  consists  in  producing  a  new  composition 
to  be  used  in  that  treatment  of  leather  technically  called  "  dubbing,*' 
the  novelty  consisting  in  substituting  the  oily  matters  derived  from 
Petroleum  for  the  animal  oils  commonly  used  for  that  purpose  ;  there 
is  some  difference  between  the  inventions  as  described  and  claimed  by 
the  two  inventors,  but  the  difference  does  not  appear  to  be  of  much  im- 
portance. The  samples  of  leather  produced  are  all  of  very  nearly  the 
same  character.  Eastman  claims  the  application  of  the  residuum  of 
Petroleum  treated  as  herein  described,  to  the  finishing  of  leather  as  a 
substitute  for  the  oils  now  used  for  that  purpose,  all  a^  set  forth  in  this 
specification ;  he  obtains  his  oils  by  treating  the  residuum  left  in  the 
still.  After  the  distillation  of  Petroleum,  the  oil  so  prepared  is  com- 
bined with  tallow,  and  used  for  dubbing. 

Lightfoot  claims  "  the  treatment  of  tanned  leather  by  the  applica- 
tion to  the  same,  substantially  in  the  manner  described,  of  Petroleum 
or  any  oily  hydrocarbons,  holding  paraffine  in  solution  in  combination 
with  tallow  or  its  equivalent," 

From  this  statement  it  is  clear  that  he  meant  to  embrace  the  inven- 
tion described  by  Eastman  in  general  terms,  although  he  does  not  de- 
scribe the  exact  mode  of  preparation  or  the  same  materials  with  which 
to  prepare  it  as  set  forth  by  Eastman.  Were  it  shown  that  Eastman's 
preparation  was  a  better  or  cheaper  material,  there  might  be  grounds 
for  allowing  its  patentability  independently  of  Lightfoot's  invention. 
But  the  testimony  of  the  experts  shows  that  there  is  no  essential  dif- 
ference between  the  compositions  described  by  Lightfoot  and  that  of 
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Eaotman ;  besides,  Lightfoot  states  that  the  heavy  oil  from  Petrolenm 
such  as  used  for  lubricatiog  machinery  may  be  used  with  the  best  effect. 
The  inyentions  are  therefore,  as  far  as  appears  from  the  testimonyi 
substantially  the  same,  and  the  interference  was  properly  declared. 

A  large  amount  of  testimony  was  produced  on  each  side,, and  the 
case  appears  to  be  fully  and  fairly  presented  for  decision ;  the  inven- 
tors where  wholly  independent  of  each  other,  and  each  was  no  doubt 
perfectly  unaware  what  the  other  was  doing.  The  experiments  of  both 
extended  over  a  considerable  period  of  time,  sufficient  in  fact  to  show 
that  neither  manifested  much  diligence,  probably  from  the  fact  that 
neither  fully  appreciated  the  value  of  the  invention  he  was  making. 
Both  parties  made  the  invention  and  reduced  it  to  practice,  so  that 
either  would  have  been  able  to  obtain  a  valid  patent  had  the  other  not 
applied. 

Eastman  made  oath  to  this  invention  on  the  20th,  and  Lightfoot  on 
the  30th  day  of  January,  1863. 

The  testimony  for  Eastman  shows  that  he  began  to  use  some  kind 
of  Petroleum  product  for  greasing  leather  in  January  or  February, 
1861,  but  the  first  distinct  mention  of  the  invention  in  dispute  was  in 
MarcH,  1862,  The  witnesses  Huff,  Blanchard,  and  Horton,  prove  that 
Eastman  had  at  that  time  made  a  practical  use  of  his  invention,  and 
the  invention  is  that  claimed  by  Lightfoot,  that  is  the  combination  of 
a  hydrocarbon  with  tallow,  for  a  leather  dressing.  Eastman's  other 
witnesses,  as  Taylor  and  Horton,  mention  the  use  of  some  preparation 
fi'om  Petroleum  for  oiling  belts,  boots,  &c.,  during  the  months  of  Jan* 
uary,  February,  July,  and  September,  1861.  This  was  at  the  oil  wells 
in  Pennsylvania,  but  as  there  is  no  mention  of  the  use  of  tallow  with  tho 
oil,  or  any  application  to  undressed  leather,  this  testimony  is  not  ma- 
terial to  the  issue,  except  to  show  that  Eastman  was  at  that  time 
making  the  preliminary  experiments  which  led  to  his  invention. 

On  behalf  of  Lightfoot  it  is  shown  that  in  September,  1860,  he  sent 
a  bottle  of  coal  oil  to  Bush  and  Clark  at  Wilmington,  Delaware,  who 
were  engaged  in  tanning  and  currying  leather,  to  be  used  in  dubbing 
leather.  But  no  application  was  made  of  this  oil  to  leather  until  1863. 
William  Lightfoot  says,  that  in  tho  latter  part  of  April,  or  1st  of  May, 
1861,  B.  H.  Lightfoot  showed  him  a  piece  of  leather  that  had  been 
curried  or  dressed  with  coal  oil,  and  also  a  sample  of  oil  marked  ^^  N." 
The  witness,  Ghas.  Toppan,  says  that  between  the  22d  and  26th  of 
March,  1861,  he  was  in  the  office  of  Lightfoot  in  Philadelphia,  when 
the  latter  showed  him  some  new  leather  and  some  oil,  the  oil  to  be  used 
instead  of  ''  Straits"  or  "Bank  oil,"  in  the  stuffing  of  leather  ;  Top- 
pan  remembered  what  was  told  him  by  Lightfoot,  and  in  tho  latter 
part  of  the  summer  of  1861,  called  the  attention  of  curriers  to  the  use 
of  coal  oil  for  stuffing,  and  sold  for  that  purpose  a  considerable  quan- 
tity of  oil. 

It  appears  that  during  the  months  of  March,  April,  and  May,  1861, 
Lightfoot  had  a  very  distinct  idea  of  his  invention,  and  made  experi* 
ments  sufficient  to  test  its  efficacy.  Why  the  matter  was  not  followed 
up  more  closely  does  not  appear.    But  for  the  aid  of  Toppan  there  is 
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no  probability  that  the  invention  would  have  been  tested  on  a  large  scale. 
It  was  however  so  tested  by  the  persons  to  whom  Toppan  suggested  the 
use  of  Petroleum  products  as  substitutes  for  Straits  or  Bank  oil. 

The  sum  of  the  testimony  for  Lightfoot  is,  that  in  September,  1860, 
he  sent  a  sample  of  coal  oil  to  a  currier  to  be  tested.  But  no  test  was 
made,  and  the  currier  did  not  believe  it  would  answer  the  purpose 
intended.  In  March,  1861,  he  applied  the  oil  to  a  sample  of  new  leather, 
and  showed  it  to  Toppan,  and  at  the  same  time  explained  the  inven- 
tion to  Toppan.  In  April  or  May,  1861,  Lightfoot  showed  a  sample 
of  oil  and  a  specimen  of  leather  which  had  been  dressed  with  the  oil  to  his 
brother ;  from  this  time  it  does  not  appear  that  Lightfoot  did  anything 
until  he  made  his  application  for  a  patent  in  January,  1868. 

The  sum  of  the  testimony  for  Eastman  is,  that  in  the  early  part  of 
1861,  he  used  thick  oil  for  greasing  belts,  boots,  &c.,  that  is,  for  soft- 
ening leather.  In  March,  1862,  he  applied  a  stuffing  of  tallow  and 
heavy  oil  to  a  quantity  of  new  leather ;  in  July,  1862,  he  had  some  other 
sides  of  leather  dressed  with  the  same  material.  The  experiments  seemed 
to  have  been  satisfactory ;  no  reason  is  assigned  for  the  delay  in  ap- 
plying for  a  patent. 

There  is  no  doubt  that  Eastman  made  and  applied  the  invention  as 
early  as  March,  1862,  There  is  no  doubt  that  Lightfoot  conceived  the 
invention  as  early  as  September,  1860,  but  did  not  apply  it  on  a  work- 
ing scale  till  quite  recently.  But  his  communication  of  the  invention 
to  Toppan  in  March,  1861,  was  such  as  to  enable  him  to  impart  the 
invention  to  others  skilled  in  the  art,  and  it  was  so  imparted,  and  it 
was  used  by  curriers  many  months  before  either  party  made  applica- 
tion for  a  patent. 

Although  Eastman's  patent  had  been  ordered  to  issue  before  Light- 
foot's  application  was  filed,  the  interval  between  the  filing  of  the  two"* 
applications  was  only  nine  days. 

After  a  careful  examination  of  the  testimony  produced,  I  am  of  the 
opinion  that  Lightfoot  first  made  the  invention  in  dispute,  and  I  decide 
the  question  of  priority  of  invention  in  his  favor,  and  recommend  that 
a  patent  be  granted  to  him  for  his  claim  as  it  now  stands. 

Could  it  be  shown  on  the  part  of  Eastman  that  the  particular  com- 
position claimed  by  him  possesses  properties  which  make  it  superior  to 
the  preparations  made  from  the  ordinary  heavy  oils  as  described  by 
Lightfoot,  a  subordinate  patent  might  be  allowed  to  him  for  his  com- 
position as  described  and  claimed ;  unless  such  superiority  can  be  shoT^n, 
I  recommend  that  Eastman's  application  be  rejected. 

B.  S.  Hbdbick,  Examiner. 

Decision  of  the  Board  of  Examiners  in  Chief. 

U.  S.  Patent  Office,  12th  October,  1863. 
Interference  between  the  application  of  Benjamin  H.  Lightfoot  for 
a  Patent  for  Dressing  Leather,  and  the  application  of  Alexandei*  H. 
Eastman  for  a  like  patent. 
On  appeal  to  the  Examiners  in  Chief,  Eastman  endeavors  to  secure 
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to  himself  the  monopoly  of  ^^  the  application  of  the  residuum  of  Petro- 
leum, treated  as  described  in  his  specification "  to  the  finishing  of 
leather  as  a  substitute  ^^  for  the  oils  previously  employed  for  that  par- 
pose.  His  specification  seems  to  require  as  a  prerequisite  to  the  pro- 
posed use  of  Petroleum,  that  it  should  be  treated  with  certain  acidi 
and  alkalis,  in  away  which  he  describes." 

Lightfoot's  specification  claims  exclusively  ^'  the  treatment  of  tanned 
leather  by  the  application  to  the  same,  substantially  in  the  manner 
described  of  Petroleum,  or  any  oily  hydrocarbon,  holding  paraffinein 
solution,  in  combination  with  tallow  or  its  equivalent."  As  Eastman 
contemplates  mixing  his  oil  with  tallow,  after  it  is  prepared  according 
to  his  instructions,  before  applying  it  to  the  hides,  toe  propriety  of 
declaring  the  interference  is  manifest.  It  is  true  that  Eastman  uses 
no  oil  but  such  as  has  been  treated  according  to  this  method,  and  Light- 
foot  uses  Petroleum  in  all  its  forms. 

But  if  Eastman  was  the  first  to  discover  his  method,  Lightfoot*8 
patent  if  he  can  have  one  at  all,  should  be  made  subordinate  upon  the 
face  of  it  to  that  of  Eastman.  And  the  same  remark  may  be  made 
respecting  Eastman's,  should  Lightfoot  be  considered  the  earliest 
in  the  race  of  discovery.  Lightfoot  shows  that  he  ha(j[  conceived  the 
idea  of  substituting  Petroleum,  or  some  of  its  products,  for  the  oils 
used  in  curing  leather,  as  early  as  in  September,  1860.  At  that  date 
he  actually  described  the  process  to  others,  and  made  an  application 
of  some  of  the  oil  to  harness.  This  cannot,  however,  be  regarded  as 
reducing  his  theory  to  practice,  nor  even  as  demonstrating  its  practica- 
bility. It  merely  showed  that  the  oil  would  soften  leather,  which  had 
become  hard  after  having  been  tanned. 

But  this  must  have  been  well  known  to  the  operatives  at  the  oil 
wells,  from  the  time  when  they  were  first  worked.  In  order  to  show 
how  hides  in  the  process  of  tanning  would  be  aifected,  it  was  necessary 
to  first  stiffen  the  oil  with  tallow,  or  something  equivalent,  so  that  the 
mixture  would  adhere  to  the  skins  when  hung  up,  and  then  to  apply 
it  to  hides,  which  had  been  partially  tanned.  Whatever  Lightfoot  may 
have  been  doing  meanwhile,  there  is  no  evidence  of  his  having  made 
any  further  progress  in  his  discovery  until  March,  1861.  He  then  ex- 
hibited a  piece  of  leather  to  a  dealer  in  oils,  Charles  Toppan,  and  at 
the  same  time  informed  him  that  it  was  dressed  with  Petroleum  oil. 

The  last  of  April  or  1st  of  May  after,  he  showed  a  piece  to  his  bro- 
ther William  Lightfoot,  and  made  the  same  remark  about  it.  Mr.  Top- 
pan  testifies  further  that  the  sample  exhibited  to  him,  corresponded 
precisely  to  other  leather,  which  he  produced  upon  his  examination^ 
and  knew  to  have  been  dressed  with  Petroleum  oil*  At  that  time 
Lightfoot  appears  to  have  been  entirely  ignorant  that  any  one  else  was 
prosecuting  the  same  course  of  inquiry,  and  manifested  no  eagerness 
to  establish  his  priority.  His  remarks,  taken  in  connexion  with  his 
exhibition  of  the  sample  of  his  work,  may  fairly  be  considered  as  a 
part  of  the  res  ge$ke.  And  the  evidence  of  the  two  witnesses  proves 
satisfactorily  that  in  March  1861,  Lightfoot  had  matured  his  discovery^ 
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bad  shown  its  feasbility,  and  had  reduced  it  to  actual  practice.    No- 
thing was  wanting  to  render  the  invention  complete  on  his  part. 

Eastman  is  a  tanner  and  currier  by  trade,  but  had  become  inter- 
ested in  the  oil  wells  in  Pennsylvania  in  January,  1861,  and  was 
engaged  in  carrying  one  of  them  on.  His  mind  seems  to  have  been 
at  once  struck  with  the  idea  that  the  oil  might  be  substituted  for  that 
which  he  had  been  accustomed  to  use  in  stuffing  leather.  He  imparted 
the  idea  directly  to  several  of  his  associates,  and  in  order  to  demon- 
strate its  correctness,  made  various  applications  of  it  to  leather  which 
had  been  previously  dressed.  For  the  reasons  given  above,  these  ex- 
periments cannot  be  regarded  as  having  reduced  his  theory  to  any 
practical  form.  Before  experimenting  directly  upon  hides,  or  anything 
but  leather  already  tanned,  and  before  preparing  the  oil  with  tallow 
or  the  like,  he  seems  to  have  supposed  that  the  oil  must  first  be  sub* 
jected  to  some  purifying  process,  and  to  have  addressed  himself  entirely 
to  perfecting  such  a  process.  At  any  rate,  there  is  no  evidence  that 
he  ever  made  any  application  of  the  oil  to  hides  in  the  process  of  tan- 
ning before  March,  1862,  when  two  tanners,  Huflf  and  Blancbard,  at 
his  instance,  used  the  oil  in  lieu  of  the  fish  oil  ordinarily  employed  in 
tanning  some  skins.  Upon  the  principles  heretofore  laid  dowu,  this  is 
the  earliest  date  at  which  he  can  be  said  to  have  so  far  matured  his 
invention  as  to  have  entitled  himself  to  a  patent ;  and  it  clearly  places 
him  far  behind  Lightfoot. 

As  Lightfoot's  counsel  places  much  reliance  upon  Toppan's  having 
induced  the  tanners  with  whom  he  dtalt,  to  use  this  oil  for  stuffing 
hides,  and  upon  his  having  sold  them  large  quantities  for  the  pur- 
pose, it  is  proper  to  remark  that  Toppan  does  not  carry  this  back  any 
further  than  nine  months  previous  to  his  testifying  which  was  in  March, 
1863.  It  is  evident  that  nothing  of  the  kind  had  been  done  by  htm 
previously  to  July,  1862,  when  we  wrote  to  Lightfoot  on  the  subject^ 
but  failed  to  elicit  any  reply. 

It  is  objected  to  Lightfoot*s  application  that  by  his  long  delay  in 
presenting  it  he  has  lost  his  right.  This  delay  does  not  amount  to  two 
years.  Besides  that,  his  failure  in  business  and  straightened  circum- 
stances constitute  in  the  opinion  of  this  Board,  a  fair  answer  to  the  ob- 
jection. That  he  paid  debts  to  a  large  amount,  if  it  were  more  clearly 
shown,  does  not  weaken  his  claims,  but  rather  entitled  him  to  favor- 
able consideration.  It  was  honorable  in  him  to  appropriate  his  scanty 
means  to  such  a  purpose,  before  embarking  in  an  undertaking  which 
must  have  been  considered  hazardous. 

The  decision  of  the  primary  Examiner,  adjudging  Lightfoot  to  be 
the  prior  inventor,  and  rejecting  Eastman's  application,  is  therefore 
affirmed. 

J.  n.  Hodges, 
J.  J.  Coombs, 
Examiners  in  Chief 

Mr.  Eastman  after  this  decision  withdrew  his  claims,  and  the  pa- 
tent dated  November  17,  1803,  was  granted  to  B.  H.  Lightfoot. 
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InveMtigation  of  FormuliB  for  Deiermimng  the  proper  size  of  Shafts  and 
Pieton  Rods.   By  D.  M.  Greene,  2d  Assistant  Engineer,  U.S.N. 

An  article  published  in  a  recent  number  of  the  Journal  contains 
several  useful  formulae  for  determining  the  proper  sizes  of  various  inti- 
portant  parts  of  the  steam  engine ;  but  as  these  formulae  are  not  ac- 
companied by  any  investigations  or  explanation  of  the  processes  by 
vrhich  they  were  obtained,  they  fail  to  meet  the  requirements  of  the 
intelligent  and  careful  designer  of  steam  machinery. 

It  is  the  purpose  of  the  present  paper  to  develop  formulae  for  cal- 
culating the  diameters  of  Shafts  and  Piston  Rods^ — divesting  the 
investigations  of  such  technicalities  as  would  tend  to  embarrass  the 
general  reader. 

Shafts. —  Wrought  Iron. — The  moment  of  a  pressure  tending  topro^ 
duce  rotation  about  an  axiSy  or  to  resist  such  motion^  is  equal  to  the  inten- 
sify of  the  pressure  or  resistance  multiplied  by  the  lever  arm  with  which 
such  pressure  or  resistance  acts. 

In  order  to  determine  the  relation  between  the  diameters  of  shafts 
and  their  moments  of  resistance  to  torsional  strain, 

Let  s  =  torsional  strength  per  square  inch  of  transverse  sectional 
area  of  shaft. 

a,  dj,  a^  &c.,  =the  sectional  areas. 
dy  ndy  n^d  =  their  diameters, 
r,  nr^  n^r^  &c.,  %=  their  lever  arms  of  resistance. 
m^  myy  m^y  &c.,  «  their  moments. 


Then, 


m  =  asr  in,  —  aj«nr 


whence  7ni  m^  \  i  ar  i  a^nr.      .  •  (1) 

But,  a=-7854d«    ai--7854n«d' 
Substituting  these  values  in  (1)  we  get 

mim^x  :  •7854dV  :  -7854  n^d^nr  i  il  i  rf.\  (2) 

Similarly, 

m  I  m^  I  I  1  ',  n^  .  •  (3) 

From  (2)  and  (8)  we  get 

Wj  !  m,  :  :  n*  :  n^*  .  .  (4) 

HencCj  the  moments  of  resistance  of  shafts  to  torsional  strain  vary  di- 
rectly as  the  cubes  of  their  diametet^s. 

If  d»one  inch  in  the  preceding  notation,  1,  n,  n^,  Wj,  &c.,  will  repre- 
sent the  number  of  inches  in  the  diameters  of  the  shafts. 
If,  again,  n  =  1,  (4)  becomes 

iWi  ;  iWj  :  :  1 :  nj* ; 

whence  m^  =  m^n^^;  .  .  (5) 

Or  the  moment  of  resistance  to  torsion  of  a  shaft  whose  diameter  is  », 

inches  y  is  equal  to  the  moment  of  resistance  of  a  shaft  whose  diameter  is  one 

inch  multiplied  by  n^*. 

If  now  the  value  of  m^  for  a  shaft  one  inch  in  diameter  be  deter- 
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TDined  experimentally,  the  moment  of  resistance  of  any  other  shaft 
is  readily  determined. 

The  following  is  the  result  of  an  experiment  made  for  the  purpose 
of  determining  the  value  of  m^. 

**j3  square  bar  of  wrought  iron  {Ulster  Iron  Oo.'s,)  with  a  journal  one 
inch  in  diameter  and  one-fourth  inch  in  lengthy  twisted  with  32G  f founds 
and  broke  with  670  pounds  applied  at  the  end  of  a  lever  2h  fecf  in  lenglh.^^ 

Now  a  weight  of  570  Bbs.  acting  with  a  lever  arm  of  *2J  feet  is 
equivalent  to  570  X  2J«1425  pounds  acting  with  an  arm  of  1  foot  = 
1425  tt)8.  ft. 

The  value  just  obtained  would  be  the  value  of  m^y  if  we  use  the  ul- 
timate strength  of  the  iron;  but  in  practice,  to  insure  safety,  it  is  cus- 

1425 
tomary  to  use  only  about  one-sixthj  which  would  give  -  ^      «  237*5 

lx)r  wi,;  since,  however,  the  iron  used  in  the  experiment  above  was  of 
a  superior  quality  and  strength,  we  shall  take 

w,  =  200  ...  (6) 

Resuming  the  use  of  d  for  the  diameter  of  any  shaft  in  inches;  and 
putting  for  w^  the  value  just  found,  eq.  (5)  becomes 

m^200iP;       .  .  .  (7) 

m  being  the  moment  of  safe  resistance  in  pounds  feet  of  the  shaft 
whose  diameter  is  d. 

If  p  =  the  pressure  on  the  crank  pin, 
and  a  =  the  length  of  the  crank  arm, 
then  will, 

7W*  =  Pa,         .  .  .  (8) 

be  the  moment  of  pressure,  which  must  be  equal  to  the  moment  of 
resistance  of  the  shaft ;  or,  (7)  and  (8)  (taking  the  direction  of  P 
parallel  to  the  piston  rod), 

200d^  =  pa      .  .  .  (9) 

Now,  to  find  the  value  of  P  in  terms  of  the  dimonsions  of  the  cylin- 
der and  the  pressure  upon  the  piston, 

Let  D=the  diameter  of  the  cylinder  in  inches. 
Ssthe  stroke  in  feet  =  2  a 

p»=eifective  pressure  in  lbs.  per  square  inch  on   the   piston 
(maximum). 
=the  boiler  pressure  per  steam  gauge  +  vacuum. 
Then  will 


p  =  -7854d«p,  a=  ,3 


2' 

•7854 
and  Ptf  =  — ,^—  D^ps;  which  in  (9),  gives 

,  -     -7854  - 

whence,  d'-^^^j-D^ 

=  -002  D*p8. 
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...  d  =  ^'602D^p8.  .  .  (10) 

for  the  shaft  of  a  single  engine. 

For  a  double  engine,  with  the  cranks  placed  at  right  angles,  we 
liave  as  before 

200(P  =  p^aS     .  •  .  (11) 

in  which  P*  represents  the  pressure  upon  the  two  crank  pins,  and  a* 
the  lever  arms  with  which  they  act,  when  the  strain  upon  the  shaft  is 
a  maximum ;  which  will  be  when  each  crank  makes  an  angle  of  45° 
with  the  direction  of  the  piston  rod. 
In  this  position  we  shall  have, 

a^  =  a  cos.  45® 

and  since  there  are  two  cylinders,  we  shall  have,  p*  =  2x  -78640'/?; 

,    ,  ,     2x-7  X-7854d'»5. 
and  vW  = 2 ^ 

This  value  substituted  in  (11)  pives 

200d^  =  2x-7x-7854D>. 
whence, 

^     2X-7X-7854  , 
^=      -400       ^>- 
==  -0027  D^ps. 
and  ^•0027d^P^  .  .  (12) 

For  an  engine  with  three  cylinders,  having  its  cranks  placed  at  angles 
of  120^,  we  shall  have  the  maximum  torsional  strain  on  the  shaft, 
when  one  crank  is  perpendicular  to,  and  the  two  others  each  make  an 
an^jle  of  30°  with  the  direction  of,  the  piston  rod. 
In  this  case  we  shall  have 

200*  =  p  a  +  P  a  sin.  30°  +  p  a  sin.  80^ 
_p«(l  +  2  8in.  30°). 


whence, 


=  P«. 

i      •'^854    . 
^■200-'''>- 
=  -0039  !)*;;«. 


and  d=^-0039D«p.  .  .  .  (14) 

Comparing  now  (10),  (12),  and  14),  supposing  D,  jt?,  and  8  constant, 
we  get 

di  :  rfj  »  ^3  '  ••  ^20  :  ^27  :  ^3y" 
:  :  1  :  1-1  :  1-25; 
whence  it  appears  that  diameters  of  the  shafts  of  single,  double,  and 
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treble  engines,  having  cylinders  of  the  same  size  and  using  the  same 
pressure  of  steam,  are  to  each  other  respectively  as  1,  I'l  and  1-26. 

Recapitulation. 
For  Single  Engine  (10). 

d==^-002D2y«. 
For  Double  Engine  (12). 


d=^-0027D';?«. 
For  Treile  Engines  (14). 

d==^.0039D2  ^. 

Piston  Rods. — ( Wrought  Iron). — For  all  the  knowledge  we  pos- 
sess in  relation  to  the  resistance  of  columns  to  crushing  strains  we 
are  directly  indebted  to  experiment. 

It  is  found  that  columns  of  wrought  iron  will  bear  without  crushing, 
per  square  inch: — 

When  their  lengths  are  less  than  12  diameters,  14,225  Bbs. 

**        "        *'        "  between  12  and  24  "  11,877   " 

«        "        "        "  greater  than  24        "  7,112   " 

In  practice  we  may  take  one  half  these  values. 
Let  «sthe  safe  resistance  of  the  material  per  square  inch. 
{{= diameter  of  the  piston  rod  in  inches. 
as=area  of  transverse  section  in  square  inches. 
Then  we  shall  have  for  the  pressure  which  any  rod  will  bear  with 
safety  v  =  as 

=  -7854J.*. 

Substituting  nowin  this  expression,  for  «,  the  safe  resistances  indi- 
cated above,  we  get, 

P^=M|IIx.7854(?  •  .  (2) 

7119 

P^  =  !^x-7854d«  •  .  (3) 

These  expressions  must  be  made  equal  to  the  pressure  upon  the 
pistons.  To  obtain  an  expression  for  the  effective  pressure  upon  any 
piston : — 

Let  D= diameter  of  cylinder  In  inches. 

2?= effective  pressure  per  square  inch  upon  the 
piston = pressure  per  steam  gauge  vacuum. 
Then  we  shall  have  for  the  whole  pressure  on  the  piston: — 

p.-= -78540';?. 
Equating  successively  the  values  in  (1),  (2),  and  (3)  with  the  pre* 
ceding,  we  get 

lo.  ^-^x  •7854c?=7854  v'p. 
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2. 


whence 
and 

whence 


and 


8. 


whence 

and 
Steel  Rods.' 


MecJianicSy  Physics^  and  Chemistry. 

„    2  X -7854 
^  -  "1-4225-^^? 
^■;=0-11d  ^p     . 

•i^  X  •7854d»- -7854  Dtp. 

,       2  X -7854 

d='01SD  ^p.  , 

-"-  X  .7854(i«= •7854Dtp 

-      2  X -7854^ 


(4) 


(5) 


7112 
d=-OnDy/p  (C) 

The  relative  abilities  of  wrought  iron  and  steel  to  re- 
Rist  crushing  strains  are  as  1745  to  2518;  hence,  the  transverse  sec- 
tional areas  of  piston  rods  made  of  these  materials,  should  bo  inverse- 
ly proportional  to  these  numbers;  or  their  diameters  should  be  in- 
versely proportional  to  the  square  root  of  of  1745  and  2518. 

rf=-83X-01lDv7> 

d=-83x-013Dv/p 

=  '01lD^p  .  .  (5)* 

rf= -83  X -OnDv/jo 

Recapitulation, 


Now, 
and  (4)  becomes 

Similarly,  (5)  becomes 

and  (6)  becomes 


When 


7<:12rf, 

/>12rfand/<24(i 

l>2id 


Steel. 
rf«-009Dv/p 
d='011i>y/p 
d=^'OUDy/p 


Wrought  Iron. 

d^'OllD^p 
cf=-013Dv^/> 

d^ -on  ds/p 

I  being  the  length  of  the  rod. 

If  different  values  .be.  assigned  to  pin  the  above  formulse,  tables 
may  be  readily  constructed.  The  three  cases  taken,  correspond  to 
shorty  medium^  and  long  strokes.  Hence  the  formula  for  d  when  I  < 
12d  would  apply  to  the  piston  rods  of  propeller  engines ;  but  since 
the  speed  of  piston  in  the  propeller  engine  is  considerable,  it  would 
perhaps  be  better  to  use  the  formula  (6)  or  (5)* ,  in  determining  the 
diameters  of  their  rods ;  in  any  other  case,  a  mental  comparison  be- 
tween the  length  and  diameter  of  the  cylinder  will  show  which  for- 
mula should  be  used. 

Karal  Acadesi j,  Kcwport,  R.  L,  Dec.  H,  1868.  •    - 
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FRANKLIN  INSTITUTE. 

Proceedings  of  the  Stated  Monthly  Meeting^  December  17,  1868, 

John  C.  Cresson,  President,  in  the  chair. 

John  Agncw,  Vice  President. 

Robert  Briggs,  Recording  Secretary,  pro  tern. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

A  letter  was  read  from  the  Royal  Society,  London. 

Donations  to  the  Library  were  received  from  the  Royal  Society, 
and  the  Society  of  Arts,  London  ;  la  Societ6  Industrielle  de  Mulhouse, 
France ;  the  Oesterreichischen  Ingenieur-Vereines,  Vienna,  Austria  ; 
the  Commissioner  of  Agriculture,  Washington,  D.  C. ;  Prof.  John  F. 
Frazer,  Frederick  Graff,  Esq.,  and  John  Warner,  Esq.,  Philadelphia. 

A  donation  to  the  Cabinet  of  Models,  from  Rufus  A.  Wilder,  Esq., 
Schuylkill  Haven,  Pennsylvania. 

The  Periodicals  received  in  exchange  for  the  Journal  of  the  Insti- 
tute were  laid  on  the  table. 

The  Treasurer's  statement  of  the  receipts  and  payments  for  the 
month  of  November  was  read. 

The  Board  of  Managers  and  Standing  Committees  reported  their 
minutes. 

Candidates  for  membership  in  the  Institute  (12)  were  proposed,  and 
those  proposed  at  the  last  meeting  (24)  were  duly  elected. 

Nominations  were  niade  for  Officers,  Managers,  and  Auditors  of  the 
Institute  for  the  ensuing  year. 

Prof.  Fleury  submitted  specimens  of  the  incombustible  papier-ma- 
che moulds  used  by  Prof.  Vander  Wayde  in  his  process  of  stereotyping. 

Mr.  John  W.  Nystrom  said : — Since  the  last  meeting  I  have  made 
some  inquiries  about  paper  moulds  for  stereotyping,  and  as  far  as  I  am 
able  to  trace  it  back,  it  appears  to  he  an  old  American  invention,  ex- 
perimented upon  and  brought  to  some  perfection  by  the  late  Mr.  L. 
Johnson,  of  this  city,  some  thirty  years  ago ;  the  process  has  since 
been  sold  to  Mexico.  It  has  been  gradually  improved,  and  lately 
brought  to  greater  perfection.  About  five  years  ago  an  Italian  in  this 
country  made  a  great  improvement  in  the  art,  by  inventing  an  incom* 
bustible  solution  for  the  paper  mould,  consisting  of  a  strong  glue  mix- 
ed with  alum  and  plaster  of  paris,  and  the  process  is  now  in  successful 
operation  in  different  parts  of  the  world.  It  is  recommended  by  R. 
Hoe  &  Co.,  and  now  employed  on  twelve  of  their  printing  presses,  of 
vhich  the  Philadelpl^a  Inquirer  is  one,  and  the  only  one  in  this  city^ 
The  New  York  Herald,  Tribune,  and  Times  are  printed  from  plates 
cast  in  paper  moulds ;  three  papers  in  London,  one  in  Manchester, 
and  one  in  Paris.  Paper  moulds  are  also  employed  for  book  printing 
in  Manchester.  I  have  brought  to  the  meeting  one  stereotype  plate 
and  paper  moulds  from  which  to-day's  Inquirer  was  produced,  and 
contribute  the  same  to  the  Cabinet  of  the  Institute.  The  plate,  as  you 
see,  is  cylindrical-convex  on  the  face,  made  to  fit  the  cylinder  presa^ 
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"which  latter  makes  20,000  impressions  per  hour.  It  requires  onlj  six- 
teen minutes  to  mould,  cast,  and  finish  the  stereotype  plate.  I  have 
here  also  samples  of  plates  from  the  Smithsonian  Institution,  which 
may  be  of  interest  to  printers.  This  plate  is  cast  from  a  mould  made 
of  two  parts  of  China  clay  and  one  part  of  powdered  soapstone,  mixed 
with  water  to  a  tough  dough,  spread  out  very  thin  on  an  iron  plate, 
and  the  type  form  is  pressed  into  it.  The  other  plate  is  made  of  clay, 
instead  of  type  metal ;  the  Catalogues  of  the  Smithsonian  Institution 
are  printed  from  such  plates,  made  up  of  small  pieces,  one  for  each 
hook,  which  can  at  any  time  be  arranged  in  any  desired  order;  such 
plates  are  very  cheap,  but  do  not  admit  of  alterations.  I  have  here 
also  a  sample  of  an  electrotype  plate  from  my  Pocket  Book. 

Mr.  Fleury  then  read  the  following  paper : 

Carbonic  Acid,  Chlorine,  Fluorine,  Hydrogen,  Sulphurous,  and  Sul- 
phuretted Hydrogen  Oases  have  already  taken  a  prominent  place  in 
our  industrial  pursuits,  and  it  gives  me  much  pleasure  to  be  able  to 
present  to  you  this  evening  a  new  device  for  producing  these  gases, 
by  a  very  simple  and  cheap  apparatus,  the  invention  of  one  of  our 
members,  Mr.  Frederick  M.  Ruschhaupt,  of  Berlin,  Prussia. 

I  now  exhibit  to  you  two  modifications  of  this  apparatus,  one  of  a 
very  simple  construction,  which  conveys  the  gas  by  its  own  pressure 
to  the  place  where  it  is  required ;  the  other,  an  arrangement  for  a  con- 
tinuous equal  pressure,  and  which  can  at  all  times  bo  obtained,  an  ad- 
vantage that  no  other  apparatus  possesses.  These  machines  can  be 
made,  the  one  constructed  to  convey  gas  by  its  8wn  pressure  at  $75 — 
the  one  which  gives  a  continuous  equal  pressure  at  $150 — while  the 
machines  now  in  use  cost  at  least  $300.  These  apparata  are  made  of 
wood  and  lead  (or  other  suitable  materials),  and  are  sufficiently  strong 
for  all  practical  purposes.  Their  construction  is  such  that  the  evolu- 
tion of  the  gas  can  be  stopped  at  any  moment^  and  the  apparatus  can 
be  cleaned  without  incurring  any  danger. 

The  arrangement  whereby  any  desired  pressure  can  be  obtained  and 
kept  up  is  a  very  valuable  one.  For  the  numerous  applications  of  such 
gases  as  carbonic  acid,  where  it  is  sometimes  very  important  to  keep 
up  the  same  pressure,  this  machine  is  admirably  adapted.  For  the 
manufacture  of  soda  and  other  mineral  waters,  for  the  new  system  of 
baking  aCrated  bread,  for  the  laboratory,  as  well  as  for  the  hospital 
and  private  physician,  these  machines  can  be  well  recommended. 

By  some  modification,  other  gases,  such  as  chlorine  and  sulphuret- 
.ted  hydrogen,  can  be  evolved  cheaply  and  effectually.  The  machine 
suggests  other  applications,  as  for  instance,  the  preparation  of  hydro- 
gen and  carburctted  hydrogen  gases,  ad  libitumf  for  the  production  of 
light  and  heat.  The  preparation  of  hydrofluoric  acid  for  etching  on 
glass,  or  for  dissolving  of  silica,  may  also  be  safely,  easily,  and  cheaply 
efiected  by  these  same  machines. 

Those  who  desire  further  information  may  address  Mr.  G.  F.  Ker- 
shaw, Attorney,  No.  324  Chestnut  Street,  in  whose  hands  the  Ameri- 
(ian  patent  and  all  papers  relating  to  the  subject  have  been  placed  bj 
the  inventor. 
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Prof.  Flcury  read  tic  explanation  of  the  adrantnges  of  Dr.  Vandcr 
Wejde's  patent  apparatus  for  the  making  and  administeiing  of  Ni* 
trons  Oxid  Gas,  for  amesthetic  purposes. 

The  administration  of  nitrous  oxid,  or  so-called  laughing  gas, 
during  short  but  painful  operations,  cannot  be  enough  recommended; 
in  asing  it,  we  avoid  entirely  the  shock  produced  on  the  system  by  in- 
tense pain,  a  shock  especially  injurious  to  persons  of  a  delicate  ner- 
vous temperament. 

This  gas  being  itself  a  supporter  of  combustion  and  of  life,  does  not 
produce  any  unpleasant  effects  when  administered  properly,  much  less 
has  it  ever  proved  fatal ;  a  fact  which  by  no  means  can  be  stated  about 
chloroform,  which  far  from  supporting  life  extinguishes  it,  when  used 
in  large  doses,  as  has  been  proved  by  numerous  fatal  results,  conse* 
qaent  to  its  administration. 

It  is  a  singular  fact  that  among  the  three  anaesthetics  now  in  use, 
ether,  chloroform,  and  nitrous  oxid,  the  first  is  combustible  itself,  the 
vapor  being  just  the  opposite  of  a  supporter  of  combustion  and  life  ; 
the  last,  nitrons  oxid,  is  a  powerful  supporter  of  combustion  and  oF  life, 
and  chloroform  is  neither  combustible  nor  a  supporter  of  combustion: 

Ether  therefore  is  worse  than  chloroform ;  its  vapor  is  directly  suf- 
focating, and  its  effect  iQ  due  to  neither  more  nor  less  than  a  partial 
suffocation,  which  very  easily  may  be  carried  too  far,  and  often  has 
been  carried  too  far;  this  accounts  for  its  unpleasant  after  effects,  even 
when  administered  in  a  moderate  dose. 

Professor  Vander  Weyde  has  come  to  this  conviction  not  only  by 
the  study  of  the  chemical  properties  of  ether,  but  by  the  observation 
of  its  physiological  effects,  made  during  several  years  in  the  New  York 
hospitals  and  medical  colleges ;  for  this  reason  he  is  of  opinion  that 
only  two  an938thetic8  should  be  used,  namely,  nitrous  oxid  and  chlo- 
roform. 

The  first  acting  very  rapidly  and  its  effects  lasting  only  a  short  pe* 
Tiod  of  time,  is  appropriate  for  all  surgical  operations  of  little  dura- 
tion, like  most  of  those  required  in  dentistry ;  the  latter  (chloroform) 
acting  slower  and  its  effects  being  more  lasting,  is  only  suitable  when 
a  prolonged  effect  is  desired,  as  in  capital  amputations,  and,  in  gene- 
ral, all  protracted  surgical  operations. 

AH  anesthetics  act  on  the  system  similar  to  alcohol,  the  smallest 
effective  dose  produces  exhilaration,  a  little  more  great  excitement, 
which  in  different  individuals  manifests  itself  in  a  great  variety  of 
ways,  a  greater  dose  produces  sleepiness,  and  the  maximum  dose  per- 
fect insensibility  (total  drunkenness).  The  difference  between  nitrous 
oxid  and  the  other  anaesthetics  is,  that  the  first  being  a  supporter  of 
combustion  and  respiration,  stimulates  the  nervous  system,  and  pro- 
duces an  increase  of  vitality,  the  others  being  non-supporters  of  com- 
bustion and  respiration,  depress  the  nervous  system  and  bring  vitality 
below  the  standard,  both  with  the  same  final  result,  perfect  uncan- 
sci€m$ne9S  ;  the  difference  only  is  that  the  unconsciousness  produced 
by  the  increase  of  vital  action  is  harmless,  and  the  same  result  pro- 
doeed  by  the  depression  of  vital  action  is  injurious,  and  may  prove 
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fahil;  in  other  ivords,  that  the  excitement  or  uncoDBcionsnees  fol- 
lowing the  use  of  nitrous  oxid  is  harmless  in  its  results,  and  the  ez- 
citeiuent  or  unconsciousness  following  the  use  of  ether  or  chloroform 
is  connected  with  danger. 

It  is  a  fact  stated  by  Dr.  Golton,  who  has  administered  the  nitrons 
oxid  to  about  20,000  persons,  more  individuals  than  any  other  man 
living,  that  never  any  fatal  result  has  followed;  in  the  meantime,  it 
is  estimated  that  upwards  of  3000  lives  have  been  lost  during  the  ad- 
ministration of  ether  and  chloroform. 

Since  the  nitrous  oxid  has  been  introduced  for  the  above-mentioned 
purposes,  it  has  been  observed  that  in  some  instances  persons  after 
having  used  it,  felt  nausea  and  even  vomited ;  now  this  is  by  no  means 
the  fault  of  the  gas,  but  of  the  method  of  administering  it. 

Thus  far  it  has  in  fact  always  been  administered  in  a  most  disgust- 
ing manner ;  an  india-rubber  bag  or  bladder,  of  four,  six,  or  eight 
gallons  contents,  provided  with  a  stop-cock  and  mouth-piece,  is  filled 
with  the  gas  and  placed  to  the  mouth  of  the  patient,  who  has  to  breathe 
ont  and  in  the  bag :  as  now  during  respiration  the  lungs  give  continu- 
ally off  carbonic  acid,  which  is  thrown  out  of  the  system  by  the  act  of 
expiriition,  as  an  injurious  poisonous  substance  ;  this  expired  carbonic 
acid  goes  in  the  bag,  mingles  with  the  gas,  dilutes  it  and  makes  it  imr 
pure;  more  than  that,  it  poisons  it ;  all  breathing  in  and  out  of  a  bag 
causes  us  to  breathe  our  own  breath  over  again,  which  is  nothing  less 
than  breathing  a  poisoned  atmosphere,  rendered  continually  more  so 
by  every  expiration  ;  any  one  may  verify  this  by  breathing  out  and 
in  such  a  bag,  when  simply  filled  with  atmospheric  air,  after  a  very 
few  minutes  giddiness  and  nausea  are  the  result,  and  those  are  the 
regular  symptoms  of  poisoning  by  carbonic  acid. 

To  avoid  this  objection,  the  Professor  first  constructed  a  stop-cock 
with  valves,  which  opened  and  closed  in  such  a  way  that  the  exhaled 
gas  was  expelled  in  the  atmosphere  and  lost;  he  found,  however,  that 
in  this  way  the  amount  required  to  aifeot  some  individuals  was  so  ex- 
travagantly large,  and  the  bags  and  quantities  necessary  so  enormous, 
that  he  soon  gave  this  up  as  too  expensive  and  troublesome. 

In  the  same  time,  the  manner  in  which  the  gas  has  been  produced 
and  preserved  thus  far  is  cumbersome  and  imperfect  in  the  extreme. 
iNitrous  oxid  is  developed  by  decomposing  nitrate  of  ammonia  by  heat 
in  a  glass  retort,  producing  thus  nitrous  oxid  and  water,  which  distils 
over.  This  operation  is  expressed  by  the  following  chemical  formula : 
Nitrate  of  Ammonia  is 

Ammonia,  NH^O,  Nitric  Acid,  NO5. 
This  is  by  the  application  of  heat  decomposed  in  its  elements,  2  N 
(two  atoms  of  nitrogen,)  4  H  (four  atoms  of  hydrogen)  and  6  O  (six 
aU>m8  of  oxygen,)  but  like  in  all  similar  decompositions,  the  elements 
are  not  separated  uncombined,  but  at  the  moment  of  their  separation 
enter  in  new  combinations,  namely,  4  of  the  6  atoms  of  oxygen  com- 
bine with  4  atoms  of  hydrogen  and  form  4  HO  (four  atoms  of  water), 
and  the  tw^o  remaining  atoms  of  oxygen  combine  with  the  two  atoms 
of  nitrogen  and  form  2  NO  (two  atoms  of  nitrous  oxid).     The  products 
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of  ibis  deeoioposition  are  sometimes  passed  through  a  irashing-hottle, 
and  if  this  is  done,  the  operation  is  well  enough  as  far  as  this  is  con-' 
corned,  but  the  objectionable  features  are  the  next. 

The  gas  is  passed  in  a  common  wooden  barrel  filled  with  water ;  it 
is  passed  in  from  below,  so  that  a  quantity  of  water  equal  to  the  quan- 
tity of  gas  introduced  continually  flows  out,  causing  a  waste  of  water 
at  least  equal  to  the  volume  of  all  the  gas  manufactured,  not  to  speak 
of  the  trouble  of  managing  this  water,  when  used  in  a  locality  without 
water-works ;  the  gas  being  very  soluble  in  water,  will  for  a  large  por- 
tion be  absorbed  by  it,  and  when  left  in  this  state,  the  diminishing 
Tolame  of  gas  will  continually  be  supplied  by  atmospheric  air,  when 
this  has  occasion  to  enter  somewhere,  thus  diluting  it  and  spoiling  its 
effects.  Sometimes  the  gas  is  passed  in  a  very  large  india  rubber  bag, 
or  in  an  apparatus  partially  made  of  india  rubber,  to  keep  it  ready  for 
use;  from  this  bag  it  is  passed  in  the  smaller  ones  mentioned  above, 
intended  for  its  administration. 

"Sow  it  is  a  fact  known  by  experience  to  all  who  have  attempted  to 
preserve  different  kinds  of  gases  in  such  bags,  that  after  some  days 
they  all  lose  their  characteristic  properties,  they  are  nearly  alwavs 
after  a  longer  or  shorter  period  of  time  changed  in  atmospheric  air, 
and  this  by  an  interchange  of  their  atoms  through  the  infinitely  small 
pores  of  the  bag,  with  the  atoms  of  the  surrounding  atmosphere,  this 
action  is  called  endoemoee,  and  operates  always  when  two  different 
gases  or  fluids  are  separated  by  some  membrane,  however  air-tight 
this  membrane  may  be  when  placed  between  two  gases  or  fluids  of  the 
Bame  kind. 

Another  objection  against  india  rubber  bags  is  that  they  all  dete- 
riorate by  age  sooner  or  later,  according  to  the  quality  of  the  rubber ; 
rubber  is  nearly  always  undergoing  a  slow  process  of  oxidation,  as  is 
proved  by  the  analvsis  of  fresh  and  of  old  rubber,  the  last  always  con- 
taining considerable  oxygen,  the  fresh  little  or  none ;  how  eases  act 
on  rubber  is  illustrated  by  the  peculiar  disagreeable  odor  rubber  tubes 
acquire  when  used  to  conduct  common  illuminating  gas ;  the  nitrous 
ozid  also  communicates  a  particular  odor  to  the  rubber  bags,  which  in 
some  instances  is  quite  repugnant. 

This  imperfect  mode  of  manufacturinfr,  and  worse  method  of  ad* 
ninistering  nitrous  oxid,  has  induced  the  Professor  to  attempt  the  con*' 
strnction  of  an  apparatus  by  which  all  those  difficulties  are  overcome, 
the  apparatus  not  only  being  a  substitute  for  the  disgusting  breathing 
bags,  out  also  for  the  cumbersome  barrel,  and  large  expensive  india 
rubber  bags. 

The  success  of  his  apparatus  exceeds  his  most  sanguine  expecta* 
tions,  as  it  fulfils  the  following  requisites : 

1.  CompleteneM;  nothing  else  is  wanted  ;  it  consists  of  three  parts, 
first,  the  generator  and  purifier ;  second,  the  receiver  and  preserver ; 
and  third,  the  breathing  apparatus. 

2.  Cheapneee.  Its  expense  is  not  more  than  the  india  rubber  bags, 
barrels,  or  retorts,  and  it  will  be  cheaper  in  the  end,  because  of  its 

8.  Durahility.  Being  all  of  glass,  it  does  not  deteriorate  in  the 
course  pf  time  like  wooden  barrels^  and  much  more  the  expensive  india 
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rubber  bags,  wbich  in  a  few  years  become  useless,  an  experience  made 
sooner  or  later  by  all  who  use  them. 

4.  Economy  when  preserving  it.  No  gas  whatever  is  lost  or  wasted ; 
a  measured  amount  of  nitrate  of  ammonia  is  sufficient  to  fill  the  re- 
ceiver or  reservoir  with  gas,  which  being  of  glass  and  floating  exactly 
balanced  in  another  glass  vessel  over  diluted  sulphuric  acid,  no  gas  is 
lost  by  endosmose  or  absorption  of  the  water ;  the  Professor  found  by 
a  long  series  of  experiments  that  of  all  the  fluids  and  solutions  tested, 
diluted  sulphuric  acid  absorbs  the  gas  least,  and  keeps  it  in  the  purest 
state. 

5.  Economy  in  administering  it.  As  the  gas  is  not  drawn  off  in 
small  bags,  to  be  partially  wasted,  but  is  breathed  directly  from  the 
reservoir,  and  all  the  exhaled  gas  returns  to  it  by  an  entirely  different 
channel,  during  which  passage  it  is  purified,  no  gas  whatever  can  pos- 
sibly be  lost,  but  every  part  of  what  has  been  produced  is  made  avail- 
able to  produce  anaesthesia. 

6.  Purity  of  the  administered  gas.  The  purification  spoken  of  above, 
is  accomplished  by  passing  the  exhaled  gas  along  a  different  channel 
through  a  solution  of  caustic  potassa,  which  will  necessarily  retain  the 
carbonic  acid,  and  only  permit  the  pure  nitrous  oxid  to  return  to  the 
reservoir.  The  strong  affinity  of  caustic  potassa  for  carbonic  acid  is 
known  to  all  chemists,  who  ascertain  the  correct  amount  of  carbon  in 
organic  compounds,  by  this  power  of  a  potash  solution  to  absorb  com- 
pletely all  carbonic  acid  in  an  atmosphere  passing  through  it. 

7.  Economy  of  time.  The  apparatus  is  always  in  working  order, 
the  retort  being  kept  filled  with  a  dose  of  nitrate  of  ammonia ;  it  is 
everywhere  so  provided  for  safety,  that  the  operator  has  only  to  ignite 
the  lamp,  and  need  not  meddle  with  it  afterwards,  except  extinguish- 
ing it  in  about  five  minutes  when  the  gas  reservoir  is  filled,  in  five 
minutes  more  the  white  fumes  have  disappeared,  and  it  may  be  used 
if  neb^Seary.  The  Professor  has  shown  this  at  the  meeting  of  the 
Dental  Association  in  the  city  of  New  York,  on  Wednesday,  Novem- 
ber 17,  where  he  for  the  first  time  exhibited  his  apparatus,  and  had 
one  of  the  persons  present  fairly  under  the  influence  of  the  gas  ten 
minutes  after  he  commenced  developing  it. 

However,  it  is  better  to  wait  longer  and  let  the  gas  rest  for  one  or 
two  hours,  then  it  is  sweeter  and  more  palatable,  and  the  apparatus  is 
just^  appropriate  for  keeping  the  gas  any  length  of  time,  as  for  de- 
veloping it  at  a  few  minutes'  notice. 

Mr.  P.  E.  Chase  said  that  he  thought  that  Dr.  Yander  Weyde  had 
secured  economy  in  administering  the  gas,  by  a  fearful  risk  of  health. 
Although  the  solution  of  caustic  potassa  might  prove  an  adequate  pu- 
rifier so  far  as  the  carbonic  acid  was  concerned,  he  did  not  think  it 
w^ould  remove  any  contagious  or  miasmatic  influence  that  might  be  con- 
tained in  the  breath.  The  same  gas  being  breathed  over  and  over  by  an 
unlimited  number  of  patients,  the  reservoir  might  become  so  impreg* 
nated  with  tuberculous  or  eczematous  virus,  that  the  risk  from  inhala- 
tion would  be  far  greater  than  from  any  ordinary  exposure  to  contagion. 

Mr.  Eleury  replied  that  it  can  he  proved  that  the  passing  of  the  ex- 
lialed  gas  through  the  caustic  potassa  deprives  the  same  of  any  virus 
or  other  poisonous  substance  that  might  lead  to  contagion. 
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A  Chmparlaon  of  some  of  the  Meteorological  Phenomena  of  Nov.,  1868,  mM  ihone 
of  Nov.,  18t>2,  and  of  the  same  tnonth  for  tiiirteen  yearSy  at  Philadelphia,  Pa, 
Barometer  GO  feet  above  mean  tide  in  the  Delaware  River.  Latitude  80°  57^^  N.; 
Longitude  75°  loy  W.  from  Greenwich.    By  Jamks  A.  Kirkpatrick,  A.  M . 


Nov. 

Nov. 

Nov. 

1868. 

1862. 

18  years. 

Thermometer— Highest— degree,     . 

69-0«> 

71 -GO 

80-00 

date 

6th. 

2d. 

1st,  1860. 

**              Warmest  day — Mean, 

60-50 

61-67 

72-30 

"                   "            »'       date. 

5th. 

2d. 

9th,  1857. 

**              Lowest— degree, 

25-00 

27-00 

16-00 

"                   **         date,  . 

80th. 

7th  &  8th. 

25th,  1860. 

"              Coldest  day— Mean, 

30-50 

80-60 

23-30 

•*                   **        "       date,    . 

30th. 

7th. 

25th,  1860. 

"              Mean  daily  oscillation, 

14-87 

18-40 

13-40 

**                 **        "     range,     • 

6-86 

6-94 

5-70 

Means  at  7  A.  M.,    . 

42-45 

4067 

41-17 

"                  "            2  P.  M.,     . 

52-63 

4818 

50-37 

"          9  r.  M.,     . 

46-12 

48-25 

44-40 

"                 "       for  the  month, 

47  07 

44-J3 

45-31 

Barometer — Highest— Inches, 

80-249  in. 

80-555  in. 

80-661  in. 

"                 *»        date,      . 

28d. 

16th. 

12th,  1851. 

<<           Greatest  mean  daily  press. 

80-232 

80-509 

30-520 

•«                  •♦        date,      . 

23d. 

16th. 

12th,  1861. 

"           Lowest — Inches, 

29-484 

29-380 

29-117 

"                 "        date,      . 

17th. 

20th. 

19th,  1867. 

**'           Least  mean  daily  press., 

29-498 

29-467 

29-256 

"                 *•        date,      . 

17th. 

20th. 

19th,  1857. 

"           Mean  daily  range. 

0-185 

0-159 

0-184 

Means  at  7  A.  M., 

29  863 

29-877 

29-914 

2  P.  M., 

29-804 

29-823 

29-871 

9  P.  M.,        . 

29-854 

29-870 

29-901 

•«                  "    for  the  month. 

29-840 

29-857 

29-895 

Force  of  Vapor — Greatest — Inches, 

0-463  in. 

0-548  in. 

0-832  in. 

••            "     .         "            date,     . 

15th. 

20th. 

8th,  1867. 

"            •«          Least— Inches,     . 

•074 

-106 

-055 

"            "              ♦*        date. 

10th. 

16th. 

25th,  1857. 

««            •*          Means  at  7  A.  M., 

•208 

•213 

•226 

««            •*              "           2  P.  M., 

•214 

-228 

•280 

"            *«              "           9  P.  M., 

•210 

-224 

-233 

**            ♦*              "    for  the  month, 

•213 

•222 

•230 

JRelative  Humidity — Greatest— per  ct., 
*'            *»                   "            date, 

97  per  ct. 
16th. 

100  per  ct. 
7th. 

100  per  ct. 
Often.' 

"            "               Least — ^per  ct. 

260 

87-0 

25-0 

•«            "                   **        date, 

7th. 

13th. 

7th,  1803. 

«*            "               Means  at  7  A.M., 

737 

79-4 

77  5 

"            "                   "          2  P.M., 

52-2 

64-5 

68-9 

"            »*                   "          9  P.M., 

660 

751 

78-0 

*«            *•                   *•  for  the  month 

640 

780 

700 

Clouds — Number  of  clear  days, * 

6 

8 

8-5 

1        *'              "            cloudy  days. 

24 

22 

21-5 

•«        Means  of  sky  cov'd  at  7  A.M. 

67-8  perct. 

64-0  per  ct. 

59-9  per  ct. 

**              **           **        *•         2  P.M. 

64-3 

64-8 

60-0 

•«              •*           *•       **         9  P.M. 

52-3 

68-7 

62-6 

"              "           **     for  the  month, 

64-6 

64-0 

67-5 

Rain  and  Melted  Snow— Amount, 

2-960  in. 

4-455  in. 

8-756  in. 

No.  of  days  on  which  Rain  or  Snow  fell, 

7 

16 

10-6 

Prevailing  Winds— Times  in  1000, 

n82«46/w-371 

k79o0'w-287 

n70°41  w*262 

•  LeM  than  ooe-thinl  cotcred  at  ib«  hourt  of  obiervatioB. 
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A  Comparison  of  some  of  Oie  Meteorological  Phenomena  of  the  Axrrxsusof  1868,  with 
that  of  1862/an<i  of  the  same  Season  for  thirtksn  yearSy  at  PhiladelphiOj  Pa, — 
Barometer  60  feet  above  mean  tide  in  the  Delaware  Kiver.  Latitude  89^  biy  N.; 
Longitude  75^  10}^  W.  from  Qreeiiwich.   By  James  A.  Kibkpatbick,  A.  M. 


Autumn, 
1863. 


Autumn, 
1862. 


Autumn  for 
18  years. 


Thermometer — Highest — degree,     • 
"  **  date, 

"  IrVarmest  day — Mean, 

"  "  *♦       date, 

"  Lowest — degree^ 

"  **         date,  . 

**  Coldest  day — Mean, 

•*  "        "       date,    . 

''  Mean  daily  oscillation, 

"  **        **    range,     . 

'*  Means  at  7  A.  M.,    . 

2  P.M.,     . 

9  P.M.,     . 
"  '*  for  the  Autumn, 

Barometer—Highest— Inches, 
"  "        date,      . 

<  *  Greatest  mean  daily  press . 
•*  **        date,      . 

'*  Lowest — Inches,  . 
«*  "        date,      . 

*'  Least  mean  daily  press., 
"  "        date,      . 

'*  Mean  daily  ranee, 

««  Means  at  7  A.  M., 
«  •*        2  P.  M., 

<*  *'        0  P.  M., 

"  **      for  the  Autumn, 

Force  of  Vapor — Greatest — Inches, 

**  "  "            date,     . 

"  "  Least — Inches,     . 

"  *«  "        date, 

"  **  Means  at  7  A.  M., 

"  "  *♦           2  P.  M., 

*«  "  "           9  P.  M., 

"  "  "for the  Autumn, 

Kelative  Humidity — Greatestr— per  ct., 

"            "  "            date, 

**            "  Least — per  ct., 

«*            "  •♦        date,  . 

"            •*  Means  at  7  A.M., 

•*  "          2  P.M., 

"            "  "          9  P.M., 

*«            "  "  for  Autumn, 

Clouds — Number  of  clear  days,*      . 
"  ♦<  cloudy  days,     . 

•  *        Means  of  sky  cov'd  at  7  A.  M 
«(  ((  «t       «         2  P.M. 

"         "       *«     "      9  p!m 

"  *«  ««        for  Autumn, 

Rain  and  Melted  Snow — Amount, 
No.  ot  days  on  which  Rain  or  Snow  fell, 

Prevailing  Winds— Times  in  1000, 


83-000 
7th  SepU 

7717 
7th  Sept. 

26-00 
30th  Nov, 

30-60 
30th  Nov. 

16-04 
6-17 

61-27 

61-73 

6500 

66-00 

80-312  in. 
23d  Sept. 

30-244 
23d  Sept. 

29-281 
18th  Sept 

29-400 

18th  Sept. 

0-136 

29-908 

29-862 

29-906 

29-892 

0-784  in. 
17th  Sept. 

•074 
10th  Nov. 

•811 

•324 

•828 

•321 

97  per  ct. 
16th  Nov. 
260 

7th  Nov. 
76-1 
68-8 
69-2 
66  0 

26 

66 

67-3  perct. 

66-6 

44-6 

62-6 

6-601  in. 
24 

n76«60'v201 


87-00<» 
8th  Sept. 

77-83 
8th  Sept. 

27  00 
Nov.  7  &  8. 

30-60 
7th  Nov. 

14-98 
6-24 

62-30 

62-83 

65-93 

6702 

30-666 
16th  Nov. 

80-609 
16th  Nov. 

29-307 
27th  Oct. 

29-467 

20th  Nov. 

0-146 

29-874 

29-831 

29-868 

29-858 

0-833  in. 
12th  Sept. 

•106 
16th  Nov. 

•389 

•366 

•369 

•368 

100  per  ct. 
7th  Nov. 
32-0 
3d  Sept. 
78-7 
69-4 
74-7 
70-9 

31 

60 

68-8  perct. 

65-8 

62  8 

65-6 

14-897  in. 
82 

n64°66V-140 


95-00* 
Sep,  12, 186L 

86-20 
Sept.  6, 1864. 

16-00 
Nov.25,1860. 

28-80 
Nov.25, 18G0. 

1683 
5-29 

51-67 
.62-78 

55-49 

66-65 

80^661  in. 
Nov.l2,18ol 

30-620 
Nov.12,1861. 

29-012 
Oct  26,  1857, 

29-069 

Oct.  26, 1857. 

0-160 

29-938 

29-896 

29-921 

29-918 

0-991  in. 
Sept  6, 1854, 

•056 
Nov.26,1867. 

•838 

•357 

-357 

•851 

100  per  cent 
Often. 
28  0 
Oct  21, 1859. 
78-2 
67-1 
78-8 
09-7 

29-4 

61-6 

67 '3  per  ct. 

65-4 

42-6 

61-8 

10-620  in. 
27-2 

k76<>27'w280 


*  Xms  than  oae-tiiird  cotokhI  wX  Ui«  bowt  of  oU«rTstioni 
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A  ComporUon  of  some  of  the  Meteorological  Phenomena  of  Dec,  1863.  wifh  ihone 
of  Dkc,  1862,  and  of  the  same  month  for  thirtken  ye'ars^  at  Philadefphia,  I*n. 
Karometcr  6i)  feet  above  mean  tide  in  ttie  Delawaro  River.  Latitude  39°  07^'  N.; 
Lfon^itudo  75®  loy  W.  from  Greenwich.     By  James  A.  Kikkpatkick.  A.  M. 


December,      December, 
1863.  1862. 


Dc(;enilicr 
for  13  vears. 


Thermometer — Highest— degree,     . 
♦♦  date, 

*'  Warmest  day — Mean, 

"  ♦*  **       date, 

**  Lowest — degree, 

"  "         date, 

•*  Coldest  day — Mean, 

*•  **        •»      date,  . 

•*  Mean  daily  oscillation, 

"  •*        **     range,   . 

"  Means  at  7  A.  M.,  . 

2  P.  M.,  . 

9  P.  M.,   . 
"  **      for  the  month, 

Barometer — Highest — Inches,  | 

date,      . 
••  Greatest  mean  daily  press. 

**  »»         date, 

•*  Lowest — InL'hes, 

"  **         date, 

"  Least  mean  daily  press., 

"  *•         date, 

••  Mean  daily  range, 

"  Moans  at  V  A.  M., 

2  P.  M., 
9  P.  M., 
"  "     for  the  month,  . 

Force  of  Vapor — Greatest — ^Inches, 
date,     . 
**  "         Least — Inches, 

**  *»       date. 

Moans  at  7  A.  M., 
"  "  2  P.  M., 

9  P.  M., 
"  •*  "      for  the  month, 

Humidity — Greatest — per  ct. 
"  date, 

'*  ••  Least — per  ct., 

"  "  "       date,    . 

"  "  Means  at  7  A.M. 

♦«  "  2  P.M. 

"  "  **  9  P.M., 

**  "  "for  the  month 

Clouds — Number  of  clear  days,* 
**  **  cloudy  dayp, 

•*        Means  of  sky  cov'd  at  7  A.M., 
I*  «*  It      «t  2  P.M., 

•*  **  "      "  9  P.M. I 

"  •*  "      for  the  month| 

Rain  and  melted  Snow— Amount,    . 
No.  of  days  on  which  Rain  or  Snow  fell. 

Prevailing  Winds— Times  in  1000, 


Relative  ! 


60-00® 

14th. 
5417 

13th. 
1500 

28d. 
20-67 

23d. 
13-26 

6-54 
30-87 
3913 
34  68 
34-89 

30-495  in. 

7th. 

30-423 

7th. 

29167 

14th. 
29-341 

14th. 

0-223 
29-999 
29-935 
2'.)-98l 
29-972 

0-486  in.; 
14th.        1 

•061  in. ' 
11th. 

•142 

•156       ' 

•145 

•148       j 

06  per  ct.    . 

14ih.        ' 
350  ' 

24th. 
741 


59-8 
08-5 
67-5 

10 

21 

56-1  perct. 

56-8 

47-4 

53-4 

4-871  in. 
10 


64-00 

15th. 
5500 

15th. 

8-00 

21st. 
15-83 

20th. 
12-74 

6-46 
32-24 
39-76 
34-71 
85-57 

80-49oin. 

20th. 
30-401 

20th. 
29-819 

16th. 
29-507 

16th. 

0197 
29-932 
29-895 
29-936 
29-921 

0-377  in. 
15th. 

•040 
20th. 

•154 

•163 

•162 

-160 

r2  per  ct. 

14lh. 
81 
2d. 
8-5 
61-5 
74-8 
71-6 

13 

18 

52-6  per  ct. 

58-7 

42-6 

51-2 

1-555  in. 
8 


I       7( 


71 -(M*** 

2d,  1859. 

62-80 

2d,  1859. 

4-50 
19th,  185C. 

11-00 
18th,  185G. 
12-35 
6-38 
31-70 
39-25 
34-59 
35-18 

30^678  in. 
^18th,  1856. 
30611        I 
18th.  1856. 

28-946 
9th,  185.5.    , 

29-175 
9th,  1855. 
0-212 
29-962 
29-922  I 
29-947 
29-944   j 

0-551  in.  ' 
2d,  1859. 

-025 
18th,  1856. 
■143 
-167 
•155 
-155       , 

100  per  ct.    ' 
Often. 
23-0 

15th.  1861. 
771  1 

65-3  1 

75-0  ! 

72-5 

91 
21-9 

63-4  perct. 
62-8  ; 

46-1 
57-4  ; 

8-631  in. 
9-9 


n72«0^  w  -243  n84O24'w-301  N60«17'w-285i 


*  LeM  tbaa  pno-tbird  ooTercd  at  Uie  hoara  of  obwrvatloD. 
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A  Comparison  of  some  of  the  Mel  tor  oloff  teal  Phenomena  of  the  year  1863,  iriih  ihosf 
of  1862,  and  *f  the  last  twklvk  yeaj'Sj  at  Philadelphia,  Pa.  Barometer  60  feet 
a!)ovo  mean  tide  in  the  Delaware  River.  Latitude  89**  67J'  N. ;  Longitude  75® 
10.]'  W.  from  Greenwich.     By  Jamks  A.  KiRKPATRtCK,  A.  M. 


1863. 


1862. 


12  Years. 


Thermometer— Highest— degrrec,     .  Oo-tK)**  |       Uo-50              lOOoO"      I 

*•           date,         .  Auar.  10.  July  7.         July21,1854. 

Warmest  day— Mean,  88-60  87-67               91 '80 

»•'     date,  Aug.  10.  Aug  9.        Ju1v2I,  18M. 

»*                Lowest— dccjrec,       .  500  |        800            —6-60 

♦*                    *♦          date,           .     '  Feb.  5.  Dec.  21.      Jan.  28, 1857 

Coldest  day— Mean,      i  1M7  |       16-83            —100 

•*                      ♦•        •*      date.   .     !  Feb.  4.  ,     Dee.  20.       Jan.  9, 1856, 

''               Mean  daily  oscillation,!  14-68  i       15-21               15-14 

j             •'                    "        "     range,    .     |  5-89  6-15                 6-55 

Meana  at  7  A.  M.,   .  49-98  I      49-22               49-71 

•             "                    "2  P.  M  ,    .  59-21  1       69-UO                69-90 

9  P.  M.,    .  63-21  62-68                5814 

»*       for  the  year,      j  6413  .      68-68               64-25 

.  Barometer — Highest — Inches,               '  80-671  in.  i      80-555 in. 

**                "           date,      .         .  Feb.  4.  Nov.  16. 

"          Greatest  mean  dally  press.,  80  653  I      80  609 

date.        .        .  Jan.  18.  Nov.  16. 

Lowest— Inches,    .         .  2t)127  I      29-216 

♦*                 •*         date,        .  Jan.  16.  ;     Feb.  24. 

'*          Least  mean  daily  press.,  29-298  29-390 

dale,    *   .         .     ]  Jan.  16.  ,    March  16. 

"          Mean  daily  range,  0-157  0-160 

Means  at  7  A.  M.,        .  29  879  29-863 

2  P.  M.,         .  29-835  29-822 

«*          9  P.  M.,         .  29-877  29-852 

"                "     for  the  year,  29-864  29-846 

Force  of  Vapor — Greatest — Inches,  0-980  in.  0-989  in. 

*'              •*            date,     .  Au".  10.  i     Aug.  8. 

♦*            ♦*         Least— Inches,      .  *»027  j          -040 

**            "              "       date,          .  Feb.  4.  Dec.  20. 

*»            •*         Means  at  7  A.  M.,  -316  -808 

♦»            ♦«              ••          2  P.M.,  -322  -816 

*«             **               •«          9  P.  M.,  .382  '880 

»«            "              "      for  the  year,  -328  -818 

Relative  Humidity— Greatest — ^pcrct.,  100  per  ct.  100  per  ct. 

date,  Jan.  21.  Often. 

"            •*               Least- per  ct.,  J 5  0  180 

date,    .  April 26.  Ap.27;May8. 

!         *'            •*               Means  at  7  A.M..  74-5  74-9 

"            •*                    ••          2  P.M.,  56-7  56-4 

9  P.M.,  70-5  71-6 

1        •»            •*                   "  for  the  year,  67-2  67-6 

'Clouds — Numbcrof  clear  days,*      .  98 

*•              »*            cloudy  days,     .  272 

'        "        Mcansofskycov'datY  A.M.,  63-4  per  ct. 

i         •*              '*          *•        "        2  P.M.,  68-9 

"         "         9  P.M..  49-9 

I        ««              "          "        for  the  year,  69-1 

.  Rain  and  melted  Snow — Amount,    .  49-642  in. 

;  No.  of  days  on  which  Rain  or  Snow^  fell,  143 

I  Prevailing  Winds— Times  in  1000,       n65»1C^149 


100 
265 

62-9  per  ct, 

62-8 

62-6 

69-4 

45-666  in. 
184 

M58«40'wl6f 


I 

I 

80-704  in.  I 
Jan.  28, 1853. 

30-611       j 
Dec.  18.1856. 

28  884      I 
Ap.  21,  1852, 

28-959 

Ap.  21,  1852. 

0-156 

29-889 

29-849 

29-875 

29-871 

1069  in 
June  30, 1855! 

-018      I 
Feb.  6, 1855.1 

-824      I 

-389      I 

•344 

•886      I 

100  per  ct    I 
Often. 
13-0 
Ap.  18,  1862- 
76-0 

67-4  i 

72-2 
68-6 

110 
256 

59-8  per  ct. 

60-3 

46-2 

65-1 

45-828  in. 
128 
N78«65'wa06 


*  UiM  tbMi  ott«'thlnl  coT«nrd  iit  1h«  hours  of  obterrttUoii. 
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MOeorologjf—ne  Ye^ir  1863. 
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WOOD'S     PATENT. 


NEW  FUSIBLE  METAL  AND  IMPROVED  ALLOYS; 

For  Solders,  Cements,  Plugs  for  Safety  Valves,  Thermoscopic  Tests, 
Light  Castings,  Moulds,  Dies,  Medallions,  Copying  delicate 
forms,  natural  or  artificial,  Hermetic  Sealing,  Sil- 
vering Mirrors,  Electrotype  and  Stereo- 
type purposes,  &c.,  &c. 


Combining  valnable  qualities  possessed  by  no  other 
class  of  alloys. 

CSECURED  BY  LETTERS  PATENT.  March  20,  18G0.) 


The  Patent  embraces  the  clas«  of  Fusible  Alloys  produced  by  combining  Cadmium 
with  tin  and  lead,  or  with  tin,  lead,  and  bismuth,  (in  either  case,  with  or  without  the 
addition  of  mercury,)  in  the  proportions  set  forth  in  the  specification,  and  secures  to  the 
undersigned  the  use  of  cadmium  in  these  combinations  and  proportions  for  the  production 
•f  said  alloys. 

Willing  to  allow  artisans  opportunity  to  test  the  working  qualities  of  this  class  of  al- 
leys, and  not  to  be  particular,  for  the  time,  as  to  the  source  or  manner  of  procurement, 
MO  measures  have  hitherto  been  put  in  force  to  stop  infringements.  But  this  is  to  give 
Botioe,  <that  all  parties  or  persons  hereafter  found  in  any  way  infringing  on  the  Patent, 
will  be  proceeded  against,  wherever  found,  to  the  full  extent  of  the  Law. — Without  a 
grant  from  the  patentee,  **  It  is  an  infringement  to  make  a  patented  article  for  use  or 
saie,  though  if  be  never  used  or  sold;  to  use  it,  though  made  by  another,  and  to  sell  it, 
whether  made  by  oneself  or  another,^* — Cvktis. 

State,  County,  Town,  Laboratory  or  Shop  rights  to  make  and  use  the  patent  fusible 
alloys,  with  directions  for  modifications  of  the  formule  for  special  results,  are  for  sale  on 
liberal  terms. 

Samples  sufficient  for  testing  the  qualities  of  the  alloys,  furnished  at  the  cost  of  manu- 
facture, upon  payment  of  charges.     Descriptive  circulars  sent  upon  application. 

Address  Dr.  B.  WOOD, 

Albany,  New  York. 
January  Ist,  18C4. 
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PROSPECTUS 

•r  Tfli 

JOURNAL  OF  TIIE  FRANKLIN  INSTITUTE 

Of  tlM  ftUta  of  TmKmylwma^ 
FOR  THE  PROMOTION  OF  THE  MECHANIC  ARTft. 


The  Journal  of  the  FrmnUin  Inetitote  !e  the  oldest  Periodical'  in  the  United  I 
eeroted  to  toe  ipread  of  information  on  subjecta  oonnected  with  the  Mechanic  and  Ma 
hctating  Arts,  and  the  only  one  eontainin|  a  complete  record  of  American  Patenlaie 
since  its  establishment  in  Januaiy,  1826. 

The  extensive  Ibt  of  European  Exchanges  which  it  possessee,  enables  it  to  gira  to  Ha 
leaders  early  information  as  to  any  tmproTements,  or  discoveries  made  in  any  part  of 
Europe,  while  it  ensures  to  articles  published  in  its  pages,  a  wide  circulation  in  those 
Countries  of  the  Old  World  in  which  Mechanic  Arts  and  Manufiictures  prosper. 

Among  its  correspondcnU  will  be  found  many  of  the  most  distinguished  artixans  and 
acientific  men  of  our  own  Country;  and  in  it  will  beToundthe  oflkdal  aoeoonts  of  many 
important  experimental  reeearchee,  conducted  under  authority  of  the  Institute  or  otlier 
public  bodies.  A  liberal  compensation  Is  offered  by  the  Committee  for  all  original  articles 
within  ita  scope;  and  manufacturing  6rms  are  respectfully  solicited  to  forward  to  the 
Actuary  such  details  as  they  may  deem  suitable,  of  mechanical  processes,  machinefj 
steam  vessels,  and  other  engineering  works  in  process  of  construction. 

The  series  of  Reports  of  important  Patent  Law  cases  adjudicatrd  in  the  United  Sutes 
Courts,  which  will  be  continued  by  the  able  Reporter  who  has  hitherto  furnished  then 
Ibr  the  Journal ;  and  the  copious  index  of  Patents  from  1828  to  the  present  day,  which  im 
digested  semi-annually  and  arranged  chronologically,  lictng  the  only  complete  index  pub* 
lidbed  regularly  during  that  period,  make  it  indispensaUSo  as  a  lx>ok  of  reference  to  tbuoe 
interested  in  this  branch  ">!  Jurisprudence.  To  Enginrrrs  and  Ship  Builders  its  pagaa 
offer  a  record  of  the  dimensions  and  the  particulars  of  the  ficrformance  of  steamers  buih 
or  building  in  the  United  States  and  abroad,  of  which  the  value  can  be  Itest  appreciated 
by  those  engaged  in  the  construction  of  steam  vessels.  'J*he  number  of  correspondents  in 
this  department  is  large  and  rapidly  increasing. 

Artizans  and  practical  Manufacturers,  for  whose  hencHt  the  Journal  is  particularly  d*» 
aigned,  require  a  periodical  combining  sound  theory  wi*h  reliable  information  on  subjects 
properly  belonging  to  their  several  pursuits.  In  arranging  matter  for  its  |>agea,  the  Editiw 
and  Committee  on  Publications  are  guided  by  a  desire  to  lay  before  the  various  dassaa 
of  their  readers,  such  a  selection  as  will  be  valuable  to  them  in  their  buainess,  and  also 
maks  the  Journal  a  Repertory  worthy  of  preservation,  and  valuable  aa  a  reooid  of  the 
actual  history  of  the  Arts  in  successive  years. 

Each  nuinjtcr  contains  72  pages  octavo,  published  monthly,  forming  per  annum  two 
volumes  of  432  pages,  numerously  illustrated  with  line  wood  cuts  and  engravings  on 
ateel  and  copper.    Sulnicription  Price,  $5  per  annum. 

Ill  founding  this  Journal,  the  Franklin  Institute  was  not  governed  by  any  desirs  of 
pecuniary  profit,  but  solely  by  the  wbh  to  give  American  Mechanics  useful  information 
as  to  the  progress,  both  in  this  Country  and  in  Europe,  of  the  Arts  and  the  Sciences  upon 
which  they  are  founded.  As  the  whole  income  derived  from  it  is  expended  in  its  publica> 
tion,  ita  further  improvement  and  illustration  must  necessarily  depend  on  obtaining  an 
increase  of  iu  subscription  list.  With  a  view  to  promote  such  improvement  and  increase 
its  self-sustaining  ability,  the  Committee  on  Publications  has  decitled  to  make  a  very  con- 
siderable  reduction  in  the  sulwcription  price  of  the  Journal,  in  such  a  manner  aa  may  ofler 
an  inducement  to  present  subscribers  to  lend  their  aid  in  obtaining  for  it  aji  incieasetl 
drculation. 

They  therefore  propose  to  forward,  fret  of  postage,  two  copiea  for  one  year  to  any 
Twesent  subscriber  who  shall  send  the  name  of  one  new  subscriber,  and  remit  the  sum  of 
Bight  Dollars.  And,  in  like  manner,  to  forward  three  copies  to  any  subscriber  who  shall 
send  the  names  of  twv  new  subscribers  and  Ten  Dollars.  A  club  of  new  subscribers  re- 
mitting to  the  Actuary,  Eight  Dollara,  will  be  furnished  with  two  aopias  for  one  year,  and 
for  Ten  Dollars  three  copies  for  one  year. 

Comniunicationn  and  remitunces  to  be  made  to 

WIIXIAM  HAMILTON,  AeiuoFy, 

Franklin  Instttnte,  PhiladalpUk 
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M.  W.  BALDWIN  &  Oo^  PhUadelphia. 

Manufacture  LOCOMOTIVE  ENGINES  of  the  most  approved  construction,  and 
perfect  adaptation  to  all  the  variety  of  circumstances  under  which  thry  r»n  he  UKefully 
employed  ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one- half,  two-thinU, 
three-fourths,  or  the  whole  weight  for  adhesion,  aa  the  grade  of  the  road,  or  business  to  be 
done,  may  render  desirable  or  necessary. 

Patterns  of  various  sizes  of  each  of  the  following  plans,  viz : 
Plan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  buniiiera  exctuKively. 
*«      C,  2        «*  "  "  or  Freight  buniness. 

"      D,  3        "  "       ) 

**      D,  3        '<  "       r  ^°''  Freight  business  exclusively. 

««      E^  4        "  *•       ) 

The  D  and  E  Plans  are  particularly  adapted  to  road«  having  heavy  grades  and  abrupt 
curves.  The  temporary  track  connecting;  the  Eastern  and  Western  divisions  of  the  Vir- 
ginia Central  Railroad,  having  grades  of  295  feet  rine  per  mile,  and  curves  of  300  feet 
radius,  has  been  successfully  worked  for  two  years  past  by  six-wheel  D  Engines  of  oui 
make. 

The  materiah  and  workmanship,  efficiency  and  durability,  economy  of  fuel  and  re* 
pairMy  are  guarantied  equal  to  any  other  engines  in  use. 


ZiABORATORV 

FOR 

PRACTIGAL  &  ANAL7TIGAL  GHEMISTB7, 

CHANT  STREET.  TENTH  STREET  BELOW  MARKET. 
(Rear  of  St.  Stephen's  Church,  Philadelphia.) 


ESTABLISHED  IN  1836. 

Inatroction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEC- 
TURES and  PRACTICE,with  especial  reference  to  ANALYSIS,  MANUFACTURES, 
AND  MEDICINE. 

Analysis  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce  and 
manufacture.    Opinions  given  on  chemical  questions. 

BOOTn  A  GARRETT. 

Jamkb  C.  Booth, 
Thomas  H.  Gabbitt. 


THOMAS  D.  STETSON, 

Mechanical  Engineer  and  American  and  Foreign 

PATBNT  AGBNT, 

No.  5  TRYON   ROW,  Niw  Yemx. 
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TO  IRON  MANUFACTURERS. 


^^^Ul- 


NASMITTH'S 

Patent  Direct  Action  Steam  Hammer. 

(Merrick  &  Sons,  ^taigneet  of  tht  Patent  for  the  United  Statea.) 
The  undesigned  call  the  attention  of  Iron  Manufacturers  to  the  Nasnttb  Patent  Stkax 
Haxmbv,  now  so  generally  introduced  into  this  and  other  countries,  of  which  they  are 
the  assignees  and  sole  Agents  for  the  United  States.  Up  to  the  present  time  there  have 
been  made  by  the  Patentees  in  England,  for  that  country  and  the  Continent  of  Europe,  be- 
,  tween  two  hundred  and  fiAy  and  three  hundred  hammers,  for  GoYernment,  Railway  Compa 
nies,  Copper  Works,  Forges,  and  Engineering  establishments;  and  the  undersigned  have 
made  for  this  country  upwards  of  forty,  varying  in  size  from  500  lbs.,  falling  1)  ft,  to  6  tooa, 
falling  6  feet.  They  can,  therefore,  confidently  urge  its  merits  upon  the  trade,  and  are 
provided  with  certificates  in  its  favor  from  many  parties,  (who  have  one  or  more  in  use,) 
which  will  be  shown  upon  application. 

The  advantages  of  this  Hammer  over  all  other  forms  are  as  follows: — 
Ist,  The  Ram  falling  vertically,  the  surfaces  of  the  bitts  upon  it  and  the  anvil  are  always 
parallel,  giving  facilities  f<fr  flattening  a  ball  or  faggot  of  any  thickness;  and  the  fall  bein^ 
far  greater  than  that  of  any  helve  hammer,  a  much  thicker  mass  may  be  placed  under, 
without  choking  it. 

2d,  The  intensity  of  the  blow  may  be  modified  instantly  by  the  attendant,  so  as  to  snit 
die  work;  and  the  Ram  may  in  like  manner  be  arrested  in  its  descent  at  any  point, so  that 
it  is  more  completely  under  control  than  any  other  form  known. 

3d,  It  may  be  adapted  to  any  description  of  work,  whether  for  hammering  bloome, 
making  heavy  forgings,  or  the  ordinary  light  forgings  for  machine  shops;  for  beating  cop 
per,  or  crushing  stone,  dec,  dec.,    The  form  of  the  side  frames  can  be  altered  to  suitcir 
cumstand^s,  so  as  to  allow  free  access  on  all  sides. 

4th,  It  requires  no  Steam  Engine  to  work  it;  hence  the  friction  and  other  losses  incident 
to  the  ordinary  hammer  are  materially  reduced.    In  Forges  the  waste  heat  from  the  fur 
naces  gives  ample  steam  to  work  it.     I:]  very  Hammer  is  provided  with  self-acting  and 
hand  gearing. 

For  terms  and  other  particulars,  apply  to 

MERRICK  dc  SONS, 
^  Sftuthwark  Foundry,  PhiladelphUu 
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PASCAL  IRON  WORKS, 

Establinlied  In  1S3I. 

MORRIS,   TASK ER  it   Co., 

MANUFACTURERS  OF 

Wrought  Iron  Welded  Tubes, 

i'inch  ttf  8  inches  bore,  far  Stea.x,  Gas,  Water,  &c.,  with  T's,  L's  Stops,  Valves, 
ke^  with  Screw  Joints  to  suit  tubes.  Malleftlilo  Iron  and  Brass  Fittings,  GlaSII 
ttiO^rer  Tubes,  Blasting  Tubes,  &e. 

Galvanized  Tubes  and  Fittings  for  water. 

Lap-in^elded  Boiler  Flues, 

I ^  to  10  inches,  outside  diameter  cut  to  definite  lengths,  2S  feet  or  under. 

Artesian  Well  Pipes 

Of  wrought  iron,  screw  coupled ;  flush  inside  and  out. 
Also  of  Cast  Iron.  6,  S,  10  and  12  inches  diameter,  with  wrought  bands,  flash  inside  and 

out;  and  Pumps  for  same. 
Colls  of  Tube   For  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls, 
For  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  specifications  sent. 
Double  Kettles,  For  steam  boiling  and  evaporating,  and  cooking  ])y  steam. 
OrylusT  Closets 
Heated  by  steam ;  Wash  Houses  and  Steam  arrangements  for  Public  Institutions  and 

Private  Dwellings. 

Waxming  and  Ventilating 

Steam  apparatus  of  the  most  approved  plans,  for  Factories,  Public  Buildings,  Hotels, 
Private  Dwellings,  Green  Houses,  &c.;  constructed  and  adapted  to  the  buildings  to  be 
farmed* 

Hot  Water  Apparatus  $ 

Tasker'S  Patent  Self-Regulating  Hot  Water  Apparatus,  for  Private  Dwellings, 
School  Houses,  Hospitals,  Green  Houses,  dec 

Iron  &  Brass  Castings, 

of  every  description. 

.  Gas  Works  Castings: 

Retorts  and  Bench  Castings  for  Coal  Gas  Works ;  Street  MaioB,  Bends,  Branches, 
Drips,  Lamposts,  Lanterns,  6lc. 

Rosin  Gas  Apparatus, 

For  Factories,  Public  Buildings,  Hospitals  and  Private  Dwellings. 

Green  House  Pipes  and  Boilers; 

Fire  Doors  and  Frames,  Hot  Water  Pipes  for  Foicing  Beds,  Pineries,  Garden  Rollers,  6cc, 

coiiiiinArs, 

Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 
BATH  TIBS, 

Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet  arrangements 

SCREWING  IKIACHXNBS. 

Drill  Stocks,  Stocks  and  Dies,  Tnps,  Reamers,  Drills,  Pipe  Tongs,  and  a  general 
assortment  of  Gas  and  Steam  Fitters'  Tools  and  Materials. 

WOBKS,  Soutb  Finii,  betureen  Tasker  and  Morris  Sts.,  . 

WAREHOUSE  &  OFFICE,  No.  5tU9  Soulb  3d  St.,  Pbllada. 

STEPHEN  X0BBI8,  CHAS.  wtinKi.TO, 

1H08.  T.  TA8KEE,  Jr.,  8.  P.  X.  TA8KKB 

HEHBT  O,  1C9BRI8, 
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Contents  for  January,  1864. 


CIVIL  ENGIKEERING. 
Papers  on  Hydraulic  Engpneering.By  Samuel  McElroy,  C.  E., 
;  On  the  Construction  of  Wrought  Iron  Lattice  Girders, 

I  Ohservations  on  Foundations  of  Bridges,  &o,, 
I 

MECHANICS,  PHYSICS,  AND  CHEMISTKY. 

An  Investigation  of  Plane  "Water- Lines  for  Ships, 

Atmospheric  Pressure  as  a  Mechanical  Power, 

On  the  Proportions  of  Ships  of  least  Skin  Besistance  for  a  given  Speed  and 

Displacement,  .... 

On  Beams  of  Uniform  Strength.    By  Prof.  De  Yolson  Wood, 
On  a  Mercurial  Air  Pump, 

Locomotive  Construction,  .         ^         . 

Report  hy  the  Committee  appointed  to  investigate  some  Improvements  in 

Gun  Cotton,  .... 

Gun  Cotton  as  an  Ei^plosivo  Agent,     . 

On  the  Parabolic  Construction  of  Ships.    By  John  W.  Nystrom,  C.  E., 
The  Pneumatic  Despatch, 
Decisions  of  Patent  for  Tanning  Leather, 
Investigation  of  Formula)  for  determining  the  proper  size  of  Shafts  and 

Piston  Bods.    By  D.  M.  Greene,  U.  S.  N.,      . 

FBANKLIN  INSTITUTE. 
Proceedings  of  the  Stated  Monthly  Meeting,  December  17,  1863, 

Notice  of  Or.  Vander  Weyde's  improved  proceea  for  Stereotyping, 
J.  W.  Ny stromas  remarks  on  «« 

i  ■  ■■   ■     a  New  Device  for  producing  Gasea, 

Mr.  P.  E.  Chase's  remarks  on    « 

,  3JETE0B0L0GY. 

!  The  Meteorology  of  I*hiladelphia^.    By  James  A.  KirVp^trick,  A.  M., 
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«F  THB  STATE  OF  PERNSTITANIA, 
FOR  THE  PROMOTION  OF  THE  MECHANIC  ARTS. 

DEVOTED   TO 

MECHANICAL  AND  PHYSICAL  SCIENCE, 
CiTil  Engineeringy  the  Arts  and  Mannfactures. 


EDITED  BY 

PllOF.    JOUV  V.   FRASEKa» 

AssUted  hjf  the  Committee  on  Publications  of  the  Franklin  Institute. 


Vol.  77.— No.  468. 

third  sbrib8. 

Tol.  XliYII.— FEBRVART,  1864.— IVo.  9. 
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A  HEW  WORK  OH  STEAM  EHOIHEEBIHS. 


JUST  PUBLISHED, 


STEAM   ENGIN  EEBINO, 

By  B.  F.  ISHERWOOD,  Chief  Eng.  U.  S.  Nayy: 

CHIEF  or  THE  BUREAU  Of  STEAM  ENOINEXEING, 
NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparative  economic  ettkCteWkCT 
of  Steam  used  with  different  measures  of  expansion  ;  and  the  absolote 
cost  of  the  power  obtained  therefrom  in  weights  of  Fuel  and  Steam* 

The  causes  and  quantities  of  the  condensations  in  the  Cylinder ;  the  economic 

effect  of  Steam-JaclLetlniry  an<i  Steam  superiieatlnirf  ^^^  o^  ▼arious 

proportions  of  Cylinder  capacity  for  the  same  weight  of  Steam  used  per  stroke 
of  piston. 

The  economic  and  absolute  eraporatlTC  eAclencles  of  Boilers  of  dif- 
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From  the  Iiond.  Cir.  Sng.  and  Arch.  Joumal,  Dtc^  1868. 

On  the  Construction  of  Wrought  Iron  Lattice  Girders. 
By  Thomas  Cabgill,  C.  E. 

(Continued  from  page  21.) 

In  the  examples  ^vea  of  the  flanges  of  double  lattice  girders,  the 
connecting  medium  between  the  tension  and  compression  bars  com- 
posing the  weby  and  the  plates  which  are  a  portion  of  the  flanges,  has 
been  supposed  to  consist  of  two  pairs  of  angle-irons,  riveted  longitu- 
dinally to  the  plates  throughout  the  whole  length  of  the  girder.  In 
some  instances  tee-irons  are  employed  as  the  means  of  attachment, 
each  pair  of  longitudinal  an^le-irons  being  replaced  by  one  tee-iron. 
The  table  of  the  tee-iron  is  riveted  to  the  plates  in  the  ordinary  man- 
ner, and  the  bars  of  the  web  are  attached  to  the  tongue  or  rib,  on  the 
outside  and  inside  successively.  This  substitution  is  well  adapted  for 
girders  of  small  spans,  but  cannot  be  used  with  equal  advantage  in 
those  of  large  dimensions.  The  riveting  of  the  tee-iron  through  its 
table  portion  to  the  plates  is  better  and  more  efficient  than  that  of  two 
angle-irons  of  the  same  sectional  area.  If  we  suppose  the  centres  of 
the  rivets  to  be  the  centres  of  resistance,  the  resultant  of  the  forces  in 
the  former  case  will  pass  through  the  centre  of  gravity  of  the  tee-iron, 
and  the  leverage  will  be  reduced  to  a  mere  nothing.  On  the  other 
YoL.  XLVH,— Thibd  Sjeries.— No.  2.— Fkbrtjaet,  1864.  7 
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hand,  considering  each  angle-iron  in  the  same  pair  to  act  indepen- 
dently of  the  other,  the  leverage  vill  be  equal  to  ,-,  taking  I  to  repre- 

sent  the  length  of  the  horieontal  side  of  the  angle-iron.  To  a  cer- 
tain extent  each  pair  of  anele-irons  does  act  as  one,  and  as  the' points 
vhere  the  small  space  left  hetween  them  for  the  insertion  of  the  web 
is  filled  up  by  the  bars  and  distance  pieces  they  may  be  regarded  in 
the  light  of  one  large  tee-iron. 

The  chief  advantage  of  the  pair  of  angle-irons  is  in  their  vertical 
sides,  -which  can  be  made  as  strong  and  stronger,  if  necessary,  than 
those  placed  horizontally.  This  is  not  the  case  with  a  tee-iron ;  its  rib 
is  its  weak  part,  and  in  the  sections  usually  rolled  is  never  equal  in 
area  to  that  of  the  table  part.  The  bars  of  the  web  never  obtain  in  their 
attachment  to  the  tee-iron  the  same  hold  which  is  afforded  to  them  by 
being  riveted  in  between  a  pair  of  angle-irons.  Moreover  for  girders 
of  large  span,  the  necessary  amount  of  sectional  area  to  be  given  to  a 
pair  of  angle-irons  joining  the  web  to  the  flanges  could  not  be  obtained 
in  one  tee-iron,  unless  specially  rolled  for  the  purpose  ;  and  there  are 
no  commensurate  advantages  attending  its  use,  to  warrant  the  extra 
expense  which  would  be  thus  incurred.  In  small  girders,  particularly 
in  those  which  have  a  single  lattice  web,  and  in  others  where  the  sec- 
tional area  of  the  vertical  sides  of  the  flanges  is  not  required  to  be  very 
large,  such  as  for  instance  in  the  cross  girders  of  a  bridge,  it  will  be 
found  simpler  to  use  a  single  tee-iron  instead  of  double  angle-irons. 
The  amount  of  riveting  will  be  exactly  the  same  in  both  arrangements. 
The  tee-iron  affords  somewhat  greater  facilities  with  respect  to  the 
workmanship,  and  there  is  a  saving  of  filling  pieces  effected  in  conse- 
quence of  the  bars  of  the  web  being  attached  directly  to  the  tongue  of 
the  tee-iron  on  either  side.  The  only  packing  pieces  required  will  be 
at  the  crossings  of  the  bars  of  the  web ;  and  their  thickness  will  be 
constant  and  equal  to  that  of  the  rib  of  the  toe-iron  instead  of  vary- 
ing inversely  as  the  thickness  of  the  web,  which  is  what  occurs  where 
double  angle-irons  aroused. 

In  the  last  number  an  illustration  was  given  of  the  joint  of  one  of 
the  double  angle-irons  forming  a  portion  of  the  flange  of  a  double  lat- 
tice girder.  Fig.  1  and  Fig.  la  represent  in  plan  and  section  respec- 
tively the  joint  of  a  tee-iron  in  a  similar  position.  The  covering  pieces 
consist  of  the  main  plate  of  the  flanpo,  which  acts  as  one  wrapper 
over  the  table  of  the  tee-iron,  and  two  pieces  of  angle-iron,  which  serve 
as  the  other  wrappers  to  both  the  table  and  rib,  and  complete  the 
joint.  In  order  that  the  plate  should  act  as  an  cflicient  wrapper  its  thick- 
ness should  at  least  equal  that  of  the  table  part  of  the  tec-iron.  It  may 
bo  greater,  but  should  never  be  less,  us  it  would  be  bad  workmanship 
to  rivet  heavy  tee  or  angle  irons  to  liglit  plates.  Tliis  remark  does  not 
apply  to  the  riveting  of  upright  angle  or  toe  irons  to  the  sides  of  plate 
or  box  girders,  but  it  must  be  borne  in  mind  that  in  the  latter  instance 
the  upright  irons  are  in  comparatively  very  short  lengths,  and  only 
intended  to  act  as  stiffening  pieces  to  the  sides,  their  sectional  area 
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forming  no  item  in  the  calculations  of  the  strength  of  the  girder.  Bat 
even  in  snch  examples  there  is  a  proper  limit  to  the  weight  of  the. up- 
right stiffening  irons,  as  may  be  inferred  from  what  has  been  alreadj 
said  respecting  the  riveting  together  of  very  unequal  thicknesses  of 
iron. 

Fig.  1.  Fig.  la. 
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It  will  be  necessary  in  the  joint  we  are  now  considering  that  the 
section  of  each  angle-iron  wrapper  should  equal  that  of  the  tee-iron  to 
be  jointed.  It  will  be  seen  on  referring  to  the  section  in  Fig.  la  that 
each  angle-iron  only  covers  part  of  the  table  of  the  tee-iron,  and  has 
nothing  to  do  with  the  other  half  which  is  covered  by  the  other  wrap- 
per. Let  A  ■■  sectional  area  of  the  wholo  tee-iron  and  a  that  of  the 
table ;  since  both  the  angle-iron  wrappers  will  be  of  the  same  dimen- 
sions, put  A(  for  the  sectional  area  of  either,  then  a^  «■  T  ^  ~^  j.  Jq 

the  ordinary  sections  of  tee-iron  the  rib  is  rolled  of  an  uniform  thick- 
ness with  the  table,  although  if  necessary  it  can  be  made  either  greater 
or  less.  Considering  the  thickness  uniform  throughout ;  putting  I  for 
the  length  of  the  table,  /,  for  that  of  the  tongue  or  rib,  and  i  for  the 
thickness,  we  have  a  ■■  (l+li)t  and  am»  It;  substituting  these  values 

(1+21  )i 
for  A  and  a,  we  find  a^  ■■    ^ — ^     *    ^^^  '2  *^^  h  equal  the  length  of 

the  two  sides  of  the  angle-irons  measured  from  out  to  out,  and  put  t^  for 
the  common  thickness,  which  it  is  necessary  to  find  before  the  size  of 
the  angle-iron  can  be  determined  upon.  We  shall  have,  using  this  no- 
tation, Aj=(J^+  ?a — f|)f|,  and  our  equation  will  be 

Solving  for  ^f  we  obtain 

From  an  inspection  of  the  section,  l^  =  *^,  and  ^■■/p 

Let  us  take  e.g.  a  tee«iron  of  the  following  dimensions,  &''X4''X}'^ 
that  is,  let  1^5'%  7|- V  and  t^5f\  l^  wUl  ^2*6,  and  f,  wiU  have  a 
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Take  of  *575'',  or  about  i'|'^  which  will  give  the  required  section  of 
metal  for  the  angle-iron  wrappers.  In  some  sitaations,  the  angle-iron 
wrappers  might  be  dispensed  with,  as  a  piece  of  plain  bar  iron  riveted 
to  each  side  of  the  tongue,  and  another  piece  over  the  table,  would  be 
sufficient  to  secure  the  joint,  the  under  side  of  the  table  being  thus  left 
uncovered.  As  the  same  number  of  rivet-holes  would  have  to  be  punch- 
ed, and  the  saving  of  material  in  the  wrapper  would  be  very  trifling,  it 
would  be  preferable  in  all  cases  to  employ  the  arrangement  shown  in 
the  figure.  For  bridges  designed  to  carry  only  a  single  line  of  rails, 
a  very  light  yet  at  tne  same  time  a  very  strong  cross  girder  may  be 
constructed  of  two  tee-irons  forming  the  upper  and  lower  flanges, 
jointed  together  by  a  lattice  web ;  an  ample  degree  of  stifihess  will  be 
obtained  by  using  light  angle-irons  for  the  struts. 

Our  iron  manufacture  has  at  present  arrived  at  so  high  a  degree  of 
excellence,  and  the  various  processes  through  which  plates,  bars,  and 
other  forms  of  iron  are  put,  before  being  fit  for  girder  work,  are  con- 
ducted on  so  extensive  a  scale,  that  the  sections  of  iron  required  for 
the  web  of  a  lattice  girder  can  generally  be  obtained  rolled  in  one 
length.  That  such  was  not  the  case  some  years  ago  is  evident  from 
the  fact  that,  in  the  Boyne  Viaduct,  the  bars  and  angle-irons  compos- 
ing the  web  are  not  all  in  one  length,  except  some  of  the  short  ones 
near  the  ends  of  the  girders.  With  these  exceptions,  the  length  of  the 
lattice  bars  is  between  88  and  84  feet,  far  bei^ond  what  would  be  the 
dimensions  in  any  moderate  size  girder.  It  is  very  doubtful  even  at 
present  whether  it  would  be  advisable  to  employ  rolled  sections  of  iron 
in  such  long  lengths,  although  they  could  certainly  be  turned  out  from 
the  bloom  in  lengths  twice  as  great  as  the  above.  There  is  not  the 
same  difficulty  in  getting  long  lengths  of  bar  and  other  sections  of  iron 
rolled  homogeneously  as  there  is  in  long  plates,  nor  have  the  former 
so  much  tendency  to  split  into  laminae,  or  peel  under  a  severe  strain, 
as  the  latter.  The  conformation  of  the  fibres,  and  the  mode  of  workbg 
the  two  kinds  of  iron,  is  the  chief  cause  of  this  difference. 

In  Fig.  2a  and  Fig.  2  are  shown  the  section  and  isometric  elevation 

jp.    2a  Fiff  2.  ^^  *^®  J^^^*  ^^^  wrappers  of  an  an- 

gle-iron in  the  position  they  would 
occupy  if  used  in  the  web  of  a  lat- 
tice girder.  Soth  the  inner  and 
outer  wrappers  consist  of  pieces  of 
an^le-iron,  one  fitting  in  inside  the 
mam  angle-irons,  and  the  other 
covering  the  joint  on  the  outside. 
The  sectional  area  of  the  wrappers 
will  each  equal  that  of  one  of  the 
main  angle-irons,  consequently  as  they  will  not  both  be  of  the  same 
length,  the  inner  one  will  have  a  greater  and  the  outer  a  less  thickness 
than  the  angle-irons  to  be  jointed.  A  general  formula  for  finding  the 
thickness  of  an  angle-iron  wrapper  was  given  in  last  number,  so  that  its 
sectional  area  should  equal  that  of  the  main  angle-irons.  Supposing 
however,  as  should  always  be  the  case,  that  the  edges  of  the  wrappers  are 
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flash  with  tiiose  of  the  anglMrons,  w  in  Figs.  2  and  2a,  the  eame  reealt 
may  be  arriyed  at  in  a  mnoh  Bimpler  manner.  Take  for  instance  the  in« 
ner  wrapper  in  Fig.  2a ;  it  will  be  sufficient  to  consider  one  of  thesides, 
as  the  same  thickness  will  hold  for  both.  Let  2=lengthof  horisontal  side 
of  the  main  angle-iron,  and  t  its  thickness,  2^  the  length  of  the  same  sid^ 
of  the  wrapper,  and  t^  the  thickness  required,  which  it  will  be  seen  at 
once,  will  be  greater  than  U    We  thus  have  2Xt=/,Xei,  I  and  l^  beiog 

both  measured  from  out  to  out;  l^^l — ^,  and  consequently  ^^ri^« 

The  formula  for  the  thickness  of  the  outer  wrapper  is  not  quite  so  sim^* 
pie.  Put  l^  for  the  length  of  its  horizontal  side  and  (,  for  its  thickness; 
then  as  before  lt=l^Xt^,  but  1^—l+t^  and  «-(Z+<,X^,),  from  which  we. 

obtain  <^=  +  —^ ^ — -  In  jointing  angle-irons,  instead  of  using 

two  pieces  of  the  same  description  of  section  for  wrappers,  four  pieces 
of  phin  bar  iron  are  often  employed  instead,  but  it  is  evident  this  does 
not  make  so  firm  and  compact  a  joint  as  the  arrangement  shown  in  the 
figures.  Were  it  not  conyenient  to  procure  sections  of  angle-iron  suit- 
able for  the  wrappers,  thej  might  be  replaced  b^  two  pieces  of  ordinary 
plate  iron,  bent  to  fit  inside  and  outside  the  main  angle-irons  as  nearlr 
as  they  could  be  made  to  do.  It  would  not  be  difficult  to  accomplish 
this,  for  the  length  of  the  wrappers  for  joints  in  sections  similar  to  the 
above  is  generally  very  small  compared  to  that  of  the  wrappers  re- 
quired for  joints  in  other  portions  of  the  girder. 

We  shall  consider  the  joints  in  the  web  of  which  we  are  now  treating 
to  be  in  compression,  as  those  in  tension  are  simply  joints  in  a  plain 
bar  section,  which  have  been  already  referred  to.  Let  N  equal  num- 
ber of  rivets  required  for  each  side  of  a  joint  in  an  angle-iron  acting 
as  a  strut  in  the  web  of  a  lattice  girder,  /  and  l^  the  length  of  the  two 
sides  of  the  angle-iron  measured  from  out  to  out,  and  tne  rest  of  the 
notation  as  before,  then 

isr X  -^  =  (p-f-(?i — 0  —w^j ^  from  which 

Except  in  very  long  girders  the  value  of  n  will  not  exceed  1,  audit 
will  depend  altogether  upon  the  amount  of  the  variable  or  moving  load, 
whether  it  may  not  be  taken  equal  to  zero.  If  the  maximum  moving 
load  be  not  sufficiently  great  to  cause  the  strut  to  undergo  any  severe- 
tensile  strain,  n  may  be  taken  =  0,  on  the  assumption  that  bars  and 
plates  in  compression  are  not  affected  by  the  insertion  of  rivets  com- 
pletely filling  up  the  holes.  As  there  would  be  in  the  struts  so  very 
little  difierence  between  the  net  and  gross  area,  and  bearing  in  mind 
the  nature  of  the  strain  they  are  under,  we  may  consider  n«iO,  and 

therefore  find  n  ■«  2  f        7^  )  •  This  value  for  H  gives  the  whole  num-. 

ber  of  rivets  required  in  both  sides  or  webs  of  the  angle4ron  on  one 
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iide  of  the  joint,  half  of  them  being  inserted  in  the  horisontal  and  the 
other  half  in  the  yertical  side.  In  order  to  render  this  arrangement 
of  the  joint  rigidly  correot,  it  is  necessary  that  two  conditions  be  fill- 
filled  on  the  part  of  the  angle-irons  to  be  jointed :  either  the  thiekness 
of  both  the  horizontal  and  vertical  sides  mast  be  nniform,  and  their 
length  nearly  the  same,  or  their  difference  in  length  compensated  for 
by  a  difference  in  thickness;  in  other  words,  Ixi  should  nearly  equal 
ii — ()t  or  Ixt  nearly  equal  (l^ — t)t^.  It  is  evident  that  were  this  not 
the  case,  and  that  the  two  sides  of  the  same  angle-iron  were  very  dis- 
similar in  sectional  area,  we  should  be  compelled  to  design  the  joint 
for  each  side  separately.  One  side  would  thus  require  more  rivets  than 
the  other,  and  a  longer  wrapper.  The  practical  inconvenience  would 
then  arise  of  having  to  cut  off  a  portion  of  one  of  the  flanges  of  the 
irrapper  covering  the  smaller  side  of  the  angle-iron,  or  make  the  whole 
cover  longer  than  necessary,  and  so  weaken  the  joint.  The  same  ne- 
cessity for  an  unequal  length  of  sides  in  the  angle-irons  forming  the 
oompression  bars  in  the  web  of  the  girder  does  not  exist  as  in  the  lon- 
gitudinal angle-irons  composing  a  part  of  the  flanges,  and  in  the  lat- 
ter the  disparity  of  size  may  be  kept  practically  within  such  limits  as 
to  obviate  the  contingency  alluded  to.  It  should  always  be  remembered 
that  it  is  safer  to  trust  the  rivets  of  a  joint  with  any  excess  of  strain, 
than  the  plates  or  bars,  the  foimer  being  of  superior  iron,  and  also 
better  calculated  from  their  position  to  resist  any  additional  strain  than 
the  latter. 

A  joint  of  tee-iron  is  shown  in  Figs.  8  and  3a,  consisting  of  a  plate 
yj    ^  J,,    g  over  the  outside  of  the  table  part, 

and  two  angle-iron  wrappers  on  each 

I    ^x^^^^'^.       side  of  the  tongue.    This  arrange- 

^   ^cri^    ^v     jq^qj  jg  nearly  identical  with  that 

represented  in  Figs.  1  and  la,  the 

IIP    ^^^^^i::>f:f^^^^^      ^™      }^^^Q  wrapper  replacing  that 
*"     ^^S^^^iii^^^^l^  portion  of  the   main  plates  which 

formed  the  outside  wrapper.  The 
gross  section  of  the  small  plate  will 
equal  that  of  the  table  of  the  tee- 
iron  =  lX^.  The  formula  for  finding  the  thickness  of  the  anffle- 
iron  wrappers,  and  consequently  their  section,  will  be  the  same  as  tnat 
given  above  when  the  tee-iron  was  considered  as  composing  part  of 
the  flange  of  the  girder.  Wherever  tee-irons  are  used  of  dimensions 
80  small  that  the  tongue  portion  is  less  than  2^  inches,  it  is  very  much 
weakened  by  the  insertion  of  rivets.  If  such  a  tee-iron  forms  one  of 
the  compression  bars  of  the  web  of  a  girder,  it  would  be  preferable  to 
.  dispense  with  any  wrappers  over  the  joint  of  the  tongue,  employing 
only  the  plate  wrapper  over  the  outside  of  the  table,  as  seen  in  Figs. 
8  and  8a,  and  two  similar  smaller  wrappers  in  the  inside,  which  would 
replace  in  fact  the  horizontal  sides  of  the  angle-irons  shown  above. 

IVst 

The  section  of  each  small  plate  will  equal  -^.  The  tongue  is  the 
weak  part  of  a  tee  '        and  is  intended  more  to  serve  as  a  strength- 
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neing  and  gtiffening  adjanct  to  the  table  part,  than  to  bear  any  great 
strain  itself.  It  was  mentioned,  when  treating  of  the  forms  of  iron 
saitable  for  the  bars  of  the  web  of  a  lattice  girder,  that  rivets  should 
BOt  be  inserted  in  the  ribs  of  tee-iron  unless  either  actually  unavoida- 
ble, or  where  the  ribs  were  of  very  large  size.  In  jointing  a  tee-iron 
in  which  the  table  and  the  tongue  have  not  a  common  thickness,  it 
will  be  necessary,  supposing  the  description  of  joint  to  be  similar 
to  that  given  in  Figs.  8  and  8a,  if  the  difference  be  considerable, 
to  use  angle  wrappers  in  which  the  thickness  of  the  horizontal  side  is 
not  the  same  as  that  of  the  vertical.  Put,  as  before,  Ixtiox  the  length 
and  thickness  of  the  table  part  of  the  tee-iron,  7,  and  t^  for  the  simi- 
lar dimensions  of  the  tongue,  measured  inside;  let  h^t^liyt^  be  the 
lengths  and  thicknesses  respectively  of  the  horizontal  and  vertical 
sides  of  the  angle-iron  wrappers.  For  the  horizontal  side  of  the  wrap- 
per we 

have  h  X^  »  ^  X/*    Substituting  for  /2  its  value  ^^^  we   find  that 

ly.t 

t%  M— ---.  If  4  be  measured  inside,  instead  of  from  out  to  out,  we  ob- 

tain  ^X<3  ""(^  -^  )  ^1 ;  but  Iz  =li  -t^ ,  and  consequently  tz  =/i  •  It  will 
be  sufficiently  accurate  in  practice  to  make,  in  the  majority  of  instances, 
the  thickness  of  either  side  of  the  angle-iron  wrapper  equal  to  that  of 
the  part  of  tee-iron  which  it  covers.  W  ith  respect  to  the  length  of  each 
side  of  the  angle-iron  wrapper,  a  great  deal  will  depend  upon  the  rela- 
tive proportion  of  the  tongue  and  the  table  of  the  tee-iron  It  is  manifest 
that  the  joint  of  a  tee-iron  is  open  to  the  same  practical  inconvenience 
on  this  head  as  that  of  an  angle-iron.     In  most  sections  of  tee-iron^ 

ixt 

however,  it  will  be  found  that  /,X^|  nearly  equals-—- ,  and  therefore 

there  will  be  no  necessity  for  cutting  one  side  of  the  wrapper  shorter 
than  the  other,  or  weakening  by  superfluous  rivet-holes  one  portion  of 
the  tee-iron  at  the  expense  of  the  other.  An  angle-iron  wrapper,  in 
reality,  acts  the  parts  of  two  wrappers  in  one  piece,  and  not  only  covers 
each  portion  of  the  joint  belonging  to  its  respective  sides,  but  forms  a 
strong  attachment  between  those  portions  themselves.  It  will  be  seen 
on  referring  to  Fig.  8a,  that  the  angle-iron  wrappers  evidently  strength- 
en the  union  between  the  tongue  and  the  tables  of  the  tee-iron,  besides 
protecting  each  separate  part  of  the  joint,  thus  causing  the  whole  joint 
to  act  together  as  one  piece,  in  a  manner  which  could  not  be  attained 
were  the  two  sides  of  the  angle-irons  replaced  by  separate  pieces  of 
plate. 

A  method  of  jointing  a  channel  iron  is  represented  in  Figs.  4  and 
4a,  and  consists  of  covering  the  joint  internally  and  externally  with  a 
couple  of  wrappers  of  the  same  section.  The  areas  will  be  the  same, 
and  consequently  their  thicknesses  will  vary,  which  must  be  deter- 
mined before  the  areas  of  the  different  parts,  viz:  the  ribs  and  ohannel 
portionSi  can  be  apportioned.  Let  /=  the  length  on  the  outside  of  the 
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ohannel  irons  to  be  jointed,  i,  the  length  of  the  eiclea  or  ribs  measured 
Piff.  4a.  Fig.  4.  o^  *^^  outside,  and  i  the  thickness  whieh 

Tvill  be  considered  uniform  throughout. 
Let  us  take  the  inside  wrapper  first,  put 
/a, /a,  and  ^1  for  its  dimensions,  mea- 
sured similarly  as  above,  and  we  have 
the  equation  (4  +  24  )i,  -.(/+2/,)<.  It 
will  be  seen  on  reference  to  Fig.  4a,  that 
i,  c=(/_20  and  fc  -(/,— /^);  substituting 
these  values,  we  obtain 

[( WH2(/i  -  k  m  =(/+2/i  )t  and  {1-21+21,%  -  2/^*-  -  (^±^J^ . 

Reducing  and  solving  for  t^  we  find 

If  we  make  our  main  channel  irons  6"  x  2"X J",  we  shall  find  that 
^  ■■practically  f ,  which  will  give  an  equivalent  section  for  the  inside 
wrapper ;  for  the  outside  wrapper,  putting  k^hj  and  fg  similarly  as 
for  the  other  channel  irons,  we  shall  have  (A  +2/5  )t2  =(/+2/i)^.  Make 
the  area  of  the  main  channel  irons,  or(/+2/,)  /—a,  h  =/+2^  ,  and  k 
=/i+<,  and  finally  we  obtain  for  the  thickness  required 


U 


=±>1LI^±^)+  iHi^il- 


In  this  instance  ^2  will  nearly  equal  -f^". 

In  the  figures  the  channel  irons  are  shown  sufficiently  large  to  be 
able  to  take  rivets  in  their  webs  or  flanges.  This  advantage  could  only 
be  obtained  in  channel  irons  of  very  large  sections — far  too  large  for 
the  compression  bars  of  the  web  of  any  moderate  sized  girder;  and  it  is 
questionable  whether  it  would  be  advisable  to  insert  rivets  in  the  flanges 
of  any  channel  irons  of  the  sections  usually  rolled.  Partly  on  account 
of  the  above  reasons,  and  partly  from  the  difficulty  in  practice  of  ob- 
taining sections  of  channel  iron  suitable  for  the  wrappers — ^for  if  they 
do  not  fit  well  it  would  be  better  to  dispense  with  their  use  altogether, 
as  they  would  only  make  a  loose  and  insecure  joint — ^this  description 
of  joint,  notwithstanding  its  great  efficiency,  would  not  often  be  avail- 
able in  girder  work.  It  might  be  quite  safe  to  insert  rivets  in  the  flanges 
of  the  main  channel  irons,  which  would  yet  have  a  very  weakening 
tendency  on  the  inside  wrapper,  as  the  space  there  for  the  purpose  is 
diminished  by  its  own  thickness.  It  should  be  remarked  that  in  the 
description  of  joint  represented  in  Figs.  4  and  4a,  the  equation  for  the 
'  value  of  t\ ,  the  thickness  of  the  inside  wrapper,  will  not  hold  whenever 
h  X/i<A.  This  is  manifest,  for  at  that  limit  the  wrapper  is  no  longer 
a  channel  iron,  but  becomes  a  thick  bar.  In  small-sized  channel  irons, 
the  only  wrappers  which  can  be  applied  are  an  inside  and  outside  piece 
of  bar  or  plate-iron  on  the  channel  part,  and  the  joint  then  is  reduced 
to  that  of  a  simple  bar,  the  flanges  being  of  necessity  left  uncovered ; 
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nor  is  the  latter  alternative  of  much  consequence  in  the  small  sections 
used  as  struts. 

There  is  another  form  of  iron  which  may  be  used  for  the  struts  of 
very  large  girders,  viz :  the  H  section,  p|g  ^ 
It  is  represented  in  section  in  Fig.  5a, 
"which  together  with  Fig.  5  show  the 
details  of  a  method  for  jointing  two 
lengths  of  that  form  of  iron.  It  con- 
sists in  applying  two  pieces  of  chan- 
nel iron  as  inside  wrappers,  and  two 
pieces  of  bar  iron  as  the  outside 
ones.  Let  /  equal  the  length  of  the 
side  of  the  H  iron,  /i  its  breadth  measured  inside,  and  t  its  thickness 
uniform  throughout.    Put  A«area  of  the  channel  iron  wrapper,  then 

A={  2 1—-  j+lj  U.  Make  k  ■■  length  of  channel  part  of  the  wrapper 

measured  from  out  to  out,  ^  ■■  length  of  ribs  on  the  inside,  and  i  the 
uniform  thickness,  then  A=={l2  +2l^)t^;  equating  these  two  values  of  a 

we  have  (/2+2/,)«,-(/+«4-/,)<,/^-/,  and  l^^^~^~^\    Substitu- 
ting  these  equivalents  in  the  above  equations,  we  have  /|^ — — o'-—"^ 

= — ^ — ^,  from  which  the  value  of  t^  can  be  easily  obtained.  The 

area  of  the  outside  wrappers  wilW/X^. 

It  will  be  readily  seen  that  this  form  of  iron  is  not  well  adapted  for 
struts,  either  upright  or  diagonal,  when  crossed  only  by  single  ties,  as 
the  riveting  at  their  crossings  would  have  but  a  very  bad  hold,  in  con- 
sequence of  passing  through  one  side  alone  of  the  H  section.  With 
double  ties  crossing  it  on  both  sides,  it  would  form  a  very  stiff  and 
efficient  web.  The  above  difSculty  would  also  be  again  encountered  in 
attaching  it  to  the  flanges.  If  it  were  riveted  to  the  outside  of  the  lon- 
gitudinal angle-irons,  it  would  only  hold  by  one  of  its  sides.  To  insert 
it  in  between  the  angle-irons,  in  the  usual  manner,  would  necessitate 
the  placing  of  them  much  too  far  apart ;  the  weight  of  the  packing 
and  distance  pieces  would  also  be  increased  to  an  unwarrantable 
amount  by  this  arrangement.  It  might  be  attached  to  the  outside  of 
the  angle-irons,  and  the  disadvantage  of  the  rivets  holding  only  by 
one  side  obviated  by  forging  or  flattening  down  the  other  side  and  the 
middle  rib  so  as  to  cause  the  rivets  to  pass  through  the  whole  sectional 
area.  Apart  from  other  objections  to  riveting  the  bars  of  the  web  of 
a  lattice  girder  to  the  outside  of  the  longitudinal  angle-irons  of  the 
flanges,  the  serious  jpractical  difficulty  to  be  overcome  in  making  good 
sound  workmanship  in  such  a  case  would  more  than  counterbalance  any 
attendant  advantage  from  its  employment.  With  the  exception  of  roll- 
ed iron  of  a  plain  bar  section  and  light  plate  iron,  all  forging,  cutting 
ofl^^r  cranking  should  be  avoided  as  much  as  possible  in  girder  work. 
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The  iron  should,  when  in  its  permanent  podition  in  the  stractnre,  re- 
tain the  same  shape  and  dimensions  as  when  it  issued  from  between 
the  rollers.  No  alteration  in  these  respects  can  be  made,  even  though 
performed  in  the  best  manner  by  machinery)  without  doing  more  or 
less  damage  to  the  material.  In  a  tension  bar  the  resultant  of  all  the 
strains  may  be  considered  as  acting  along  the  centre  line  or  longitndi- 
nal  axis  of  the  bar  ;  if  the  original  shape  of  the  bar  be  altered  in  any 
manner  with  respect  to  this  axis,  an  unequal  distribution  of  metal  is 
produced,  and  the  strength  is  no  longer  preserved  uniform. 

An  inspection  of  Fig.  6,  will  show  the  facility  with  which  other 
forms  of  iron  of  equal  sectional  area,  may  be  substituted  for  the  H 
form.  The  line  CD,  divides  the  section  into  two  tee-irons  of  equal  area. 
If  the  same  linear  dimensions  be  adhered  to,  by  doubling  the  thickness 
we  obtain  at  once  a  tee-iron  of  the  required  section.  In  any  case 
calling  A  the  area  of  the  H  section,  we  have,  making  i  the  length  of  the 
table  of  the  tee-iron,  h  of  the  tongue,  and  t  the  uniform  thickness 
(/+/,)  ^M  A.  Again,  the  figure  is  divided  into  two  equal  channel 
irons  by  the  line  ab,  and  similarly  we  find,  employing  our  former  no- 
tation (/.J  +2/3  )ii  —A.  Keeping  the  lineal  dimensions  as  shown  in  the 
figure  divided  by  ab  and  doubling  the  thickness,  will  give  a  single 
cliannel  iron  of  the  required  area  as  in  the  instance  of  the  tee-iron. 
On  examining  Fig.  6,  it  will  be  perceived  that  the  lines  ab,  cd,  divide 
the  H  section  into  four  angle-irons  of  equal  area.  For  one  angle- 
iron  of  equal  area  with  the  figure  we  should  have  (Zf/| — Q/=a:  or, 
what  would  amount  to  the  same,  if  ^1  be  the  uniform  thickness  of  the 
H  iron,  ii  x  ^=^,  and  the  same  linear  dimensions  may  be  employed  as 
shown  in  the  figure  divided  by  ab,  and  CD.  This  form  of  iron  would 
be  found  especially  efficient  as  an  upright  strut  or  pillar  subject  to  a 
compressive  force  alone,  care  being  taken  that  the  strain  was  thrown 
well  into  the  pillar,  and  its  bearings  firm  ai^d  well  distributed.  Its 
strength  would  be  greatly  impaired,  from  its  peculiar  form,  by  any  side 
or  diagonal  strain  brought  upon  it. 

Before  concluding  our  subject  for  the  present,  we  purpose  to  make 
a  few  remarks  representing  the  net  and  gross  area  of  a  girder — or, 
what  may  be  used  as  equivalent  terms,  but  of  a  more  extended  range, 
the  net  and  gross  weight ;  the  net  weight  being  understood  to  mean  the 
actual  weight  of  metal  required  to  sustain  the  whole  load,  both  live  and 
Fig.  6.  dead,  independent  and  exclusive  of  all  covering 

plates,  rivets,  stiffening,  and  any  other  extrane- 
ous metal  whatever.  The  gross  weight  will  include 
the  net  weight,  and  all  other  iron  forming  part 
of  the  girder,  but  will  not  include  the  superatruc* 
^  ture  or  any  portion  of  the  roadway.  In  two 
similar  girders  of  the  same  span,  the  gross  weight 
will  bear  the  same  proportion  to  one  another,  as 
the  different  amount  of  workmanship,  or  amount 
of  construction,  as  it  may  be  termed,  bestowed 
upon  each.  If  in  one  girder  each  of  the  flange 
plates  be  half  the  length  of  those  in  the  other,  there  will  be  doable  the 
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number  of  wrappers  required,  and  the  gross  weight  will  be  proportion- 
ately increased.  In  the  Conway  Bridge  the  covers  and  rivets  increase 
its  weight  by  31  per  cent.  For  this  evil  there  exist  two  remedies.  One 
is  manifestly  the  employment  of  longer  plates,  so  as  to  diminish  tho 
number  of  wrappers  and  rivets  required  for  securing  the  joints :  this 
has  been  alluded  to  before  and  the  difficulties  to  be  surmounted  men- 
tioned, and  it  is  unnecessary  to  comment  further  upon  it.  The  chief 
obstacle,  in  so  far  as  the  flanges  are  concerned,  is  the  extra  weight  or 
that  above  what  is  required  by  theory,  occasioned  by  the  longitudinal 
riveting  of  the  angle-irons  to  the  plates.  Considering  the  flanges  of  a 
girder  to  consist  of  two  portions,  viz:  the  vertical  and  horizontal  parts, 
in  which  the  former  acts  as  the  connecting  medium  between  the  flanges 
and  web,  or  more  properly  between  the  plates  and  webs,  this  loss  of 
sectional  area  and  resulting  increase  of  gross  weight  must  always  con- 
tinue until  these  two  parts  of  the  flanges  are  in  one  piece.  A  channel 
iron  would  be  the  simplest  form  of  flange  in  one  piece  for  the  above, 
but  a  better  section  would  be  that  shown  below  in  Fig.  7,  in  which  tho 
only  loss  of  metal  would  be  in  the  rivet-holes  made  for  the  insertion 
of  the  rivets  which  attached  the  bars  of  the  web  to  j,j^  ^ 

the  vertical  part  of  the  flanges.  Confining  our  at- 
tention to  the  horizontal  part  of  the  flanges,  let  n 
■3  number  of  rivet-holes  punched  out  per  foot  run 
of  the  girder  in  the  bottom  flange,  t  the  thickness 
of  the  flange  where  the  holes  are  made,  and  w  the  weight  of  a  cube 
inch  of  wrought  iron ;  let  a;=  weight  of  metal  actually  required  by 
theory  per  foot  run.   Putting  d  for  the  diameter  of  the  rivet-hole,  tho 

(rid  2) 
loss  of  weight  equal  ntw  ■    ,  ^«^.  Accompanying  this  loss  of  weight 

there  is  also  a  loss  of  section,  which  must  be  accurately  replaced  by 
an  increase  of  metal  in  the  original  plate,  to  keep  the  weight  x  con- 
stant. Again,  as  the  loss  of  section  or  holes,  for  the  rivets  are  filled  up 
by  the  rivets,  their  weight  must  be  added,  which  equals  y.  The  gross 
weight  of  the  flange  per  foot  run  thus  becomes  equal  to  <x:+y  in&tead  of 
X.  The  increment  y  is  due  solely  to  the  necessity  of  attaching  the  ver- 
tical and  horizontal  portions  of  the  flanges  to  one  another  by  continu- 
ous longitudinal  riveting.  To  this  weight  x+i/  must  be  added  that  of 

the  two  beads  of  the  rivets,  which  may  be  put  =nX3iXw'-^ — =J3. 

The  total  gross  weight  of  the  horizontal  portion  of  the  flange  will 
now  equal  x+i/+p.  Some  idea  of  the  value  o( p  may  be  gathered  from 
the  fact,  that  in  one  whole  len;:;th  of  tubes  in  the  Britannia  Bridge 
p=22d  tons.  In  bridges  designed  for  carrying  a  line  of  railway  over 
ordinary  public  roads  of  20  or  25  feet  in  width,  the  flanges  might  un- 
doubtedly be  rolled  all  in  one  piece,  and  also  all  in  one  length ;  and  thus 
the  necessity  for  covers  and  longitudinal  riveting  altogether  done  away 
with,  and  the  net  and  gross  weight  nearly  equalized.  The  lattice  or 
open  form  of  web  offers  many  advantages  over  the  plate  or  solid-sided 
girder,  with  rci?ipect  to  the  proportion  of  gross  and  net  weight.  In  the 
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first  place  there  are  very  few,  and  in  the  majority  of  instances  no 
joints  whatever  required  in  the  weh  of  a  lattice  sirder.  It  has  already 
been  remarked  that  no  stiffening  irons  are  needed  in  the  web  if  pro* 
pcrly  proportioned,  and  the  correct  sections  of  iron  employed  for  the 
compression  and  tension  bars.  The  stiffness  necessary  should  be  in- 
herent in  the  weight  of  metal  allowed  for  taking  the  strains  to  be 
undergone  by  each  bar,  and  in  the  peculiar  form  and  shape  given  to 
those  bars.  Contrast  this  with  the  fact,  that  21  per  cent,  of  the  whole 
weight  of  the  sides  of  the  tubes  of  the  Britannia  Bridge  is  consumed 
in  stiffening  irons  and  covers.  It  is  well  known  that  the  principle  of 
the  suspension  bridge  affords  the  means  of  supporting  a  given  load  with 
the  least  amount  of  material.  Independently  of  the  virtue  of  the  prin- 
ciple on  which  it  is  founded,  one  of  the  reasons  is  that  in  these  bridges 
the  net  and  gross  weight  more  closely  approximate  to  one  another  than 
in  any  other  wrought  iron  construction  of  bridge.  It  is  not  to  be  sup- 
posed that  all  covers,  rivets,  and  the  different  connexions,  can  be  ever 
dispensed  with  where  wrought  iron  is  employed,  nor  do  we  advocate  a 
parsimonious  distribution  of  material  or  the  employment  of  a  too  rigid 
and  consequently  false  economy,  as  is  very  frequently  done ;  but  we 
maintain  that  a  great  deal  may  yet  be  accomplished  in  the  reduction 
of  the  useless  and  injurious  weight  of  metal  too  frequently  applied  in 
girder  bridges,  or  in  other  words,  in  making  them  less  heavy.  The  Bri- 
tannia Bridge  at  the  present  day  has  the  merit  of  possessing  the  largest 
single  span  used  for  railway  purposes ;  and  so  long  as  the  ordinary 
wrought  iron  is  employed,  much  larger  spans  will  not  be  reached.  With 
the  improvements  that  are  in  daily  progress  in  everything  concerning 
the  manufacture  of  steel  and  a  superior  class  of  iron,  it  is  more  than 
probable  that  at  no  distant  period  we  shall  be  able  to  look  for  a  de- 
scription of  iron  or  steel  or  their  compounds,  which  will  give  twice  or 
three  times  the  strength  of  our  common  iron,  with  half  its  weight  and 
without  any  increase  in  price.  At  present,  did  the  magnitude  of  the 
design  or  other  circumstances  warrant  the  expenditure,  we  might,  with 
an  inferior  description  of  steel,  which  could  be  obtained  by  a  less  ex- 
pensive process  than  the  usual  one,  construct  bridges  for  railway  pur- 
poses, not  on  the  suspension  principle,  with  spans  of  from  800  to  1000 
feet,  with  ease  and  security. 
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Worky  Vis  Viva^  and  Momentum.    By  Db  Volson  Wood. 

Prof,  of  Civ.  Eng.  Univ.  of  Mich. 

I  published  an  article  upon  the  subject  which  forms  the  title  of  this 

paper,  in  the   November   number  of   this   Journal  for  1862,  since 

which,  I  have  received  several  letters  which  indicate  that  I  failed  to 

make  the  subject  sufiBciently  lucid. 

As  the  answers  to  many  of  the  difficulties  suggested^  possess  a  gene- 
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ral  interest,  and  will  tend  still  further  to  elucidate  the  subject,  I  have 
concluded  to  consider  them  in  the  following  article. 

The  difficulties  cannot  be  in  the  terms  used,  for  thej  are  merely 
conventional ;  but  rather  in  a  correct  conception  of  what  they  repre- 
sent in  nature.  The  real  office  of  each  expression  is  best  shown  by 
placing  them  in  contrast,  or  by  showing  what  they  represent  when  ap- 
plied to  the  same  moving  body.  This  I  endeavored  to  do  in  my  pre- 
vious article.  I  will  now  try  to  explain  some  of  the  difficulties  which 
have  presented  themselves  to  others. 

One  writer  says  "  Work  is  performed  only  in  giving  increased  ve- 
locity ;  not  in  continuing  the  motion  already  acquired."  This  writer 
either  has  a  wrong  conception  of  work  or  else  he  has  not  fully  stated 
the  case.  Work  is  overcoming  resistance,  and  resistance  may  be  con- 
stantly overcome  at  a  uniform  velocity,  or  even  with  a  diminishing 
Telocity.  It  may  be,  however,  that  the  writer  had  reference  to  a  body 
free  to  move ;  in  which  case,  the  work  done  upon  the  body  is  one  of 
inertia ;  and  it  is  true  that  no  additional  work  is  stored  in  the  body 
unless  ihere  be  an  increase  of  velocity.  In  this  sense  the  statement 
is  true,  but  the  language  does  not  restrict  it  to  this. 

Again,  one  says  "  Vis  Viva  I  take  to  represent  a  force."  Now  this 
is  so  vague  I  am  inclined  to  take  issue  with  it  and  say  that  it  does  not 
represent  a  force  ;  hut  rather  what  a  force  has  done^  or  is  capable  of 
doing  if  it  acts  for  a  finite  time.  To  illustrate,  suppose  a  body  is  al- 
lowed to  fall  freely  under  the  influence  of  gravity.  Now  all  will  admit 
that  the  force  of  gravity  near  the  earth  is  constant ;  but  after  it  has 
fallen  for  a  time  its  vis  viva  is  Mv' ;  where  M  is  constant,  and  v  vari- 
able, hence  it  cannot  represent  a  constant  force. 

Again,  suppose  a  locomotive  is  attached  to  a  train  by  means  of  a 
spring  scale,  which  indicates  a  constant  force  of  300,000  lbs.  It  moves 
the  train  from  rest  with  a  constantly  increasing  velocity,  until  all  the 
surrounding  resistances  of  air,  friction,  &c.,  equal  the  applied  force, 
when  the  speed  will  become  uniform. 

Now  observe  that  the  force  is  constant  and  the  velocity  up  to  a  cer- 
tain speed  is  variable,  how  then  can  MV^  represent  the  force  ?  If  it  bo 
said  that  it  represents  the  force  over  and  above  that  necessary  to 
overcome  the  resistances ;  then  I  would  observe  that  the  resistance  of 
the  air  increases  with  the  velocity  so  that  the  surplus  decreases  while 
iiV'  increases.  It  does  not  then  represent  either  the  force  applied  or 
the  surplus  force. 

To  show  what  it  does  represent,  let  us  suppose,  to  simplify,  the  case 
that  all  the  resistances  are  constant,  and  that  after  the  train  has  ac- 
quired a  velocity  v,  the  locomotive  is  removed,  and  the  train  is  per- 
mitted to  move  on  until  it  comes  to  rest. 

Let  s  be  the  space  over  which  it  moves, 
w  the  weight  of  the  train, 

/  the  force  for  a  unit  of  weight,  that  is  the  force,  as  indicated 
by  a  spring  scale,  which  is  necessary  to  draw  a  unit  of 
weight  (say  one  pound)  over  the  resistances,  with  a  low 
uniform  velocity, 
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Xf  =  P  ■■  the  total  force,  also  equal  the  total  resiistancefl. 
Then  the  total  work  is 

W/S  ■■  PS. 

Now  if  we  conceive  P  to  be  applied  to  the  train  to  move  it,  and  con- 
ceive all  resistances  removed  so  that  the  train  is  perfectly  free  to 
move,  it  will  produce  a  velocity  v  in  the  train  at  the  end  if  the  space 
8,  «.  e.,  it  takes  the  same  space  for  p  to  produce  a  velocity  V,  without 
resistance  that  it  does  to  destroy  a  velocity  v,  with  a  constant  resis- 
tance of  p.  The  law  of  motion  in  the  former  case  is  the  same  as  for 
falling  bodies,  and  in  the  latter  that  of  ascending  bodies, 

P 
Then  since  p  is  constant  ^  is  the  accelerating  force  and  we  have 

M 


>/^i»-4^= 


MV»  =a  2ps  ==  2w/s. 
Now  observing  that  p  is  the  true  value  of  tte  force,  we  see  the  se- 
cond member  is  twice  the  force  repeated  s  times,  in  other  words  it  is 
twice  the  sum  of  all  the  forces  exerted  on  each  unit  of  the  space,  s— 
and  the  first  member  must  represent  the  same  thing. 

If  the  resistances  are  variable,  this  becomes  general  by  considering 
the  force  on  each  element  of  space,  and  adding  them  all  together, 
which  gives  rise  to  the  well  known  expression /pdir. 

Another  correspondent  says,  "A  sliding  body  has  a  certain  vis  viva; 
now  if  we  double  the  velocity  the  vis  viva  will  be  fourfold ;  and  unless 
we  conclude  that  dynamical  friction  increases  with*  the  velocity,  I  do 
not  see  how  these  factors  preserve  their  equality."  Dynamical  friction 
does  not  increase  with  the  velocity  ;  hence  we  must  reconcile  the  facts 
on  other  grounds. 

Let  (p   =  the  total  amount  of  friction. 
f?s   =  the  work  on  space  s, 
ys»  »        "  "       sS 

V  ■■  the  velocity  at  the  end  of  space  S, 
t    =  angle  of  inclination  of  the  plane. 
The  motion  of  the  body  follows  the  law  of  falling  bodies; 

and  for  double  the  velocity 

S*s=s4s,  and  s'«=»4p. 

So  that  by  doubling  tho  velocity  we  quadruple  the  stored  work.  Wo 
may  observe  that  the  body  must  pass  over  four  times  the  space  to  pro- 
duce twice  the  velocity. 

Another  says,  "  Gravity  does  not  add  equal  increments  of  space  in 
•ach  element  of  time,  and  hence  doubts  whether  wA  really  expresses 
the  work  which  gravity  does  upon  a  falling  body."  He  admits  "  that 
it  adds  equal  increments  of  velocity  in  each  element  of  time." 
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HiB  statements  in  regard  to  gravity  are  oorrect.    Let  ns  apply  the 
latter  and  see  where  it  will  lead  us.    If  a  resistance  p,  he  moved  with 
a  uniform  velocity  y,  then  would  the  work  done  in  a  unit  of  time  be 
PV  and  in  a  time  t,  it  would  be  pvt  =  ps        .  .  {t\ 

But  in  a  falling  body  the  resistance  overcome  is  the  weight,  ana 
the  velocity  is  uniformly  increasing;  so  that  the  work  done  during  any 
dement  of  time,  Aty  is  by  (1) 

WVAf     ....  (2) 

But  from  a  law  of  falling  bodies, 

\=gtOT  AV— ^TAf, 

w 
which  in  (2)  gives        -  v,AV-aMV.AV, 

if 

This  solved  by  the  calculus  gives/MV  civ— J" ^,  but  as  I  wish  to 
make,  it  intelligible  to  those  who  do  not  understand  the  calculus,  I 
will  give  the  following  way  of  finding  the  sum  of  all  the  C 

products  of  v.Av  between  0  and  v.  Let  any  ordinate,  as 
I)  B,.  represent  the  velocity,  v.    Since  the  velocity  uni- 
formly increases,  the  line  AO  will  be  the  limit  of  the  or- 
dinates.    Let  BeaAV,  then  will  the  vanishing  trapezoid    ^    1^       i 
be  ultimately  equal  the  rectangle  of  which  db  is  the  base 
and  Ee  the  altitude  ;  hence  de6(2=yav.    The  sum  of  all  the  infinites- 
flimal  rectangles  will  equal  the  area  abc.  The  sum  of  all  the  altitudes 
of  the  rectangles  becomes  ab«sy;  hence  the  area  equals  ^v'and  the 
expression  becomes  |  MV^     . 

My  attention  has  been  called  to  several  other'  points,  but  they  in- 
dicate too  limited  knowledge  of  the  subject,  or  too  little  thought  be- 
stowed upon  it  to  make  a  reply  to  them  profitable  in  this  connexion. 

Momentum  has  no  reference  to  the  resistance  to  be  overcome,  but 
to  the  motion  which  a  body  of  known  mass  and  velocity  will  induce 
in  another  mass  free  to  move,  when  the  former  impinges  upon  the 
latter.  As  the  expression  indicates,  it  pertains  only  to  the  relations 
between  masses  and  velocities  of  different  bodies.  Momentum  may  be 
considered  as  the  measure  of  an  impulsive  force;  one-half  the  vis 
viva,  the  sum  of  all  the  energies  (or  forces)  exerted  to  cause  a  veloci- 
ty V.  I  trust  that  the  relation  between  momentum  and  work,  in  the 
example  used  in  my  previous  article,  is  sufiBciently  explicit.  I  will, 
therefore,  drop  the  subject  until  circumstances  induce  a  further  con- 
sideration of  it.  

Yor  tb«  Jonmal  of  the  Franklin  InsUtnte, 

J%e  Forces  ;  Slave  Labor;  Working  Land  by  Steam  ;  A  Cydoidal 

Cultivator. 
Of  mundane  agencies  Fobcb — physical  energy  or  power — is  unique 
and  supreme.  All  that  we  see,  and  feel,  and  hear,  and  do;  light  and 
life,  forms,  qualities,  and  motions,  proceed  from  it.  Its  proper  use  com- 
prises the  whole  economy  of  life.  It  is  emphatically  the  talent  given 
to  men  to  profit  withal.  It  places  the  destiny  of  ever;^  people  in  their 
own  hands,  for  the  amount  at  their  disposal  is  not  limited^  nor  are  tht 


Digitized  by 


Google 


88  MechanicB,  PhyMi^  and  Chemistry. 

means  of  employing  it.  If  it  had  nothing  to  do  in  originating  differ^ 
onccs  between  races,  it  is  an  imperishable  criterion  of  their  varied  con- 
ditions. While  the  foremost  keep  startling  the  world  with  wonders 
wrought  bj  it,  others  sleep  on  unconscious  of  its  value.  A  generic  term, 
it  consists  of  various  forces,  animate  and  inanimate  ;  and  as  the  more 
the  latter  are  brought  into  play,  the  less  become  demands  on  the  for- 
mer, hence  they  who  add  to  our  working  stock  of  insensible  energieSi 
and  they  who  extend  their  applications  to  great  industrial  interests, 
are,  or  ought  to  be,  classed  among  public  benefactors.  In  cheapen- 
ing force  (by  increasing  its  amount)  they  cheapen  its  products,  and  by 
lessening  human  drudgery,  they  help  to  secure  for  their  species,  as 
respects  food  and  raiment,  that  condition  which  is  essential  to  mental 
and  moral  culture. 

The  forces  constitute  a  series  that  grows  with  man's  growth.  They 
lift  him  from  one  stage  to  another.  Taking  him  up  on  the  lowest  and 
bearing  him  along  towards  the  highest.  We  know  what  the  former  is, 
but  of  the  latter  we  catch  only  glimpses.  With  his  own  strength  only 
man  is,  and  has  always  been,  a  savage.  The  ass  and  the  horse  raised 
him  a  degree,,  the  ox  and  the  buffalo  another.  Yet  from  our  stand- 
point how  low  appears  the  status  of  the  Arabs,  the  Tartars,  and  others, 
and  with  the  additional  elephant  and  camel,  that  of  the  people  of  India 
and  of  Asia  generally.  In  running  and  falling  water,  and  subsequently 
in  wind,  forces  very  different  from  the  former  were  realized.  Inani- 
mate and  therefore  insensible  to  hard  usage,  and  requiring  neither 
food  nor  rest,  they  added  vastly  to  his  forking  capital.  What  the  re- 
sult was,  we  have  a  graphic  representation  in  the  oldest  of  existing 
people — the  Chinese.  They,  of  course,  are  considered  as  having  ac- 
quired only  a  partial  civilization,  but  we  apprehend  that  it  is  as  com- 
plete as  those  forces  could  effect.  With  the  same,  no  people  have 
surpassed  them.  We  doubt  if  any  have  equaled  them.  The  next 
movement  was  the  greatest,  and  is  recent.  The  agent,  as  may  be  sup- 
posed, was  not,  like  the  foregoing,  derived  from  bodies  put  in  motion 
and  kept  moving  by  nature.  The  advance  of  modern  society  could  not 
have  been  effected  by  one,  nor  by  all  of  them :  they  prepared  the  way 
for  the  leap,  but  could  not  take  it.  It  was  the  result  of  the  advent  of 
a  higher  class  of  agents ;  such  as  demand  a  further  stretch  of  intellect 
to  evolve  and  control — such  as  man  himself  is  to  call  forth  for  himself 
from  bodies  at  rest. 

Competent  (as  far  as  reason  can  reach)  to  meet  the  expanding  wants 
of  society  for  all  time,  they  may  be  the  last  as  they  assuredly  are  the 
greatest  in  the  series.  Varied  and  palpable  proofs  we  have  of  national 
prosperity  and  power  in  the  augmentation  of  their  leading  representa- 
tive. Steam.  Look  abroad  and  sec  if  the  first  nations  are  not  its  great- 
est consumers.  The  richest  they  must  needs  be,  since  wealth  arises 
solely  from  productive  labor,  and  they  the  chief  dealers  in  it.  Close 
the  coal  mines  of  Great  Britain,  or  let  the  fires  of  her  steam  motors 
die  out,  and  she  will  descend  at  once  from  her  high  position  among 
the  nations.  No  possible  amount  of  human  ingenuity  and  industry 
and  of  animal  power,  could  arrest  her  declension.    No,  not  the  living 
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twelve  hundred  nullions  of  human  beings  oould  do  the  work  which  steam 
^  is  doing  for  her.  And  what  it  is  doing  is  but  a  fraction  of  what  it  is 
destined  to  do  for  her,  and  for  all  who  choose  to  employ  it.  There 
can  be  no  monopolj  of  it^  no  quarreling  about  it.  Free  as  air,  cheap 
as  wood  and  water,  those  who  have  it  not  have  themselves  to  blame. 
[En  passant :  Had  the  study  of  nature's  laws  respecting  the  Forces 
she  has  provided  for  man,  by  which  to  work  out  his  destiny,  been 
included,  as  it  ought  to  be,  in  College  instruction,  this  terrible  war 
that  is  converting  whole  States  into  graveyards,  might  have  been  post- 
poned— perhaps  had  not  broken  out.  At  all  events,  if  its  authors  and 
abettors  had  been  impressed  with  the  fact  that  there  are  forces  ten 
times  less  costly  than  negro  labor,  and  ten  thousand  times  more  abun- 
dant and  effective — that  one  of  them  can  do  more  work  in  a  week  than 
their  slave  population  in  a  year ;  that,  in  short,  inanimate  powers  are 
ordained  to  supersede  human  slavery,  and  even  to  ameliorate  the 
labor  of  animals,  they  surely  would  have  paused  ere  calling  up  the  de- 
mons of  rapine  and  blood — they  would  have  been  reminded  that  the 
vast  amounts  of  slave  labor  already  displaced  by  steam  are  an  earnest 
of  more,  and  possibly  have  been  disposed  to  wait  for  further  develop- 
ments of  a  power  that  seems  all  but  omnipotent  for  human  affairs,  and 
only  waiting  to  be  applied  to  them.  It  is  true  that  great  social  ele- 
ments make  themselves  felt  slowly.  They  must  do  so  if  genuine,  for  na- 
ture produces  nothing  abruptly ;  but  steam  has  been  growing  upon  us 
for  a  century  or  more,  and  has  now  become  widely  acknowledged  as 
prominent  among  productive  forces. 

If  there  is  anything  made  manifest  in  the  economy  of  the  planet,  it 
is  that  living  forces  are  weak,  irregular,  and  quickly  consumed — that 
they  are  introdactory  to  the  powerful,  untiring,  and  exhaustless  inor- 
ganic energies — that  it  isty  these  the  work  of  the  world  is  to  be  done, 
and  that  compared  to  them  the  amount  of  animal  labor  is  a  trifle,  and 
that  of  human  toil — a  nothing.  Slavery,  irrespective  of  the  habits  it 
imparts,  is  purely  a  question  of  labor.  When  it  becomes  less  profit- 
able than  other  forces  at  hand,  that  is  the  signal  for  its  dismissal.  Its 
upholders  may  object,  but  it  must  yield  to  the  law,  and  give  place  to 
inanimate  power :  the  world  is  moving  and  is  not  to  be  stayed  by  them 
or  for  them.  Hence,  secessionists  have  undertaken  something  like  an 
impossible  problem  in  attempting,  at  this  day,  to  raise  a  new  political 
structure  with  negro  bondage  for  its  basis  and  corner  stone — and  this 
too  in  immediate  contact  and  competition  with  free  white  institutions. 
The  time  for  it  has  passed.  The  world  has  outgrown  it.  But  such  is 
not  their  belief.  Reared  in  an  atmosphere  of  slavery,  they  do  not  per- 
ceive why  other  people  should  object  to  live  and  move  and  have  their 
being  in  it.  There  have  been  old  hospital  patients  that  preferred  the 
tainted  air  of  the  wards  to  fresh  breezes  outside. 

It  is  one  of  the  thousand  proofs  of  the  support  enlightened  Christiani- 
ty receives  from  the  doctrines  of  science — every  one  of  which  is  divine 
—that  the  Creator  does  not  appear  in  Ilis  works  in  the  character  of  a 
Moloch  on  whose  shrines  negroes  are  to  be  perpetually  offered  up,  but 
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ia  that  of  a  tender  and  impartial  parent,  who  has  made  the  amplest 
provision  for  relieving  every  race  from  oppressive  labor. 

It  is  vain  to  wish  the  South  had  been  willing  to  resolve  the  diffienltj 
into  a  simple  question  of  labor.  Perhaps  it  is  equally  futile  to  wish 
the  North  would  offer  a  premium  for  a  practical  demonstration  that 
slave  labor  can  be  replaced  by  other  agents  with  advantage  to  the  plant- 
ers. The  offer  of  a  single  day's  cost  of  the  war  would  be  more  than 
sufficient  to  set  the  keenest  of  the  world's  engineers  at  work  to  extend 
the  application  of  steam  to  out  and  in  door  labor,  and  to  stir  up  the 
leading  chemists  in  every  country  to  hasten  the  birth  of  forces  await- 
ing their  assistance — among  them  atmospheric  pressurej  the  use  of 
which  as  a  popular  motor,  and  the  most  popular  one,  seems  only  held 
back  as  by  a  thread.  A  cheap  device  by  which  to  decompose  or  other- 
wise promptly  to  get  rid  of  air  or  vapor  under  a  piston  is  all  that  is 
wanted.  That  gained,  slavery  could  not  survive  it  an  hour — and  it  is 
one  of  those  things  that  may  be  hourly  looked  for.] 

The  superiority  of  modern  arts  is  due  to  the  introduction  of  steam 
power.  It  has  diminished  the  cost  by  increasing  the  products  of  in- 
dustry— it  has  added  to  the  elegances  and  multiplied  the  conveniences 
and  comforts  of  life,  wrought  a  revolution  in  almost  every  department 
of  manufactures,  and  established  a  system  of  traveling  by  sea  and  land 
that  would  have  been  deemed  miraculous  a  century  ago.  It  has  sown 
knowledge  broadcast  by  making  books  common  as  waste  paper.  Yet 
on  one  great  division  of  labor  it  has  scarcely  entered.  It  has  done 
nothing,  or  next  to  nothing,  in  tilling  the  land.  Not  a  tithe  of  it  has 
anywhere  been  brought  under  culture.  True,  an  adequate  force  was 
long  wanting,  but  one  is  now  sufficiently  developed,  nor  is  there  room 
to  doubt  that  steam  is  ordained  to  rival  in  the  field  what  it  has  accom- 
plished in  the  factory :  that  is,  to  double  and  quadruple  the  earth's 
harvests— to  provide,  and  keep  providing,  breadstuffs  for  a  population 
destined,  through  cycles  of  ages,  to  increase  in  numbers  and  intelli- 
gence. Why  has  it  not  been  pressed  into  this  service  ?  Are  the  arts 
not  sufficiently  matured  properly  to  apply  it  ?  Or  is  not  the  delay 
rather  due  to  attempts  to  work  an  old  implement  with  it — one 
to  which  it  cannot  be  profitably  adapted  ? 

The  plough  arose  from  attempts  to  substitute  animal  for  human  la- 
bor, and  certainly  a  device  better  adapted  for  the  purpose,  in  the  sim- 
plicity of  its  form  and  action,  and  in  the  direct  application  of  the 
power,  it  would  be  difficult  if  not  impossible  to  name.  It  belongs  how- 
ever to  living  forces.  It  came  in  with  them  and  cannot  long  survive 
them.  It  has  been  the  subject  of  numerous  modifications  without  af- 
fecting its  cardinal  features,  and  these  it  must  retain  as  long  as  it  is 
associated  with  draught  animals. 

We  all  know  that  ss  the  arts  mature,  modes  of  employing  Foroe 
become  more  and  more  varied.  To  the  extensive  adoption  of  circular 
for  straight  motions  may  be  ascribed,  in  no  small  degree,  the  progress 
they  have  made  in  our  times ;  and  no  one  needs  reminding  that  the 
general  effect  of  steam  on  transmitting  and  operating  mechanisms  has 
been  the  substitution  of  continuous-rotary  for  alternating-rectilinear 
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moYcments — a  change  to  which  the  plough  cannot  conform  without 
itself  being  changed.  Effectually  to  cultivate  the  soil  by  steam,  the 
working  implements  must,  we  apprehend,  be  revolving  ones,  and  their 
action,  instead  of  being  derived  from  the  forward  movement,  be  inde- 
pendent of  it. 

Suppose  a  modern  engineer  who  had  never  turned  his  attention  to 
agriculture  was  employed  to  bring  extensive  tracts  of  wild  land  into 
cultivation — to  break  up  the  soil  and  comminute  it  to  the  depth  of  8 
or  12  inches,  how  would  he  thus  prepare  it  for  seed  ?  I  venture  to  say 
that  he  would  no  more  propose  any  thing  analogous  to  the  plough  than 
he  would  reinvent  the  flail  for  thrashing,  wait  for  a  wind  to  separate 
chaff  from  wheat,  or  pound  rice  into  flour  in  a  mortar.  Steam  would 
be  his  power,  and  to  it  the  form  and  action  of  his  implements  would 
have  to  accord.  Their  movements  would  be  rotary.  They  would 
pare  away  the  soil  to  the  requisite  depth  before  them,  and  leave  it 
thoroughly  lightened  up  behind  them.  This  they  would  effect,  instead 
of  a  partial  disintegration  by  dragging  a  blunt  instrument  horizontally 
through  it.  In  brief,  I  suppose  he  would  develop  something  more  or 
less  allied  to  the  following  device. — Though  designed  to  be  worked  by 
steam,  it  is  figured  as  adapted  to  horse  power,  on  which  account  the 
shafts  and  large  drum  are  introduced — appendages  useless  when  steam 
is  used. 


It  consists  simply  of  two  perpendicular  prongs  with  flattened  or 
sharpened  edges — or  strong  narrow  knife  blades — formed  on  the  lower 
end  of  a  short  vertical  axle,  with  a  pinion  which,  by  its  connexion 
with  a  bevel  whe^l,  rapidly  revolves  them.  See  fig.  1.  One  side  of 
the  bearing  piece  that  supports  them  is  hinged  and  fastened  by  a  hasp, 
to  allow  them  to  be  readily  slipped  into  and  out  of  their  place.  See 
fig.  2.  Such  is  the  implement,  and  the  whole  of  it.  All  the  rest  is 
merely  to  work  it.  It  is  little  else  than  a  revolving  edged  fork.  The  • 
length  of  the  prongs  or  cutters  is  of  course  determined  by  the  depth 
of  soil  they  are  to  stir  up.  As  their  cost  is  trifling,  three  might  be 
kept  on  hand — a  4-inch,  an  8-inch,  and  a  12-inch  one. 

In  some  cases  one,  but  in  almost  all  cases  two  prongs  will  be  sufii- 
cient.  If  three  are  required  they  should  be  arranged  triagularly — 
that  is,  at  equal  distances  from  the  axle.  By  no  possibility  can  one  run 
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into  the  track  of  another.  The  ordinary  tracks  of  a  single^prong  are 
represented  at  8  and  6,  of  two  at  4  and  7,  and  of  three  at  5. 

The  tracks  are  cycloidal  curves,  which  may  be  varied  from  nnda- 
latiDg  or  wave  lines  to  intersecting  circles,  or  figures  approaching  cir- 
cles. 

The  action  of  the  ploughshare  is  well  known  to  be  that  of  a  wedge 
pressing  on  the  soil  beneath  it,  and  with  a  force  equal  to  that  which 
displaces  what  is  above  it. — ^Every  year's  ploughing  adds  to  the  com- 
pression, since  every  force  brought  to  act  on  the  surface  reacts  on  the 
undisturbed  base.  The  effect  is  obvious  in  old  fields.  Gravelly  and 
sandy  bottoms  have  become  hard  and  compact  almost  as  stone,  and 
subsoils  so  dense  as  to  exclude  the  circulation  of  air  through  them. 
With  this  cultivator  nothing  of  the  kind  can  occur,  since  the  acting 
parts  transmit  not  a  particle  of  pressure  below.  Moreover,  neither 
the  feet  of  the  ox  or  horse,  nor  the  wheels  of  a  steam  motor,  travel 
over  the  ploughed  ground.  Every  thing  moves  over  the  unploughed 
surface  except  the  prongs,  and  they  are  suspended  from  above. 

As  there  is  no  dragging  action  there  can  be  no  slipping  of  the  wheels 
of  a  steam  motor — that  which  has  given  experimenters  most  trouble — 
for  the  force  given  to  the  prongs  reacts  within  the  carriage — not  with- 
out. Hence  the  forward  force  has  only  to  move  them  up  to  their  work 
— not  to  do  it.  Their  action  may  be  likened  to  the  teeth  of  circular 
saws  cutting  their  own  way  through  a  log,  and  only  requiring  it  to  be 
kept  up  to  them.  As  the  prongs  act  equally  in  any  direction,  their 
motion  has  only  to  be  reversed  at  the  end  of  a  furrow  or  field. 

I  may  be  wrong,  but  I  suppose  any  required  depth  of  fair  soil  may 
be  as  completely  loosened,  lightened  up,  and  prepared  for  seed,  at  one 
operation^  by  this  cultivator,  as  by  any  one  now  in  use,  and  with  a 
smaller  outlay  of  force.  That  which  is  required  to  cut  12  inches  deep 
can,  I  think,  be  little  more  than  half  what  is  consumed  by  subsoil 
ploughs.  It  is  known  that  thin  soils,  resting  on  hard  pan,  yield  greater 
crops  if  the  pan  be  loosened  to  permit  the  roots  to  shoot  into  it. 
Now  these  revolving  prongs  can  readily  work  into  it,  and  without 
mingling  it  with  the  soil,  while  a  succession  of  roots  will  gradually  fer- 
tilize and  enrich  it. 

With  the  exceptions  of  breaking  up  new  lands,  and  working  among 
stones  and  roots,  there  seems  to  be  few  operations  of  the  old  plough 
which  this  cultivator  cannot  perform.  It  appears  to  be  well  adapted 
to  give  an  intimate  and  perfect  stirring  up  to  light  and  medium  soils ; 
and  such  is  said  to  be  the  general  character  of  those  of  England  and 
France,  and  of  other  parts  of  Europe — also  of  India,  and  the  sugar 
and  cotton  lands  of  our  Southern  States. 

The  hold  the  cutting  prongs  take,  can,  of  course,  be  regulated  to 
slice  off  portions  of  any  determined  thickness — and  as  they  can  be 
arranged  that  even  a  man's  power  could  work  them  in  fine  soils,  pos- 
sibly market  gardeners  may  find  an  implement  of  the  kind  more  econo- 
mical than  their  ordinary  apparatus. 

After  citing  supposed  points  in  this  Caltivator,  it  would  be  just  to 
indicate  its  weak  ones.  But  what  they  are,  practical  men  must  deter- 
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mine.  It  h  not  supposed  to  be  free  from  defects,  nor  do  I  think,  as 
already  intimated,  that  it  is  calcalated,  in  its  present  form,  to  super- 
sede the  plough,  except  in  fine,  light,  and  loose  medium  soils.  Still* 
irhere  it  cannot  act  the  part  of  a  principal,  it  may  serve  as  a  useful 
accessory.  The  question  turns  on  the  value  of  this  cycloidal  movement 
of  vertical  blades  or  cutting  prongs.  The  principle  is  a  novel  one  in 
agriculture,  and  may,  at  least,  suggest  an  improvement  in  working  the 
aoil,  if  it  be  not  itself  one.  E. 

Now  York,  Dec.  21,  1863.       

On  a  new  Method  of  Casting  Guns  Sollow.    By  Mr.  Oubridge. 

Prom  Nevton'i  London  Journal  of  Arts,  Deoember,  1863. 

The  author  i^emarked  that  the  subject  which  he  proposed  to  consider 
that  evening  was  one  upon  which  much  had  been  already  said  and 
written.  He  believed,  nevertheless,  that  it  was  not  exhausted ;  for  it 
was  a  fact  that,  as  yet,  no  heavy  gun  had  been  produced  which  answered 
all  requirements.  Brass  guns  had  had  their  day,  cast  iron  guns  had 
been  long  used,  were  at  one  period  almost  totally  condemned,  but 
were  now  cropping  up  again,  and  much  might  be  adduced  in  their 
favor.  Wrought  iron,  in  multifarious  forms,  had  been  employed  in 
the  manufacture  of  guns,  each  form  having  peculiar  advantages ;  but 
the  results,  on  the  whole,  were  not  satisfactory.  Steel  had  also  been 
introduced  for  the  purpose ;  but  in  spite  of  its  great  cohesive  strength, 
it  had  been  found  impossible  hitherto  to  make  from  it  good,  sound,  and 
serviceable  gnns  of  large  calibre.  Many  practical  difficulties  stood  in 
the  way  of  its  employment  in  this  direction,  although  certainly  some 
very  successful  efforts  had  been  made  to  construct  light  and  small 
pieces  of  ordnance  of  that  material.  Compound  guns,  composed  of 
cast  and  wrought  iron — the  one  encasing  the  other — had  also  been 
tried,  with  variable  and  uncertain  effects  ;  but  as  yet  no  absolute  rule 
had  been  deduced  for  the  guidance  of  those  whose  duty  it  was  to 
manufacture  heavy  guns.  Time,  and  the  expenditure  of  much  more 
of  the  public  money,  might  effect  this  great  desideratum ;  but  it  had 
not  yet  been  achieved ;  and  it  was,  therefore,  the  duty  of  practical  and 
scientific  men  to  endeavor  to  solve  the  problem  '^  how  best  to  manu- 
facture heavy  guns?''  He  (Mr.  Oubridge^  intended  to  contribute  a 
few  items  to  the  mass  of  existing  information  on  the  subject ;  and  he 
might  state  that  such  knowledge  as  he  had  to  impart  had  been  gained 
from  his  own  experience  and  experiments  in  the  iron  foundry.  It  was 
required,  in  the  production  of  large  pieces  of  ordnance,  that  the  mate- 
rial used  should  be  made  to  offer  the  fullest  possible  resistance  to  the 
bursting  strain  to  which  it  would  eventually  bo  exposed,  and  that  the 
cohesive  strength  of  that  material  should  be  completely  maintained. 
Perhaps,  before  advancing  his  own  views,  he  might  be  permitted  to 
refer  to  the  method  of  casting  heavy  guns,  which  had  been  largely 
practised  during  the  unhappy  contest  which  still  raged  in  America. 
The  name  of  Dahlgren  would  no  doubt  be  familiar  to  his  hearers 
jxi  connexion  with  the  American   civil  war,  and  the  guns  which 
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were  known  as  '^  Dahlgrens"  possessed  some  distiDguishiAg  features. 
They  were  cast  hollow,  the  theory  of  their  inventor  being  that  it  was 
desirable  ^'  to  rednce  the  neutral  axes  of  his  gun  as  nearly  as  possible 
to  the  centre  of  the  thickness  of  the  metal  of  which  it  was  formed." 
This  would  be  clearly  seen  to  be  the  case  from  the  diagram  produced. 
If,  on  the  contrary,  the  gun  were  cast  solid,  the  cohesive  power  of  the 
metal  would  be  diminished  as  it  approached  the  centre.     By  casting 
the  gun  hollow,  this  deteriorating  process  would  be  lessened  by  the 
pressure  of  the  core  in  the  mould.     Dahlgren  had  evidently  well  con- 
sidered the  laws  of  cohesion  and  disintegration  which  governed  these 
results.     He  had  also  adopted  the  plan  of  assisting  the  cooling  and 
contracting,  by  pouring  a  stream  of  cold  air  through  a  tube  of  iron 
inserted  in  the  core  barrel.    In  this  he  was  perfectly  right,  for  it  ought 
to  be  understood  that  if  the  cooling  process  operated  entirely  from  the 
outer  portion  of  the  casting,  it  was,  to  use  a  familiar  illustration,  like 
casting  an  iron  ring  upon  a  mandril — an  operation  which  they  all 
knew  would  be  a  senseless  proceeding.     This  plan  had,  however,  been 
persistently  followed  until  the  Armstrong  gun  was  introduced.     He 
(Mr.  Oubridge)  had,  several  years  before,  submitted  to  the  Select 
Committee  of  the  Board  of  Ordnance,  a  scheme  for  casting  heavy  guns 
hollow,  but  the  reply  of  that  body  was,  as  usual  in  such  cases,  unsatis- 
factory.   At  the  same  period  an  American  gentleman  made  some 
attempts  to  accomplish,  in  this  country,  the  same  thing,  but  without 
success.    For  his  purpose  six  cupolas  were  erected  near  the  Charlton 
Pier,  on  this  side  of  the  town  of  Woolwich,  and  the  experiments  there 
conducted  were  of  a  costly  character.    The  theory  was  not  the  less  a 
true  one  ;  the  effect  lay  in  its  imperfect  realization. 

There  was  no  doubt  in  his  own  mind  that  homogeneity  would  be 
obtainecl  to  a  far  higher  degree  in  large  iron  castings  if  they  were 
made  hollow  in  place  of  being  solid.  He  had  had  an  opportunity  a  few 
months  back,  indeed,  of  practically  demonstrating  the  fact.  A  large 
hydraulic  cylinder,  requiring  17  tons  of  metal  to  cast  it,  had  to  be  pro- 
duced. It  was  to  have  a  very  small  hole  through  the  bottom  end, 
where  the  iron  would  be  15  inches  thick.  He  saw  that  the  intense 
heat  would  inevitably  melt  the  core  barrel  long  before  the  metal  com- 
posing the  cylinder  ceased  to  be  fluid.  He  therefore  assumed  it  to  be 
a  favorable  opportunity  for  putting  to  the  test  his  cherished  theory. 
The  casting  was  to  be  produced  in  the  foundry  of  the  Messrs.  Simpson, 
at  Pimlico,  and  Mr.  Thompson,  the  manager  for  that  firm,  giving  his 
consent,  he  determined  to  cool  the  core  by  means  of  an  internal  current 
of  cold  air.  The  plan  of  operation  was  very  simple.  A  perforated 
tube  was  inserted  in  the  core  barrel,  and  then  communicated,  by  means 
of  a  pipe  and  valve,  with  the  blast.  As  soon  as  the  mould  was  filled 
with  metal,  the  valve  was  opened,  and  the  cold  air  forced  into  the  tube 
found  an  outlet  through  the  perforations,  whence  it  impinged  upon  the 
barrel :  this  latter  was  also  perforated  so  as  to  allow  of  the  escape  of 
gases  from  the  interior  of  the  core.  The  result  was  a  complete  saccesa, 
and  the  cylinder  was  as  sound  and  homogeneous  as  could  be  desired. 
The  cooling  process  had  thus  gone  on  from  the  centre,  instead  of  tke 
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exterior  of  Hhe  casting.  When  the  operation  had,  as  he  considered^ 
lasted  sufficiently  long  to  prevent  the  metal  remaining  in  a  fluid 
state,  he  caused  the  blast  valve  to  be  shut,  and  in  half  an  hour  the  core 
barrel  was  found  to  have  melted  in  one  place,  leaving  an  aperture  three 
inches  in  diameter.  The  blast  was  then  again  turned  on,  and  in  less 
than  ten  minutes  the  barrel  became  black.  By  this  method,  which  was 
of  the  most  easy  application,  it  was  possible  to  reduce  the  temperature 
of  the  interior  of  a  casting  to  almost  any  extent,  and  in  a  very  short 
space  of  time.  He  desired  to  throw  his  mite  into  the  treasury  of  human 
knowledge.  It  was  for  others  to  put  it  out,  if  they  chose,  to  interest. 
Perhaps  those  who  might  be  called  upon  to  produce  heavy  castings, 
whether  for  the  purposes  of  war,  or  in  fulfilment  of  the  more  hallowed 
behests  of  peace,  would  be  induced  to  take  up  the  hints  which  he 
had  that  night  ventured  to  give.  It  was  to  be  hoped  that  the  prac- 
tical founders  of  England,  especially,  would  be  permitted  to  exercise 
their  own  judgment  as  to  the  selection  .of  the  various  irons  best 
suited  for  partial  castings,  and  that  in  the  manner  of  producing 
those  castings  they  would  not  be  hampered  by  mere  theorizing  or 
*'  paper  engineers,"  of  whom  too  many  had  crept  into  the  noble 
profession  of  which  he  was  a  humble  member.  He  had  a  reverence 
for  art  and  science,  and  for  its  practical  exemplars,  but  not  even 
ordinary  respect  for  those  who  pretended  to  be  their  disciples,  bat 
were'  nothing  more  than  pretenders. 

After  the  reading  of  Mr.  Oubridge's  paper,  which  was  well  illus- 
trated by  diagrams,  a  discussion  ensued,  and  this  was  followed  by  a 
Tote  of  thanks. 

Proo.  As80.  Foremen  Engineerf. 

Decision  of  the  Board  of  JExaminers  in  Chief  in  the  matter  of  the  Ap- 
plication of  J.  S.  Mason,  for  Letters  Patent  for  Design  for  a  Label. 
Reported  by  H.  HowsoN,  Esq. 

U.  S.  Patent  Office,  October  Voth,  1868. 
Application  (A)  of  James  S.  Mason  for  a  Patent  for  a  Design  for  a 
Label. 

On  Appeal  to  the  Examiners  in  Chief. 

To  nnderstand  the  merits  of  this  appeal  requires  a  brief  explanation 
of  the  design. 

It  is  intended  for  a  label  to  be  placed  on  boxes  of  shoe-blacking, 
and  is  based  upon  the  well-known  representation  of  a  boot  so  highly 
polished  as  to  reflect  images  of  the  objects  around  it.  Starting  with 
this  conception,  the  artist  has  depicted  a  boy  holding  a  boot  out  to 
a  dog,  which  is  startled  by  the  sight  of  his  own  figure  in  it,  while  the 
boot-black  in  the  rear  is  dancing  about  in  ecstasy  at  the  effect.  Sim- 
ple as  this  is,  two  important  questions  grow  out  of  the  application. 

In  the  first  place,  the  applicant  has  described  in  his  specification, 
and  portrayed  in  his  drawing,  a  duplicate  design  resembling  the  other, 
except  that  a  fighting  cock,  irritated  at  the  reflection  of  his  form  in 
the  boot,  is  substituted  for  the  dog.  And  he  claims  a  patent  which 
^ball  protect  both  the  original  design,  and  this  modification. 
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His  argument  is,  that  the  merit  of  the  artist  lies  not  in  the  idea  of 
representing  a  boot  shining  like  a  mirror,  nor  in  the  representation  of 
its  effects  upon  the  dog  or  cock ;  but  in  what  would  usually  be  termed 
the  subordinate  figures  in  the  scene,  the  boy  holding  the  boot  out  to 
produce  the  effect,  and  the  boot-black  delighted  with  it.  There  is 
force  in  the  argument ;  but  admitting  its  soundness,  it  does  not  follow 
that  he  may  monopolize,  not  only  the  delineation  of  the  figures  which 
he  regards  as  really  the  principal  features  originated  by  him,  but  also 
several  different  arrangements  of  figures,  with  which  he  may  choose  to 
fill  up  the  scene.  If  there  is  no  merit  in  these,  or  if  the  applicant 
does  not  wish  to  patent  them,  he  may  confine  himself  in  his  claim  to 
the  other  more  important  parts  of  the  representation. 

Or  he  may,  perhaps,  claim  them  in  one  class,  and  claim  them  in 
combination  with  one  set  of  figures  to  fill  up  the  sketch  in  another. 
But  he  cannot  claim  two  sets  of  figures,  and  thereby  monopolize  under 
one  patent,  what  may  be  two  entirely  different  designs,  each  perhaps 
highly  artistic  and  valuable  in  itself.  The  Examiner  was  correct  there- 
fore in  rejecting  the  application  as  long  as  the  petitioner  insisted  on 
retaining  both  modifications  of  his  design  in  his  specification,  and  so 
framing  his  claim  as  to  cover  both. 

The  applicant  proposed  to  amend  his  specification  by  inserting  in 
the  claiming  clause  the  words  "  substantially  as  shown  in  the  drawings;" 
so  as  to  protect  himself  from  imitations  with  slight  and  unimportant 
variations.  This  the  Examiner  refused  to  allow,  and  insisted  that  "a 
design  admits  of  no  variation ;  any  alteration  gives  matter  for  special 
consideration.'' 

There  can  be  no  doubt,  however,  that  a  mere  evasive  variation  in 
the  design,  would  not  prevent  a  counterfeit  from  being  furnished  as  an 
infringement.  The  same  principle  of  law  would  apply  in  such  a  case 
as  in  actions  upon  patents  for  machines.  In  both  instances  the  patent 
will  be  construed  exactly  as  if  the  phrase  *^  substantially  as  described" 
was  in  the  claiming  paragraph.  This  was  decided  in  the  most  explicit 
terms  as  to  patents  for  designs  by  the  late  Judge  M'Lean,  in  Boot 
V8.  Ball  and  Davis,  4  M'Lean's  R.  177 ;  and,  until  that  case  is  over- 
ruled, the  question  cannot  be  considered  with  propriety,  as  open  to 
discussion  elsewhere.  And,  since  the  patent  is  so  construedln  one  case, 
as  well  as  in  the  other,  there  can  be  no  objection  to  inserting  the  cor- 
responding expressions  in  patents  of  both  kinds,  and  making  them 
declare  what  they  have  been  adjudged  to  mean.  The  Examiner  ought, 
therefore,  to  have  allowed  the  amendment. 

It  must  not  be  understood,  however,  that  such  an  amendment  will 
have  the  effect  of  protecting  the  applicant's  right  to  both  the  figures  he 
has  described. 

That  cannot  be  done  by  one  patent,  as  we  apprehend ;  though  the 
same  things  may  perhaps  be  effected,  substantially,  by  patenting  the 
remaining  parts  of  the  design.  It  is  for  the  applicant  to  determine 
whether  he  will  adopt  that  course.  But  while  we  consider  that  he 
has  the  right  to  use  the  expression,  "  substantially  as  described,"  in 
order  to  give  the  fullest  notice  of  what  are  really  his  rights,  we  hold 
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that  he  has  not  the  right  to  embrace  both  his  complete  designs  undef 
one  patent;  and  that  ho  was,  therefore,  rightfully  rejected  for  refusing 
to  confine  his  claim  to  one  of  them. 

The  specification  contains  a  second  claim  embracing  the  printed  in« 
ficription  around,  and  underneath  the  pictorial  design.  The  applicant 
has  therefore  attempted  to  obtain  a  patent  for  a  design  embracing 
nothing  but  printing  with  ordinary  type,  and  the  decision  of  the  pri- 
mary Examiner  refusing  a  patent,  was  affirmed  by  this  Boards  the  8th 
May  last.  The  reason  for  their  judgment  in  that  case  apply  with 
equal  force  to  the  claim  before  us,  and  it  must  be  regarded  as  having 
been  properly  denied. 

The  decision  of  the  primary  Examiner  is,  therefore  affirmed  on  both 
points. 


i'^cSi'JB^s^'  }-8^:ra7ninm  in  Chief. 


On  the  Direct  Correlation  of  Mechanical  and  Chemical  Forces. 
By  Henry  Clifton  Sorby,  P.R.S. 

From  the  Proceedings  of  the  Royal  Society,  No.  66. 

Perhaps  it  may  be  thought  somewhat  strange  that  a  geologist  should 
undertake  such  a  subject  as  the  correlation  of  forces ;  but  the  very 
fact  of  my  being  a  geologist  has  led  to  the  investigation  of  which 
I  now  purpose  to  give  a  short  preliminary  account.  In  studying 
general  chemical  and  physical  geology,  and  especially  in  examining 
the  microscopical  structure  of  rocks,  I  have  for  a  number  of  years 
been  greatly  perplexed  with  a  class  of  facts  which  pointed  both  to  a 
mechanical  and  to  a  chemical  origin.  At  first  I  attributed  them  either 
to  a  mechanical  or  a  chemical  action,  or  to  the  two  combined  ;  but  in 
most  cases  no  satisfactory  explanation  could  be  given.  At  length, 
however,  facts  turned  up  which  altogether  precluded  any  supposition 
not  involving  direct  correlation  ;  for  they  most  clearly  indicated  that 
mechanical  force  had  been  resolved  into  chemical  action  in  the  same 
way  as,  under  other  circumstances,  it  may  be  resolved  into  heat, 
electricity,  or  any  other  modification  of  force,  as  so  ably  described  by 
Grove  in  his  work  "  On  the  Correlation  of  Physical  Forces." 

The  effect  of  pressure  on  the  solubility  of  salts  has  already  been 
made  the  subject  of  speculation  and  experiment,*  and  a  considerable 
number  of  facts  have  been  described,  showing  that  pressure  will  more 
or  less  influence  such  chemical  actions  as  are  accompanied  by  an 
evolation  of  gas,  so  that  it  may  cause  a  compound  to  be  permanent 
which  otherwise  would  be  decomposed  ;t  but  the  results  were  for  the 
most  part  so  indefinite  and  unconnected,  or  of  such  a  character,  that 

•  Perkins,  Ann.  do  Chiin.  et  de  Phys.  toI.  acxiil.  p.  410.  Sartorius  von  Waltewhauson,  Gottingon  Studifn, 
Ig57.  Bunaen,  Ann.  dcr  Chem.  and  Pharm.  1S«,  vol.  Ixv.  p.  70.  Jfavre,  Comptea  Rondofl,  vol.  li.  p.  IWT 
ThocuAon,  Proc.  Roy.  Soc.  vol.  xi.  p.  473  (1861). 
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Mr.  Grove  does  not  allade  to  the  direct  production  of  chemical  action 
from  mechanical  force.  That  this  is,  however,  extremely  probable 
will  be  evident  to  all  who  have  considered  the  manner  in  which  the 
various  physical  forces  are  correlated ;  for  if  mechanical  force  can  be 
produced  by  chemical  action,  why  should  not  the  converse  be  true  ? 
In  this  paper  I  shall  endeavor  to  show  that  such  is  really  the  fact, 
and  that  in  some  cases  the  mechanical  equivalent  of  the  chemical  force 
may  be  determined. 

In  order  to  obtain  the  necessary  great  pressure,  I  have  made  use  of 
t  modification  of  the  method  employed  by  Bunsen ;  but  instead  of 
filling  the  tubes  at  the  ordinary  temperature  of  the  atmosphere  and 
then  gently  heating  them  for  several  hours,  I,  in  the  first  instance,  filled 
them  at  a  temperature  of  10°  or  20°  C.  lower,  so  that  when  finally 
sealed  up  they  contained  considerably  more  liquid  than  they  could 
hold  without  pressure  at  the  ordinary  temperature  of  the  atmosphere 
at  the  time  being ;  and  thus,  by  its  tendency  to  expand,  this  liquid 
and  any  thing  enclosed  in  the  tube  were  subjected  to  a  very  great  pres- 
sure*  By  keeping  the  tubes  in  various  parts  of  the  house,  according 
as  the  weather  varied,  I  have  been  able  to  maintain  for  several  weeks 
or  e?en  months  a  pressure  of,  for  instance,  about  100  atmospheres,  as 
measured  by  means  of  a  capillary-tube  pressure-gauge  enclosed  within 
the  larger  tube.  Since  in  all  cases  I  had  a  second  tube  which  from 
first  to  last  was  treated  precisely  like  the  other,  pressure  excepted,  I 
have  been  able  to  determine  the  effect  produced  by  the  pressure  with 
very  considerable  accuracy — at  all  events  so  as  to  leave  no  doubt 
whatever  about  the  general  facts.  At  the  same  time  I  wish  it  to  be 
understood  that  the  results  described  below  must  be  looked  upon  only 
as  approximations  to  the  truth. 

I  will  first  call  attention  to  the  well-known  influence  of  pressure  on 
the  fusing-point  of  various  substances,  since  it  is  a  connecting  link 
between  well-established  facts  and  those  I  am  about  to  describe. 
Bunsen*  and  Hopkinsf  have  shown  that  substances  which  expand 
when  fused  have  their  point  of  fusion  raised  by  mechanical  pressure ; 
that  is  to  say,  since  mechanical  force  must  be  overcome  in  melting, 
the  tendency  to  melt  must  be  increased  by  heat  before  that  opposition 
can  be  overcome ;  and  the  pressure  required  to  keep  them  solid  at 
any  temperature  above  their  natural  point  of  fusion  may  be  looked 
upon  as  the  mechanical  presentative  of  the  force  with  which  they 
tend  to  fuse  at  that  temperature.  Professor  W.  Thomson;);  has 
shown  that,  on  the  contrary,  water,  which  expands  in  freezing,  has 
its  point  of  fusion  lowered  by  pressure ;  that  is  to  say,  since  mechani- 
cal forco  must  be  overcome  in  crystallizing,  crystallization  will  not 
take  place  under  increased  pressure  unless  the  force  of  crystalline . 
polarity  be  increased  by  reducing  the  temperature.  Thus,  calculating 
from  his  experiments  and  from  the  known  latent  heat  of  ice,  and 
assuming  that  no  heat  is  gained  or  lost  by  contact  with  external  objects, 
if  we  had  1  part  of  ice  and  100  of  water  at  0^  C,  and  then  applied  a 

*  Pogg.  Ann.  1850,  vol.  Ixxxl.  p.  562. 
tBritIrt   *        ■ -' 
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pressure  of  108  atmospheres,  the  ice  wonid,  as  it  were,  dissolve  in  the 
water,  the  whole  would  become  liquid,  and  the  temperature  be  reduced 
to  — -792^  C;  or,  in  other  terms,  at  that  temperature  the  tendency 
to  crystallise  is  exactly  counterbalanced  by  that  pressure. 

Now  I  find  that  similar  principles  held  true  with  respect  to  the 
solubility  of  salts  in  water.  If,  when  they  dissolve,  the  total  bulk, 
increases,  pressure  reduces  their  solubility;  whereas  if  the  bulk 
decreases,  pressure  makes  them  more  soluble ;  in  other  words,  solution 
or  crystallization  is  impeded  by  pressure  according  as  mechanical 
force  must  be  overcome  in  dissolving  or  in  crystallizing. 

Various  authors  have  written  on  the  volume  with  which  salts  enter 
into  solution  ;*  but  since  the  subject  before  us  requires  a  dififerent 
class  of  facts  to  be  taken  into  account,  I  shall  base  my  conclusions  on 
my  own  experiments.  The  volume  with  which  salts  exist  when  in 
solution,  assuming  that  of  the  water  to  remain  unchanged,  varies 
greatly  in  the  case  of  different  salts,  and  also  according  to  the  amount 
in  solution  and  the  temperature.  Thus,  taking  sal-ammoniac  as  an 
example,  when  there  are  3  per  cent,  in  solution  in  the  volume  is  as  if 
it  expanded  3*40  per  cent,  on  dissolving ;  whereas  when  25*55  per  cent* 
are  in  solution,  the  expansion  is  11*36  per  cent.;  and  when  nearly 
concentrated  at  about  13°  C,  an  additional  quantity  expands  on 
dissolving  15*78  per  cent.  In  by  far  the  greater  number  of  cases, 
however,  there  is  a  contraction  on  dissolving,  and  the  amount  gradu* 
ally  diminishes  for  each  additional  quantity  entering  into  solution, 
so  that  the  mean  result  is  very  different  from  what  occurs  when  the 
solution  is  dilute  or  nearly  saturated.  It  is  this  contraction  or  expan* 
sion  when  a  small  additional  quantity  is  dissolved  in  a  nearly  concen- 
trated solution  that  must  be  taken  into  account  in  the  following  cal* 
culations. 

In  determining  the  influence  of  pressure  on  the  solution  of  salts,  I 
found  it  requisite  to  adopt  somewhat  different  methods  according  to 
the  peculiarities  of  the  salts.  In  some  cases  I  sealed  up  in  a  saturated 
solution  portions  of  the  salt  in  clean,  solid  crystals,  and  determined 
the  effect  due  to  pressure  from  their  loss  in  weight ;  whereas  in  other 
eases  I  sealed  up  solutions  containing  more  salt  than  could  be  dis- 
solved at  the  temperature  at  which  the  experiments  were  made,  and 
determined  the  effect  of  pressure  from  the  difference  in  the  weight 
of  the  cnrstals  deposited ;  being  of  course  careful  to  make  allowance 
for  any  aifference  in  the  amount  of  solution  in  the  tube  with  pressure 
and  in  that  without,  and  to  avoid  any  error  that  might  be  produced 
by  a  different  temperature.  In  all  cases  I  have  had  a  tube  with 
pressure  and  another  without,  treated  from  first  to  last  in  precisely 
the  same  manner,  and  kept  exactly  the  same  temperature,  so  that 
pressure  was  the  only  difference  ;  and  usually  the  effect  was  so  well- 
marked  that  there  was  no  doubt  about  the  result.  In  the  case  of 
chloride  of  sodium,  solution  goes  on  so  slowly,  and  the  mechanical 

.  •  FUylUr,  CImb.  Boo.  Qoat.  Joarn.  vol.  i.  p.  139.  HSehel  and  KralR»  Ann.  de  Chlni.  a  ftr.  toL  xU.  t^ 
471.  Sehlir,  Ann.  der  Gbemie,  toI.  dz.  p.  S25;  toI.  czt.  p.  68;  toI.  czlil.  p.  340.  OerUch,  Spaolfinh* 
0«iriehto  der  8uloranfBn,  Ac,  1869.  Ttoaier,  L'InflUtat.  1869,  p.  168 ;  1860,  p.  281.  Kremvn,  Fogg.  Ann. 
«oL  buxT.  pp^  and  9^/  ▼9^  zciT.  p.  87 ;  toU  zct.  p.  110 ;  TiA.  xctL  p.  89 ;  toI.  or.  p.  800 ;  vol.  ctIU.  p. 


Digitized  by 


Google 


100  MeehanicSf  PAyaii?*,  and  ChemUiry. 

equivalent  of  the  force  of  crystallization  is  so  great,  that  if  pressore 
had  been  applied  for  only  s  few  hours  one  might  have  concluded, 
with  Bunsen,  that  pressure  has  no  influence  on  solubility ;  but,  by 
maintaining  it  for  a  week  or  more,  there  was  no  difficulty  whatever 
in  perceiving  that  a  solution  which  was  quite  saturated  without  pres- 
sure, dissolved  more  under  a  pressure  of  about  100  atmospheres. 

The  solubility  of  a  salt  in  water  appears  to  me  to  result  from  a  kind 
of  affinity  which  decreases  in  force  as  the  amount  of  salt  in  solution 
increases.  This  affinity  is  opposed  by  the  crystalline  polarity  of  the 
salt ;  and  when  the  two  forces  are  equal,  the  solution  is  exactly  satu- 
rated.  As  is  well  known,  a  change  in  temperature  alters  this  equi- 
librium; and,  according  to  my  experiments,  mechanical  pressure 
relatively  increases  one  or  other  of  these  opposing  forces,  according 
to  the  mechanical  relations  of  the  salt  in  dissolving.  At  all  events 
in  the  case  of  chloride  of  sodium  the  extra  quantity  dissolved  under 
pressure  varies  directly  with  it  for  such  pressures  as  glass  tubes  will 
resist,  in  the  same  manner  as,  according  to  Thomson's  experiments^ 
the  fusing-point  of  ice  is  reduced.  Thus  I  found  that  for  a  pressure 
of  49J  atmospheres  the  extra  solubility  was  '176  per  cent.,  and  for 
121  atmospheres  '431,  which  are  almost  exactly  in  the  same  ratio. 
Hence,  if  B  be  the  amount  soluble  without  pressure,  under  a  pressure 
of  p  atmospheres,  the  solubility  at  the  same  temperature  would  be 
f*+p9y  where  the  values  of  s  and  9  are  independent,  and  vary  for  dif- 
ferent temperatures  and  different  salts.  Future  experiments  may 
perhaps  show  that  this  conclusion  should  be  modified  ;  but  yet  it  will 
be  well  to  adopt  it  provisionally,  in  order  to  compare  together  the 
mechanical  relations  of  different  salts  which  otherwise  would  not  be  so 
intelligible. 

According  to  Michel  and  Krafft*  and  to  Schiff,t  sal-ammoniac  i3 
the  only  salt  known  for  certain  to  occupy  more  space  in  solution  than 
when  crystallized.  Hence,  under  pressure  mechanical  force  must  be 
overcome  in  dissolving,  and  experiment  shows  that,  on  this  account, 
the  relative  force  of  crystalline  polarity  is  increased  and  the  solu- 
bulity  decreased.  This  is  the  reverse  of  what  results  from  an  elevation 
of  the  temperature,  so  that  the  effect  cannot  be  due  to  heat  generated 
by  the  pressure,  but  must  be  the  direct  consequent  of  pressure.  Cal- 
culating from  an  experiment  where  the  pressure  was  164  atmospheres, 
which  gave  a  decreased  solubility  of  1*045  per  cent,  of  the  whole  salt 
in  solution,  a  pressure  of  100  atmospheres  would  cause  '637  per  cent, 
less  to  be  dissolved  than  is  soluble  at  20°  C.  without  pressure,  and  the 
pressure  requisite  to  reduce  the  solubility  to  the  extent  of  1  per  cent. 
Irould  be  157  atmospheres.  Expressing  this  fact  in  other  words,  we 
may  say  that  a  pressure  of  157  atmospheres  is  the  mechanical  force 
with  which  the  salt  tends  to  dissolve  in  a  solution  containing  1  per 
cent,  less  than  can  dissolve  at  the  same  temperature  without  pressure, 
because  the  two  forces  exactly  counterbalance  one  another.  In  a  stillf 
more  dilate  solution  the  force  would  of  course  be  still  greater,  in  ac- 

*  Ann.  de  Chfm.  3  Mr.  toI.  zll.  p.  471. 

t  Ann.  dtr  OikMnie,  toL  dx.  p.  825 ;  toL  eziil.  p.  820. 
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eordanee  with  the  fact  of  a  greater  pressare  being  necessary  to  prevent 
the  Bait  from  being  dissolved.  Supposing  then  that  we  had  a  solution 
&  trifle  more  dilute  than  that  just  named,  and  in  such  indefinitely 
large  quantity  that  a  cubic  inch  of  the  salt  could  dissolve  in  it  and  yet 
produce  no  sensible  change  in  its  strength,  so  that  from  first  to  (ast 
it  might  be  considered  to  mssolve  under  a  pressure  of  157  atmospheres, 
and  also  supposing  that  it  was  rigidly  enclosed  on  all  sides  but  one, 
80  that  the  whole  expansion  must  take  place  in  one  direction  over  an 
area  of  one  square  inch,  since  on  dissolving  there  is  an  increase  in  bulk 
from  100  to  115*78,  the  solution  of  this  cubic  inch  would,  as  it  were, 
raise  2355  9>s.  through  the  space  of  *1578  inch.  This  is  mechanically 
the  same  as  371|^  Sbs.  raised  1  foot,  or,  the  specific  gravity  of  the  salt 
being  1*58,  the  same  as  171  times  the  weight  of  the  salt  itself  raised 
1  metre.  Since  it  involves  no  arbitrary  unite  but  the  metre,  I  shall 
adopt  the  last  expression  as  the  measure  of  the  total  amount  of 
mechanical  work  done  by  the  solution  of  salts  which  expand  in  dis- 
solving,  and  which  may  conversely  be  looked  upon  as  the  measure  of 
the  mechanical  force  rendered  latent  and,  as  it  were,  expanded  in  the 
aet  of  crystallization  when  crystals  are  deposited.  The  value  of  this 
mechanical  equivalent  of  course  varies  with  the  strength  of  the  solution, 
as  already  remarked. 

In  the  case  of  salts  which  occupy  less  space  when  dissolved  than 
when  solid,  pressure,  like  the  increased  temperature,  causes  them  to  be 
more  soluble ;  mechanical  force  is  lost  when  thev  dissolve,  and  is,  as 
it  were,  expended  in  giving  rise  to  solution*  When  water  thus  con- 
taining more  of  a  salt  than  could  otherwise  be  dissolved  at  the  same 
temperature  is  just  saturated  under  any  given  pressure,  the  amount  of 
pressure  represents  the  force  of  crystalline  polarity  tending  to  cause 
the  salt  to  be  deposited  in  a  crystalline  form,  but  which  is  exactly 
counterbalanced  by  that  pressure.  I  will  not  sive  the  details  for  each 
salt,  but  subjoin  a  Table  of  the  results  at  which  I  have  arrived  for  such 
as  illustrate  particular  points  of  interest,  the  calculations  being  all  made 
in  accordance  with  the  principles  already  described.  I  also  give  them 
in  the  case  of  water,  calculated  from  Thomson's  experiments,  as- 
suming that,  when  ice  meets  and  mixes  with  water,  it  may  be  looked 
upon  as  dissolving  in  it ;  and,  as  will  be  seen,  the  mechanical  force 
thus  deduced  is  of  the  same  general  order  of  magnitude  as  that  gene- 
rated by  the  crystallization  of  salts. 


1.  Chloride  of  Sodium, 

2.  Salphate  of  Copper, 

8.  Perridcyanide  of  Potaasium, 
4.  Sulphate  of  Potash, 
6.  Ferrocyanide  of  Potassium, 
6.  Water, 

I. 

II. 

III. 

IV. 

V. 

18-67 
4-83 
2-61 

81-21 
8-90 
8-93 

97 
60 
86 
68 
66 
•    • 

•407 
1-910 

•288 

1-840 

1-640 

. 

•419 
8-188 

•886 
2-914 
2-486 

•991 

167 
7 

42 
42 
20 

106 

Nos.  2  and  5  are  calculated  as  hydrated  crystals. 

Column  I.  gives  the  expansion  of  each  salt  in  crystallizing  from  a 
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nearly  saturated  eolation  of  water,  the  Tolnme  in  a  eryetaHine  state 
being  taken  at  100. 

Column  IL  gives  the  actual  pressure  in  atmospheres  in  the  experi- 
ment. 

Column  III.  gires  the  increased  solubility  due  to  the  pressure  given 
in  oolnmn  IL,  the  total  amount  of  salt  dissolved  without  pressure  being 
token  at  100. 

Column  lY.  gives  the  increase  in  solubility  that  would  be  produced 
by  a  pressure  of  100  atmospheres,  as  calculated  in  accordance  widi 
the  principles  already  described,  the  same  unite  being  taken  as  in 
column  III. 

Column  y.  gives  the  value  of  the  mechanical  work  that  could  be 
done,  or,  so  to  speak,  the  amount  of  mechanical  force  set  free  when 
the  various  substances  crystallissed  from  a  solution  containing  1  per 
cent,  more  tban  would  be  dissolved  without  pressure,  as  measured  by 
the  number  of  times  its  own  weight  which  any  unite  <^  the  various 
salts  could  rise  to  the  height  of  1  metre  in  the  act  of  crystallisation* 
Conversely,  it  is  the  amount  of  mechanical  force  which  becomes  latent 
in  the  act  of  solution ;  and  in  the  case  of  a  stiU  more  supersaturated 
solution  it  would  be  greater,  and  vice  vend,  in  accordance  with  the 
fact  of  the  increased  solubility  varying  with  the  pressure. 

On  comparing  together  the  various  salts,  it  will  be  seen  that  their 
properties  vary  very  considerably.  Thus,  under  the  same  pressure, 
the  extra  quantity  of  sulphate  of  copper  dissolved  in  nearly  ten  times 
that  of  ferridcyanide  of  potassium.  The  mechanical  equivalents  also 
vary  even  more,  being  (for  chloride  of  sodium)  about  22^  times  as 
great  as  for  sulphate  of  copper.  On  the  contrary,  the  mechanical 
equivalents  of  ferridcyanide  of  potassium  and  sulphate  of  potash  are 
the  same;  but,  under  equal  pressures,  the  extra  quantity  of  the 
latter  dissolved  is  nearly  nine  times  as  great,  owing  to  the  difference 
in  the  amount  of  expansion  in  crystallising.  This  latter  is,  however, 
nearly  the  same  for  water  and  ferrocyanide  of  potassium,  whilst, 
under  the  same  pressure,  the  extra  quantity  of  that  salt  dissolved  is 
2^  tiotes  that  of  ice,  in  consequence  of  the  much  greater  mechanical 
equivalent  of  the  ice.  It  appears  to  me  that  we  may  provisionally 
conclude  that  the  increased  solubility  due  to  pressure  varies  directly 
with  the  change  of  volume,  and  inversely  with  the  mechanical  equi- 
yalent  of  the  force  of  crystalline  polarity,  so  that,  if  s  be  the  total 
amount  of  salt  which  disdolves  without  pressure,  c  be  some  function 
of  the  change  in  volume  in  dissolving,  and  m  some  function  of  the 
mechanieal  equivalent  of  the  force  of  crystalline  polarity,  the  solu- 
bility, at  the  same  temperature,  under  a  pressure  of  p  atmospheres 

would  be  +  8  —  •  If  the  salt  be  one  that  expands  on  dissolving,  c 
of  course  is  negative,  and  therefore  under  pressure  the  solubility  be- 
comes s  — ^ ;  that  is  to  say,  it  is  diminished,  as  proved  by  experi- 
ment with  sal-ammoniac.  If  no  change  in  volume  took  place,  we  may, 
1  think,  also  conclude  that  pressure  would  not  in  any  way  increase  or 
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decrease  the  solubility  of  salt  Moreover,  since,  when  a  solntion  is 
just  saturated,  the  force  with  which  the  salt  tends  to  crystallize  is 
equal  to  that  with  which  it  tends  to  dissoWe,  their  mechanical  equi- 
valents must  be  equal  and  opposite.  Hence  we  may  perhaps  conclude 
that,  other  circumstances  being  the  same,  the  mechanical  equivalent 
of  a  salt  like  chloride  of  sodium,  which  so  readily  attracts  moisture, 
would  be  greater  than  that  of  one  like  sulphate  of  copper,  which  so 
readily  loses  even  its  water  of  crystallisation ;  and  thus  also  the  rela- 
tiye  influence  of  equal  amounts  of  pressure  would  be  very  different,  as 
is  confirmed  by  experiment  in  the  case  of  these  and  some  other  salts. 

The  facts  I  have  described,  therefore,  show  that  there  is  a  direct 
correlation  between  mechanical  force  and  the  forces  of  crystallization 
and  solution.  According  to  some  chemists,  the  latter  is  an  instance 
of  real  combination ;  but,  whatever  views  be  entertained  respecting 
its  nature,  we  cannot,  I  think,  deny  that  the  force  represents  some 
modification  of  chemical  affinity,  or  is  at  all  events  most  closely  allied 
to  it  In  comparison  with  some  kinds  of  affinity,  it  may  indeed  be, 
and  probably  is,  weak  ;  but,  yet  as  I  have  shown,  it  sometimes  has 
a  very  consiaerable  mechanical  equivalent,  even  when  nearly  coun- 
terbalanced by  an  opposite  force ;  and  since  such  pressures  as  glass 
tubes  will  resist  have  no  very  great  influence  on  what  we  may  perhaps 
consider  a  weak  affinity,  we  cannot  expect  that  any  pressure  at  our 
command  would  have  much  influence  on  strong  affinities.  I  have, 
however,  succeeded  in  obtaining  some  results  which  apparently  show 
that  pressure  influences  undoubtedly  chemical  changes  taking  place 
slowly,  and  therefore  probably  due  to  weak,  or  nearly  counterbalanced, 
affinities. 

The  method  adopted  in  this  part  of  the  inquiry  was  to  seal  up  some 
solid  substance  in  a  solution  which  gives  rise  to  a  slow  double  decom- 
position, taking  great  care  to  have  in  the  tube  with  pressure,  and  in 
that  without,  pieces  cut  so  as  to  be  of  the  same  size  and  form,  and  a 
solution  of  the  same  character,  so  that,  with  the  exception  of  pressure, 
all  the  conditions  were  the  same.  Possibly  I  may  be  so  fortunate  as 
to  discover  some  case  where  the  affinity  is  so  weak  that  pressure  may 
determine  whether  it  go  forward  or  not,  of  which  fact  the  structure  of 
metamorphic  rocks  furnishes  examples ;  but  hitherto  I  have  only  been 
able  to  prove  that  pressure  modifies  the  rate  at  which  chemical  action 
takes  place.  This  branch  of  the  inquiry  is,  however,  beset  with  many 
difficulties,  for  the  change  in  volume  produced  by  double  decomposi- 
tion is  small,  and  its  determination  involves  several  complicated  ques- 
tions. The  volumes  of  the  solids  is  easily  determined ;  but  that  of 
the  salts  in  solutioA  is  not  the  same  when  other  salts  are  present  as 
when  they  are  dissolved  in  pure  water,  and  varies  much  according  to 
the  strength  of  the  solution  and  the  nature  of  the  salts  ;  and  many 
points  are  still  so  obscure,  that  I  shall  only  give  two  cases  by  way 
of  example. 

When  a  portion  of  Witherite  is  enclosed  in  a  tube  with  a  strong 
solution  of  protochloride  of  iron,  there  is  a  slow  decomposition  into 
chloride  of  barium,  which  is  dissolved,  and  carbonate  of  iron,  which 
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remains  firmly  attached  to  the  Witherite,  and  would  nltmately  give 
rise  to  an  excellent  psendomorph.  The  best  conclosion  at  which  I 
have  been  able  to  arrive  is,  that  there  is  in  the  change  an  increase  in 
volume  equal  to  about  10*7  per  cent,  of  the  Witherite  altered,  bo  that, 
under  pressure,  mechanical  force  must  be  overcome.  In  an  experi- 
ment where  everything  went  on  in  a  very  satisfactory  manner,  the 
pressure  was  maintained  for  three  months  at  from  80  to  100  atmo- 
spheres, and  for  one  month  wa3  under  80  atmospheres,  so  that,  on  an 
average,  it  was  about  80  atmospheres ;  and  I  found  that  the  amount 
of  chemical  change  was  21*7  per  cent,  less  than  when,  all  other  cir- 
cumstances having  been  the  same,  there  had  been  no  pressure  ;  thus 
clearly  showing  that  pressure  had,  as  it  were,  diminished  the  force  of 
chemical  affinity.  If  then  one  cubic  inch  had  been  altered  under  this 
pressure,  it  would  have  overcome  a  mechanical  force  equal  to  that 
required  to  raise  1200  fts.  through  the  space  of  *107  inch,  which  is 
equivalent  to  raising  twenty-one  times  its  weight  to  the  height  of  1 
metre ;  and  under  the  same  circumstances  1*278  cubic  inch  would  have 
been  altered  when  no  such  mechanical  force  had  to  be  overcome. 
Supposing  then  that  in  both  cases  the  total  energy  at  work  was  the 
same,  but  in  one  was  altogether  expended  in  producing  a  chemical 
result,  and  in  the  other  in  producing  partly  a  chemical  and  partly  a 
mechanical  effect,  we  may  say  that  the  force  which  gives  rise  to  the 
purely  chemical  change,  taking  place  at  a  particular  rate,  is  equal  to 
that  which  gives  rise  to  this  chemical  effect,  taking  place  at  '788  of 
that  rate,  and  to  a  mechanical  effect  equal  to  the  force  required  to 
raise  in  the  same  space  of  time  34*87  times  the  weight  the  Witherite 
altered  to  the  height  of  1  metre.  Supposing  also  that  the  power  of 
chemical  force  varies  at  the  rate  at  which  it  gives  rise  to  a  chemical 
change,  in  the  same  manner  as  the  power  of  a  mechanical  force  varies 
as  the  velocity  of  motion  imparted  by  it,  we  may  perhaps  conclude 
that  this  mechanical  force  is  equal  to  *217  of  the  chemical  force,  and 
that  the  whole  energy  of  the  chemical  action  under  the  conditions  of 
the  experiment  was  equal  to  the  mechanical  power  required  to  raise 
in  the  same  period  of  time  160  times  the  weight  of  the  Witherite  al- 
tered to  the  weight  of  1  metre.  If  these  principles  are  correct,  a 
pressure  of  more  than  370  atmospheres  would  have  entirely  counter- 
balanced the  force  of  chemical  affinity,  since  to  produce  any  chemical 
change  it  would  then  have  had  to  overcome  a  greater  force  than  it 
possessed.  This  is  so  great  a  pressure  that  I  fear  it  will  be  difficult 
to  prove  the  deduction  by  experiment ;  and  until  some  such  case  can 
be  found,  capable  of  being  verified,  these  calculations  must  be  con- 
sidered as  little  more  than  suggestions,  which  future  investigations 
may  confirm  or  disprove. 

When  calcite  is  sealed  up  in  a  mixed  and  rather  strong  solution  of 
chloride  of  sodium  and  sulphate  of  copper,  slow  double  decomposition 
gives  rise  to  malachite,  sulphate  of  lime,  and  carbonic  acid ;  and 
though  this  is  extremely  complicated,  and  it  is  very  difficult  to  deter- 
mine what  would  be  the  change  in  volume,  yet,  so  far  as  I  am  able  to 
make  out,  until  the  solution  becomes  saturated  with  sulphate  of  lime. 
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there  is  a  decrease  in  volume  equal  to  about  8  per  cent,  of  that  of  the 
calcite  altered,  so  that,  under  pressure,  mechanical  force  is  the  very 
reverse  of  being  opposed  to  the  chemical  change.  Three  experiments 
all  indicate  the  same  fact,  and  in  which,  on  an  average,  the  pressure 
'was  about  90  atmospheres  for  two  weeks,  show  that,  as  a  mean  of 
the  whole,  the  amount  of  chemical  change  of  17  per  cent,  more  with 
the  pressure  than  without ;  thus  proving  that  pressure  had,  as  it  were, 
increased  the  force  of  chemical  affinity.  Calculating  according  to 
the  principles  described  above,  we  may  conclude  that  a  pressure  of 
530  atmospheres  would  have  caused  the  action  to  take  place  at  double 
the  rate,  and  that  therefore  the  chemical  action  is  equivalent  to  the 
expenditure  of  that  amount  of  mechanical  force,  being  thus  generated 
by  it.  Arguing  then  in  a  manner  similar  to  that  already  described, 
but  modified  to  suit  the  different  conditions,  if  there  be  a  contraction 
^qual  to  8  per  cent,  of  the  bulk  of  the  calcite,  there  must  be  a  loss 
ef  mechanical  force  capable  of  raising  28  times  the  weight  of  the 
calcite  altered  to  the  height  of  1  metre,  in  the  time  required  for  the 
chemical  change ;  which  amount  of  mechanical  energy,  as  it  were, 
becomes  latent,  and  is  transformed  into  chemical  action,  and  would 
again  exhibit  itself  as  a  mechanical  force  if,  by  any  means,  the  chemi- 
cal affinities  could  be  inverted  and  everything  restored  to  its  original 
state. 

In  a  like  manner,  other  experiments  indicate  that  in  some  cases 
pressure  causes  a  slower,  and  in  others  a  quicker  chemical  action, 
whilst  in  others  it  has  scarcely  any  influence  whatever  ;  and  though, 
for  reasons  already  explained,  I  say  it  with  some  hesitation,  yet  bear- 
ing in  mind  what  is  already  known  respecting  the  action  of  pressure 
on  hydrate  of  chlorine,  hydrated  hydrosulphuric  acid,  and  other  sub- 
stances described  by  the  various  authors  referred  to  in  the  notes,  I  think 
the  facts  I  have  described  make  it  very  probable  that  further  research 
will  show  that  pressure  weakens  or  strengthens  chemical  affinity  ac* 
cording  as  it  acts  against  or  in  favor  of  the  change  in  volume  ;  as  if 
chemical  action  were  directly  convertible  into  mechanical  force,  or 
mechanical  force  into  chemical  action,  in  definite  equivalents,  accord- 
ing to  well-defined  general  laws,  without  its  being  necessary  that  they 
Bfaoald  be  connected  by  means  of  heat  or  electricity.  On  the  present 
occasion  I  shall  not  attempt  to  consider  the  various  geological  and 
mineralogical  facts  which  appear  to  me  to  admit  of  the  application  of 
the  principles  I  have  described,  for  many  of  them  are  peculiarities 
in  structure  of  which  neither  myself  nor  any  one  else  has  ever  given 
a  description,  and  would  therefore  demand  a  preliminary  notice.  How- 
ever, I  may  say  that  it  appears  to  me  that  a  number  of  facts  connected 
with  metamorphic  rocks  and  the  phenomena  of  slaty  cleavage,  which, 
to  me  at  all  events,  have  hitherto  been  inexplicable,  are  readily  ex*' 
plained  if  mechanical  force  be  directly  correlated  to  chemical  action, 
and  if  in  some  cases  the  direction  in  which  crystals  are  formed  be 
more  or  less  related  to  pressure,  in  some  such  way  as  there  is  a  con* 
nexion  between  their  structure  and  the  magnetic  force  shown  by  the 
experiments  of  PlUcker,  Faraday,  Tyndall,  and  many  other  observers. 
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We  may  also,  I  think,  explain  the  origin  of  the  impressions  on  the 
limestone  pebbles  in  the  ^^Nagelflue''  in  Switzerland,  abont  -which  so 
much  has  been  written  in  Germany  and  France,  without  a  satisfactory 
reason  having  been  discovered ;  and  the  same  explanation  accounts 
for  the  mutual  penetration  of  the  fragments  of  which  some  limestones 
are  formed,  and  for  the  banded  structure  of  some  which  possess  slaty 
cleavage.  The  curious  teeth-like  projections  with  which  one  bed  of 
limestone  sometimes  enters  into  another,  also  to  a  certain  extent  in* 
dicate  a  chemical  action  depending  on  mechanical  force  ;  and  probably 
the  same  may  be  said  of  some  of  the  peculiarities  of  slickensides  and 
mineral  veins.  It  is  also  possible  that  a  pressure  of  several  hundred 
atmospheres  may  facilitate  some  of  the  chemical  changes  involved  in 
the  transformation  of  water  and  carbonic  acid  into  the  organic  com- 
pounds met  with  in  animals  and  plants  of  low  organization  found  at 
great  depths  in  the  ocean,  and  thus  to  a  certain  extent  compensate  for 
diminished  light.  I,  however,  most  willingly  admit  that  very  much 
remains  to  be  learnt  before  we  can  say  to  what  extent  the  principles 
I  have  described  are  applicable ;  and  yet,  at  the  same  time,  cannot 
but  think  that  henceforth  they  must  be  taken  into  account  in  many 
departments  of  the  chemical  and  physical  geology,  and  will  readily 
explain  a  number  of  facts  which  otherwise  would  be  very  obscure. 


On  the  Meanurement  of  the  Chemical  Brightness  of  various  poriionM 
of  the  Sun*s  Disk.    By  Henry  Enfibld  Roscoe,  B.A.,  F.R.S. 

From  Uie  Proceedings  of  the  Roy*!  Sooiety,  No.  S0. 

The  author  has  applied  the  method  of  measurement  of  the  chemical 
action  of  sunlicht,  which  Professor  Bunsen  and  he  described  in  a  me- 
moir presented  to  the  Royal  Society  in  November  last,*  to  the  measure- 
ment of  the  chemical  brightness  of  various  portions  of  the  solar  disk ; 
and  although  the  observations  which  have  as  yet  been  made,  are  only 
preliminary,  yet  he  thinks  that  the  results  obtained  are  of  sufficient 
interest  to  warrant  his  bringing  them  before  the  Society. 

Secchi  has  shownf  that  the  calorific  radiation  of  the  centre  of  the 
sun's  disk  is  nearly  double  that  from  its  borders,  and  that  the  equa- 
torial regions  are  somewhat  hotter  than  the  polar,  whilst  observers  have 
long  noticed  a  great  difference  in  luminosity  between  the  centre  and 
edge  of  the  disk. 

For  the  purpose  of  obtaining  a  measurement  of  the  relative  chemical 
brightness  of  various  portions  of  the  solar  disk,  the  image  of  the  sun^ 
of  about  4  inches  in  diameter,  obtained  by  a  3^  inch  refractor,^  was 
allowed  to  fall  into  a  camera  placed  on  the  instrument,  upon  a  sheet 
of  standard  photographic  paper  prepared  according  to  the  method  de- 
scribed in  the  above-mentioned  research.  The  peculiar  property  of  this 
standard  paper  is  that  it  can  always  be  prepared  of  one  and  the  same 
degree  of  sensitiveness,  and  is  perfectly  homogeneous.  The  exposure 

•  AbRtract,  Proc.  R07.  Beo.  toI.  zU.  p.  800 ;  Memoir,  Phil.  Tmoi.  1868^ 

t  Astron  NecUr.  Not.  806,  S33. 

i  Kindly  ptaeed  at  my  dlsponl  by  S.  W.  WIllluMon,  ISmi^  Ifiiicbettar. 
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lasted  for  from  80  to  120  seconds,  the  sun's  motion  being  carefall  j 
followed  hj  a  tangent-screw.  After  exposure,  the  shade  of  tint  at 
several  points  on  the  picture  was  determined  by  comparison  with  a 
graduated  photographic  strip  insolated  in  the  pendulum-photometer, 
and  the  chemical  intensities  corresponding  by  these  shades  obtained  bj 
reference  to  the  Table  given  in  the  memoir  above  cited.  The  following 
numbers  give  the  chemical  brightness,  thus  obtained,  at  various  points 
on  the  sun's  disk  on  May  9th,  1863.  From  these  numbers  it  is  seen 
that  the  intensity  of  the  chemically  active  rays  at  the  centre  is  from 
three  to  five  times  as  great  as  that  at  the  edge  of  the  disk,  the  chemi- 
cal rays  thus  showing  a  wider  variation  than  the  calorific  rays  exhibit- 
ed as  determined  by  Secchi.  This  is  doubtless  owing  to  the  relatively 
greater  absorption  efiected  by  the  solar  atmosphere  on  the  more  refran- 
gible chemical  rays. 

C/iemical  Brightness  of  Sun^a  DM  on  May  9^A,  18G3, 


1.  At  centre  of 
Sun's    Disk. 

2.  At  15°  from  the  edge  of  Sun's 
Disk. 

1                                            1 
3.  At  edge  of  Sun's  Disk. 

No.  1. 

No.  2- 

1000 
100-0 

N.  Pole. 
38-8 
52-8 

Equator. 
48-4 

5.  Pole. 
68.1 
60-6 

!n.  Pole. 
18-7 
30o 

Equator.  S.  Pole 
30-2        28-2 
.     .         41-0 

Hence  it  is  likewise  seen  that  on  May  9th  the  chemical  brightness  of 
the  south  polar  regions  was  considerably  greater  than  that  of  the  north 
polar  regions,  while  about  the  equator  the  brightness  was  between  that 
of  the  poles. 

In  order  to  show  that  the  sensitive  paper,  when  exposed  to  ordinary 
sviilight,  becomes  homogeneously  tinted,  the  author  appends  the  read- 
ings, taken  in  the  way  described,  from  various  portions  of  a  piece  of 
the  standard  paper  used  for  the  sun-pictures  exposed  for  some  seoonds 
to  direct  sunlight. 

Reading.  Deviation  from  mean. 

Portion  No.  1,  101-4  -I-0-98 

2,  100-7  4.0-28 

3,  98-5  —1-97 
"  4,  101-6  +113 
•*                 6,     99-9                                        —0-57 

ti,  100-7  +0-2a 

Mean,  100-47 


The  sun-pictures  obtained  on  the  sensitive  paper  must  possess  only 
a  slight  tint,  otherwise  the  differences  in  shade  cannot  be  accurately 
observed;  they  then  exhibit  a  peculiar  coarse  mottled  appearance, 
-which  is  not  due  to  imperfections  in  the  paper,  or  the  lenses,  nor  to  the 
action  of  the  earth's  atmosphere. 

Perhaps  these  irregular  dark  and  light  patches  are  owing  to  clouds 
in  the  solar  atmosphere,  and  they  may  have  an  intimate  connexion  with 
the  well-known  phenomenon  of  the  red  prominences. 

Mr.  Baxendell  and  the  author  propose  to  carry  out,  according  to 
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this  method,  a  regular  series  of  observations  of  the  yariation  of  the  re« 
lative  amounts  of  brightness  on  the  sun's  disk,  and  they  hope  before 
long  to  be  able  to  present  the  Society  with  some  further  details. 


Xote  on  Vegetable  Ivory.    By  Dr.  Phipson,  F.C-S.,  &c. 

From  the  London  Chemleftl  News,  No.  206. 

Vegetable  ivory  is  the  fruit  of  Fhyielephas  macrocarpa^  a  plant  al- 
lied to  the  palm  trees,  common  in  South  America.  At  the  period  of 
maturity  the  grain  forms  a  hard  mass  resembling  ivory  or  bone,  and 
which  is  manufactured  into  various  kinds  of  ornaments.  According  to 
an  analysis  by  Mulder,  its  composition  may  be  represented  by — 

C,,H„0,,=*0„H,oO,o  +  HO; 
Saumhauer  obtained  a  precisely  similar  result  some  years  later. 

I  have  found  that  vegetable  ivory  takes,  in  contact  with  concentrat- 
ed sulphuric  acid,  a  splendid  red  color,  almost  equal  to  magenta.  This 
color,  at  first  pink,  then  bright  red,  becomes  much  deeper  and  more 
purple  when  the  acid  has  been  allowed  to  act  for  about  twelve  honrs. 

This  reaction  may  sometimes  be  found  useful  in  order  to  distinguish 
small  pieces  of  vegetable  ivory  from  the  ivory  of  the  elephant's  tusk,  or 
from  bone,  neither  of  which  take  this  beautiful  red  color  in  contact 
with  sulphuric  acid. 

The  analyses  quoted  above  show  that  the  greater  portion  of  vegeta- 
ble ivory  is  pure  cellulose,  but  the  reaction  produced  by  sulphuric  acid 
proves  that  other  substances  are  present,  for  cellulose  does  not  be- 
come red  with  sulphuric  acid.  Mr.  Gonnel  found  in  1845,  that  vege* 
table  ivory  contained  81*34  per  cent,  of  cellulose,  and  that  the  other 
substances  were  gum  6*78,  legumine  3*80,  albumine  0*42  (that  is  4*22 
of  albuminous  substances),  oil  0*73,  water  9*87,  and  ash  0'61,=^100. 
Tilings  of  vegetable  ivory  dried  at  140°  to  150°  C.  give  1  per  ct.  of  asL 

Payen  found  that  these  filings  when  boiled  with  caustic  soda  took  a 
yellow  color,  a  fact  confirmed  by  Baumhauer,  who  asserts  that  potash 
does  not  produce  any  color. 

The  reaction  of  sulphuric  acid  on  vegetable  ivory  has  enabled  me 
more  than  once  to  distinguish  immediately  between  filings  of  this  sub- 
stance, and  bone  of  ivory  filings.  It  is  owing  to  the  well-known  ac- 
tion of  this  acid  upon  albuminous  substances  in  presence  of  sugar,  and 
which  has  been  utilized  by  Raspail  in  bis  microscopic  researches.  But 
whether  the  sugar  is  formed  by  the  action  of  the  acid  in  the  cellulose, 
or  pre-exists  already  formed  in  the  substance  is  of  little  import.  I  in- 
cline, however,  to  the  first  opinion,  as  the  color  takes  a  little  time  to 
show  itself  (five  or  ten  minutes),  and  as  Mr.  Connel  did  not  find  any 
sugar  ready  formed. 

I  have  since  observed  that  the  white  portion  of  the  cocoa-nut  pre- 
sents a  similar  reaction  with  sulphuric  acid ;  the  color  produced  is  first 
pink,  then  red,  reddish  purple,  and  finally,  in  about  sixteen  hours,  a 
fine  violet. 

The  colors  thus  produced  with  vegetable  ivory  and  cocoa-nut  disap- 

{>ear  gradually  in  contact  with  water,  like  the  fine  reddish-brown  co- 
or  produced  with  essence  of  turpentine  and  sulphuric  acid. 
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Vrom  the  London  Prftellonl  HMhanic*!  Jonrnal,  Oetober,  IMS. 
(Continued  from  pige  46.) 

Gunpowder  and  Gun  Cotton  compared  as  to  Temperature  of  Igni- 
tion.— Nevertheless,  it  is  of  interest  to  introduce  something  regarding 
the  qualities  of  gunpowder.  Mixed  with  sulphur,  charcoal  ignites  at 
a  lower  temperature  than  hj  itself*  A  mixture  of  sulphur  with  char- 
coal, that  had  heen  prepared  at  temperatures  between  150^  and  400^ 
C,  begins  to  ignite  at  ^50° ;  whereas  a  mixture  of  sulphur  with  char- 
coal, resulting  from  a  temperature  between  1000^  and  1500^,  when 
heated  to  250^  only  burns  ofif  the  sulphur,  without  the  combustion  of 
the  charcoal. 

Charcoal  decomposes  saltpetre  at  a  temperature  altogether  different 
from  the  degree  of  heat  at  which  charcoal  is  produced.  Charcoal 
prepared  at  temperatures  between  160°  and  430°  decomposes  salt- 
petre at  400°.  Chttrcoal  prepared  between  1000°  and  1800°  decom- 
poses saltpetre  at  a  dark  red  glow  heat. 

Sulphur  decomposes  saltpetre  at  higher  temperatures  than  the  char- 
coal, namely,  at  about  or  over  432°.  The  temperature  at  which  sul- 
phur burns  in  the  air  is,  according  to  Violette,  250°,  and  at  this  tem- 
perature gunpowder  also  explodes.  The  explosive  quality  of  vari- 
ous sorts  of  gunpowder  is  different,  according  to  the  sort  of  charcoal 
used,  the  proportions  of  the  mixtures,  and  the  size  and  compactness 
of  the  grains.  Violette  observes,  that  an  exact  knowledge  of  the  al- 
terations in  the  composition  of  the  charcoal  of  powder,  in  proportion 
to  the  temperature  of  the  charcoaling  process,  must  be  followed  by 
changes  in  the  respective  proportions  in  the  mixture  of  the  gunpowder. 
It  is  useless  to  advert  here  to  the  conditions  under  which  charcoal  is 
here  produced  by  the  common  charcoal  burners. 

Is  Ghin  Cotton  Spontaneously  Combustible  ? — Finally,  there  still 
remains  the  consideration,  whether  the  danger  of  the  spontaneous  com- 
lostion  of  gun  cotton  is  so  great  that  it  cannot  be  recommended  for 
shooting  purposes. 

Spontaneous  combustion  is  well  defined  by  Lieut.  Col.  Baron  von 
Ebner,  his  definitions  having  reference  to  the  military  conditions. 

Whence,  then,  have  arisen  the  allegations  of  spontaneous  combus- 
tion, and  on  what  basis  do  they  rest  ?  Assuredly,  they  receive  no 
countenance  from  the  experience  acquired  by  chemists,  who  in  pre- 
paring gun  cotton  have  each  operated  in  a  different  manner.  Pelouze 
maintains  that  the  process  of  azotizing  is  finished  in  a  few  minutes. 
The  explosive  nature  of  the  compound  of  this  chemist,  as  well  as  that 
of  Boucher,  is  therefore  attributable  to  a  composition  wholly  different 
from  that  of  the  Hirtenberg  cotton. 

Nor  are  apprehensions  of  spontaneous  combustion  deducible  from 
any  fair  application  of  theory.  Whatever  theoretical  objections  there 
may  bo  at  the  present  time  applicable,  were  also  applicable  twelve 
years  ago.  In  the  summer  of  1862,  the  Simmeringer  Ilaide  explosion 
occurred,  and  we  may  fairly  assume  that  the  list  of  theoretical  assump- 
tions favoring  the  idea  of  spontaneous  explosion  was  then  pretty  well 
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exhausted.  Tn  the  Simmeringer  Haide  magazine,  howeyer,  gun  cot- 
ton and  gunpowder  were  stored  together.  To  have  impnted  the  ex- 
plosion to  spontaneous  ignition  of  gun  cotton,  was  altogether  unwar- 
ranted by  evidence.  With  equal  show  of  probability  might  it  have 
been  imputed  to  the  spontaneous  ignition  of  gunpowder. 

The  latter  view  might  be  supported  by  the  experience  of  numerous 
powder  explosions  where  not  an  atom  of  gun  cotton  was  present,  and 
yet  the  cause  was  never  ascertained. 

Many  probable  reasons,  however,  may  be  adduced  favoring  the  be- 
lief that  the  Hirtenberg  cotton  did  not  explode  spontaneously;  these 
probabilities  rest  on  grounds  both  theoretical  and  practical. 

Experimental  Proofs  demonstrate  that  LenVs  Q-un  Cotton  i$  not 
spontaneously  Comhuetible. — The  history  of  gun  cotton  as  chronicled 
by  chemists  and  artillerists,  short  though  the  history  be,  is  so  full  of  re- 
cords of  explosion  under  unexpected  circumstances,  that  an  unbiassed 
mind  can  hardly  fail  to  be  impressed  with  the  belief  that  amongst  the 
ordinary  conditions  of  military  practice,  there  may  be  some  competent 
to  induce  the  spontaneous  combustion  of  this  material.  Nevertheless, 
the  experience  of  Baron  Lenk,  acquired  during  a  period  extending 
over  more  than  ten  years,  is  more  pregnant  with  reliable  testimony 
than  can  be  found  in  the  entire  remaining  history  of  this  material. 

The  manufaeture  oi  gun  cotton  in  Hirtenberg  consists  in  a  number 
of  perfectly  harmless  operations  ;  and  it  is  remarkable  that  contrary  to 
what  happens  with  gunpowder,  if  fire  be  not  actually  applied,  explosion 
is  impossible.  All  operations  are  so  arranged,  that  the  material  acted 
upon  is  in  a  moist  or  wet  condition — hence  not  explosive.  Drying 
takes  place  in  a  capacious  building,  on  every  side  open  to  the  air. 
The  last  process  of  arying  is  carried  out  in  the  drying  chamber,  where 
it  is  efiected  by  a  stove  situated  on  the  outside,  distributing  its  heat 
to  the  building  by  earthenware  pipes;  drying  being  thus  insured 
through  a  gentle  warmth.  The  gun  cotton  next  goes  either  into  a  ma- 
gazine to  be  packed  away  in  chests,  or  is  at  once  prepared  for  ammu- 
nition. 

In  this  magazine^  Hirtenberg  cotton  has  been  stored  for  a  period  of 
twelve  years,  and  not  a  single  instance  of  explosion  has  taken  place. 
How  many  powder  mills  have  exploded  in  that  time?  In  Prussia,  how- 
ever, a  drying  chamber  has  lately  blown  up. 

Your  excellency  has  officially  been  informed,  that  in  Prussia  they 
have  worked  for  eight  years  with  gun  cotton,  and  not  a  single  explo- 
sion has  occurred  except  the  last  named.  In  the  Prussian  drying 
chamber  referred  to,  a  stove  with  an  iron  smoke  pipe  was  used — a  suf- 
ficient explanation  of  the  misfortune. 

During  twelve  years  we  have  prepared  gun  cotton  at  Hirtenberg, 
for  ammunition,  that  is  for  yarns,  spun  ropes,  and  threads  twisted 
and  woven. 

One  single  case  of  explosion  has  occurred  in  the  course  of  Baron 
Lenk's  manufacture,  the  result  of  improper  speed  of  working  the  spin- 
ning machinery.  Now,  the  circumstance  hardly  need  be  insisted  on, 
that  gunpowder  as  well  as  gun  cotton  can  be  exploded  by  friction. 
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Oun  cotton  has  been  used  for  military  purposeB  now  more  than 
twelve  years;  it  has  also  been  employed  for  mining  and  blasting.  It 
has  been  subjected,  to  every  variety  of  transport.  Packed  in  black 
wooden  chests,  it  has  been  exposed  to  sunshine  for  months  together; 
all  this  without  one  single  accident.  In  the  face  of  such  testimony  it 
cannot  be  said  that  gun  cotton  manifests  any  tendency  to  explode 
spontaneously. 

Theoretical  Proofs  against  the  Spontaneous  Combustion  of  LenVs 
(run  Cotton. — Those  who  maintain  the  spontaneous  combustibility  of 
£un  cotton,  must  surely  be  able  to  base  their  fears  on  scientific  grounds* 
Xiet  OS  now  examine  the  most  important  of  these.  And,  firstly,  as  re-* 
sards  cotton  itself.  Cotton  is  chemically  effected  by  storage,  if  packed 
camp  and  in  bulk ;  it  then  gets  heated ;  and  examples  are  not  wanting 
of  warehouses  burned  down  through  &ce  generated  by  the  heating  of 
stored  cotton.  This  chemical  change  in  ordinary  cotton  begins  with 
hydrogen,  this  element  affording  to  the  atmospheric  oxygen  the  first 
point  of  attack :  hereby  occurs  heating,  with  partial  oxidation.  The 
oxidation  goes  on  until  even  the  charcoal  is  affected,  and  the  results  may 
he  actual  combustion*  This  occurs  not  only  to  cotton,  but  linen  rags, 
as  well  as  to  sawdust,  and  many  other  organic  substances.  The  con- 
ditions affecting  Lenk's  gun  cotton  are  almost  diametrically  opposed 
to  the  preceding.  Firstly,  the  three  easily  removable  atoms  of  hydro* 
gen  present  in  ordinary  cotton  are  disposed  of  by  what  may  be  called 
azotization ;  then  the  long  process  of  acid-steeping  involved,  oxidizes 
everything  in  the  cotton  that  can  be  azotized ;  whence  it  follows  that 
there  remains  nothing  for  atmospheric  oxygen  to  act  upon.  Finally, 
slow  decay,  or  ^^  eremacausiSj "  to  which  ordinary  cotton  is  subject, 
cannot  affect  Lenk's  gun  cotton. 

Granting  that  atmospheric  oxygen  has  no  influence,  still  the  theo* 
retical  allegation  may  be  adduced,  that  oxygen  of  water  is  not  without 
influence.  But  the  Hirtenberg  gun  cotton  lies  for  several  weeks  in 
water ;  moreover,  is  finally  boiled  with  weak  potash  solution.  Now,  if 
it  be  easily  changeable  by  water,  it  must  surely  have  changed  under 
this  treatment:  nevertheless,  every  analysis  demonstrates  the  result  to 
be  tri-nitro  ceUuJose.  It  may  still  be  argued,  that  if  oxygen  and  atmo- 
spheric moisture  do  not  produce  material  changes,  stiU  summer  heat 
would  do  so ;  but  examples  such  as  the  black  cases  which  have  lain  for 
months  in  the  open  air  on  railway  stations,  exposed  to  the  direct  action 
of  the  sun,  and  the  specimen  already  referred  to,  where  more  than  one 
pound  of  gun  cotton  was  exposed  for  more  than  four  weeks  to  the  direct 
action  of  the  sun  towards  the  south  in  all  weathers,  retaining  still  its 
full  explosive  properties,  demonstrate  a  sufficient  explosive  constancy. 
If,  however,  gun  cotton  be  prepared  otherwise  than  as  in  Hirtenberg— 
or  if  not  prepared  in  Hirtenberg,  according  to  the  special  instructions 
of  General  von  Lenk  (of  which,  until  now,  no  example  was  before  us)— 
then,  no  doubt,  there  might  be  risk  of  combustion,  as  in  the  case  of 
the  French  cotton. 

Sow  the  explosions  of  the  French  cottons  are  to  be  accounted  for. — 
The  explosion  can  be  accounted  for  in  the  following  way :  indeed,  it 
has  been  mostly  explained  already. 
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If  the  acids  are  not  strong  enough,  or  not  permitted  to  act  suffi- 
ciently long ;  if,  moreover,  the  subsequent  removal  and  neutralisation 
of  acid  be  not  complete,  so  that  free  acids  remain ;  then  the  atoms  of 
unremoved  hydrogen  may  become  the  focus  of  chemical  energy,  which 
rising  to  a  sufficient  degree  of  intensity,  may  result  in  explosion. 

To  effect  complete  permeation  of  the  cotton,  is  by  no  means  a  quick 
or  easpr  process  ;  and  a  similar  remark  is  applicable  to  the  remoyal  of 
lingering  acid  traces.  With  reference  to  these  particulars,  the  state- 
ment can,  without  arrogance,  be  made  that  the  French  gun  cotton, 
compared  with  that  of  Hirtenberg  manufacture,  was  not  so  complete 
a  material,  inasmuch  as  the  acid  was  allowed  too  short  a  time  for  its 
action  upon  the  cotton  wool;  probably,  too,  the  subsequent  deaddaiitm 
of  the  French  cotton  would  not  have  been  so  fully  effected.  Thus  con- 
sidered, the  assumed  great  danger  of  so-called  ^^  spontaneous  combus- 
tion "  in  reference  to  Lenk's  gun  cotton  disappears. 

It  now  remains,  lastly,  for  us  to  inquire  into  the  so-called  disruptive 
explosibility  {vis  viva^  or  force  brisante)  of  gun  cotton. 

The  ^^ force  brisante  "  of'  Gun  Cotton. — This  subject,  purely  artilleris- 
tic  in  its  nature,  can  only  be  spoken  of  by  chemists,  so  far  as  thence 
brisante  of  gun  cotton  depends  upon  a  certain  chemical  condition. 

By  the  expression /oree  brisante j  we  understand  the  time  within  which 
a  certain  weight  of  an  explosive  material  in  a  gun  has  been  converted 
into  a  certain  volume  of  gas,  or  the  volume  of  gas  produced  under 
otherwise  equal  conditions. 

An  explosive  material  is  therefore  the  more  brisante  in  proportion  as 
the  time  is  short  for  equal  weight  and  volume  of  gas  developed,  or  time 
and  weight  equal  in  proportion  to  the  volume  of  gas  is  greater. 

We,  being  accustomed  to  compare  every  sort  rf  explosive  material 
with  gunpowder,  say  that  gun  cotton  is  more  brisante  than  gunpowder, 
because  the  former  develops  an  equal  volume  of  gas  in  a  smaller  space 
of  time ;  or  what  is  the  same,  time  being  equal,  a  greater  bulk  of  gas, 
and,  therefore,  a  higher  mechanical  effect.  In  the  moment  of  explosion 
the  result  exerts  a  greater  pressure  on  the  barrel;  hence  there  is 
more  danger  of  bursting. 

The  danger  of  bursting  by  equal  charges  differs  relatively  according 
to  the  thickness  of  the  barrel  and  the  strength  of  its  material  to  equal 
resistance  of  the  shot. 

Given  an  explosive  substance  more  brisante  than  gunpowder,  we  can 
still  fire  the  two  with  equal  safety  by  proportionately  increasing  the 
strength  of  the  gun.  From  a  consideration  of  explosive  bodies  gene- 
rally, it  follows  that  each  particular  one,  if  applied  to  ballistic  purposes 
demands  a  peculiar  gun.  It  cannot  be  reasonably  expected  that  a  gun 
best  adapted  to  the  use  of  gunpowder  is  also  best  adapted  to  the  use 
of  gun  cotton. 

If  that  construction  be  discovered,  then  the  higher  brisante  effect  of 
gun  cotton  may  appear  as  an  advantage,  instead  of  being  thought  a 
disadvantage. 

However,  gun  cotton  can  act  disadvantageously  in  another  manner 
on  the  barrel  of  a  gun,  through  its  higher  brisante  nature. 
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If  we  imasine  tbe  moment  of  the  discharge  of  the  ^iin  taking  place, 
dien  the  products  of  the  explosion — the  gases,  are  as  it  were,  in  a  mine, 
.in  which  one  of  the  resisting  sides  is  movable,  vis:  the  shot.  The 
gases  act  with  equal  mechanical  power  on  every  side  of  the  barrel  in 
tne  moment  before  the  shot  is  about  to  move.  The  sides  of  the  gun 
being  at  rest  (supposing  it  resists  the  explosion),  it  follows  that  part 
of  the  mechanical  power  is  transformed  in  an  equivalent  quantity  of 
heat,  or,  what  is  the  same,  the  barrel  of  the  gun  will  become  heated ; 
the  temperature  may  be  raised  thereby  so  high,  that  the  tin  of  a  bronze 
barrel  may  partly  melt,  or^  as  we  say,  the  barrel  of  the  gun  is  ^*  burnt 
out"  after  a  number  of  rounds. 

That  the  last-named  eiFect  of  heat  on  the  barrel  is  not  to  be  attri- 
buted to  the  chemical  composition  of  gun  cotton,  but  to  the  transfor- 
mation of  mechanical  power  into  heat,  is  proved  by  Lieutenant  von 
Karoly's  analysis  of  the  gases  of  combustion  of  Lenk's  gun  cotton, 
which  he  made  in  the  Chemical  Laboratory  of  the  Engineers'  Oorps 
Committee,  as  may  be  seen  in  the  report  of  the  Imperial  Academy  of 
Science,  volume  xlvii,  page  59,  Mathematical  and  Physical  part ;  and 
which  may  be  seen  in  the  following  table,  in  which  the  gases  of  com- 
bustion of  powder  according  to  Bunsen  (vide  Poggendorf,  4th  series, 
12th  volume,  page  131,)  are  cited  in  comparison  with  those  of  gun 
cotton. 


Gases  of  Combustion. 
Volume  per  cent. 

Hansen. 

Karoly's. 

Common 

Nitrogen,          .              N. 

Sporting. 

Eifle. 

Powder. 

Gun  Cotton. 

411 

86-8 

87-6 

12-7 

Carbonic  Acid,        .        C.O.a 

62-7 

46-9 

42-7 

20-8 

Carbonic  Oxide,               CO. 

8-9 

6-2 

10-2 

29  0 

Hydrogen,                        H. 

1-2 

6-9 

5-9 

8-2 

Sulphur  and  Hydrogen,  H.S. 

0-6 

0-67 

0-86 

Carbon,!      1-8 
Water,  /  26-87 

Oxygen,            .               0, 

0-66 

•      • 

, 

liight  Garburetted  Hydrogen 

Gas, 

000 

802 

2-7 

7-2 

If  we  compare  the  gases  of  gunpowder  with  those  of  gun  cotton,  we 
easily  see  that  the  chemical  action  of  the  product  of  combustion  of  gun 
cotton  on  the  sides  of  the  barrel — if  there  exists  any  action  at  all-<- 
must  be  smaller  than  with  the  use  of  gunpowder,  because  they  are  less 
oxidizing  gases  than  those  of  gunpowder. 

Should,  therefore,  bronze  barrels  be  ** burnt  out"  by  the  use  of 
ffun  cotton,  cast  steel  may  be  then  used  instead  of  bronze,  which,  in 
fact,  has  been  successfullv  done. 

Moreover,  bronze  eun  barrels  have  withstood  a  sufficient  number  of 
rounds  by  using  an  adequate  charge  of  £un  cotton  with  elongated  cart- 
ridges. Li  this  way  no  alteration  of  the  Dore  prejudicial  to  the  correct- 
xiess  of  aim  has  taken  place. 

Prom  the  steel  barrel  of  a  rifle,  forty  rounds  have  been  fired  with 
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gQil  cotton  cartridgefl,  whiek  hsTe  kit  the  target  800  yards  distant  in 
an  unexceptionable  manner.  After  the  said  number  of  rounds,  the 
barrel  was  internally  as  clean  and  polished  as  a  mirror.  It  appears, 
then,  that  this  problem  is  solved  in  a  general  and  satisfactory  manner. 

Jipplicaiion  qjf  Gun  Coiian  to  €wil  mining  and  in  warfare. — Gnn  cotton 
is  also  used  for  mining  purposes  and  mining  warfare.  On  this  subject 
nothing  but  what  is  favorable  has  been  reported  by  the  Imperial 
Engineers  {vide  communications  of  the  R.  K.  Engineers'  committee, 
1861,  1st  volume,  by  Moritz  Baron  von  Ebner,  Colonel  of  the  Engi- 
neers). 

However,  it  is  said  that  the  gases  of  gun  cotton  were  more  poisonous 
in  mines  than  those  of  gunpowder,  and,  therefore,  the  use  of  gun  cotton 
for  mining  warfare  is  not  to  be  recommended. 

If  we  compare  the  results  of  Lieutenant  Karoly's  analysis  of  the  com- 
bustion gases  of  gun  cotton  with  those  of  gunpowder  as  above  given, 
we  observe  that  both  of  them  contain  irrespirable  ^ases ;  further  that 
they  contain  qualitatively  the  same  sort  of  irrespirable  gases ;  and 
altnough  the  relative  quantities  of  some  of  the  gases  from  powder  and 
gun  cotton  are  different,  the  effect  of  those  gases  leads  to  the  same  prac- 
tical result,  viz :  that  after  blowing  up  a  mine,  one  cannot  without 
danger  approach  the  spot  of  the  explosion  before  renewing  the  air  by 
ventilation. 

In  this  respect  we  may  say  that  the  gases  of  gun  cotton  will  be  more 
quickly  removed  by  ventilation  than  those  of  gunpowder,  because  the 
first  named  contain  a  greater  quantity  of  gases  easily  dissipated ;  since 
100  pounds  of  gunpowder  contains  68  pounds  of  fixed  solid  matter, 
which  alone  suffices  to  make  respiration  almost  impossible. 

It  is  not  probable  that  an  explosive  compound  will  be  found  which 
will  produce  any  other  but  irrespirable  gases. 

It  is  one  and  the  same  in  practice,  whether  a  cellar  contains  40  per 
cent,  of  carbonic  acid  and  10  per  cent,  carbonic  oxide,  or  80  per  cent* 
carbonic  oxide  and  20  per  cent,  carbonic  acid,  inasmuch  as  no  one 
could  without  danger  of  suffocation,  enter  such  a  cellar. 

Both  the  gases  of  gun  cotton  and  of  gunpowder,  according  to 
Karoly's,  may  be  ignited  by  a  match. 

Recapitulation  and  conclunone. — We  believe  we  have  in  the  preced- 
ing furnished  replies  to  your  excellency  to  all  the  important  questions 
which  chemists  may  be  called  upon  to  decide  prior  to  determining 
whether  or  not  General  Lenk's  gun  cotton  can  be  used  as  an  explosive 
material  for  warfare ;  and  we  will  conclude  our  report  with  the  follow- 
ing general  remarks : — 

General  Baron  von  Lenk's  gun  cotton  is  almost  wholly  made  up  of 
tri-nitro  cellulose ;  it  is  manufactured  in  the  imperial  factory  at  EUrten* 
berg  in  such  manner  that  one  invariable  product  results. 

Lenk's  gun  cotton  remains  unaltered  under  circumstances  that  would 
render  gunpowder  totally  useless.  It  is  not  subject  to  any  notable  alter- 
ation, nor  is  it  prone  to  spontaneous  combustion.  Its  temperature  of 
ignition  is  somewhere  between  130°  and  160°  C,  sufficiently  high  to 
remove  apprehension.  Its  vie  viva^  or  force  brieantCp  can  be  moderated 
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vithoat  difBcalty  if  required,  or  else  special  cannon  and  rifle  barrels 
may  be  adapted  to  it. 

The  dangers  in  regard  to  mining  warfare  are  comparatiyelj  and 
qaalitativelj  the  same  as  with  the  use  of  gunpowder, — the  gases  of 
both  being  irrespirable. 

The  manufacture  of  gun  cotton  at  Hirtenberg  is  provisional,  and 
General  Baron  W.  von  Lenk  will  know  best  how  to  devise  improved 
mechanical  apparatus  when  the  erection  of  a  proper  factory  shall  be 
resolved  upon. 

According  to  our  experience  up  to  the  present  time,  we  recognise 
in  the  gun  cotton  from  Hirtenberg  an  improved  explosive  compound  having 
many  and  great  advantages^  several  of  which  gunpowder  from  its  very 
nature  can  never  possess* 

A  Novel  Application  of  Water  Power. 

rrom  the  London  Mechanici'  Magasine,  October,  1868. 

Just  forty  years  since,  M.  Fourneyron  commenced  a  jBcries  of  ex- 
periments in  water  power,  which  resulted  in  his  invention  of  the 
turbine  or  horizontal  water-wheel.     Since  that  period  considerable 
improvements  have  been  made  in  the  turbine  by  different  persons,  the 
chief  and  most  useful  having  been  effected  by  Mr.  Schiele,  of  Man- 
chester, whose  ingenious  applications  of  mechanical  curves  seem  to 
have  been  fully  adapted  by  him  for  the  production  of  this  form  of 
motive  power.    One  form  of  his  arrangement  for  supplying  power  we 
have  recently  seen  (working  the  bellows  of  a  powerful  organ)  at  the 
residence  of  a  citizen  of  Manchester,  where  the  impression  was  given 
that,  if  all  the  results  achieved  by  Mr.  Schiele  be  equally  successful, 
a  new  feature  will  be  rapidly  developed  in  applying  water  power, 
especially  in  cases  where  a  small  amount  of  power  may  be  required  at 
irregular  periods ;  as  in  the  case  of  working  the  bellows  of  organs, 
driving  small  lathes,  fans  for  ventilation,  printing  and  other  presses, 
sewing  machines,  washing  machines,  &c.     In  the  house  referred  to,  a 
water-wheel,  4  feet  in  diameter,  consuming  15  gallons  of  high-pressure 
water  per  minute,  formerly  employed  to  work  the  bellows  of  an  organ 
in  the  drawing-room  over  the  cellar  wherein  the  water  power  was 
produced,  has  been  replaced  by  a  turbine  only  1 J  inches  in  diameter, 
with  a  8-inch  case  \\  inches  wide,  supplied  by  a  |-inch  pipe,  and  con- 
suming less  than  a  gallon  of  water  per  minute.    An  ingenious  and 
yet  very  simple  economical  regulator,  invented  by  Mr.  Eccleston, 
organ   builder,  of  this  city,  works  in  connexion  with  the  apparatus 
just  mentioned,  by  means  of  which  the  organist  may  easily  supply 
his  instrnment  with  the  required  wind  by  simply  turning  a  handle 
near  the  organ.    By  availing  themselves  of  the  ample  supply  of  high- 
pressare  water  secured  to  the  city  by  our  Corporation,  all  persons 
using  machines  requiring  a  small  amount  of  power  appear  now  to 
have  supplied  to  them  by  this  invention  the  means  of  working  their 
machine  with  no  trouble  and  at  a  trifling  cost ;  while  at  the  same  time 
this  kind  of  turbine  appears  to  be  equally  well  adapted  for  turning 
large  mills  and  works,  even  when  they  require  several  hundreds  of 
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horses'  power.  Orders  are  now  being  executed  by  Messrs.  Scbide 
and  Co.  for  the  construction  of  50  small  turbines,  to  be  used  as  direct- 
action  fans  (the  turbine  and  fan  being  on  one  spindle)  for  the  pro* 
duction  of  the  new  gas  obtained  from  petroleum.  Several  powerful 
turbines  will  shortly  be  at  work  in  this  locality,  when  our  readers  will 
be  able  to  see  and  judge  for  themselves  of  the  extraordinary  yet  sim- 
^le  effect  of  this  new  water  engine,  which  seems  to  be  equally  suited 
'or  the  requirements  of  the  sewing  machine  in  a  lady's  boudoir,  the 
washing  machine  and  mangle  in  the  laundry,  or  the  hydraulic  press 
and  hoist  in  our  huge  ware-houses.  In  fact,  wherever  our  Corporation 
water-works  will  enable  persons  to  turn  a  water  ta^p,  and  thus  to  supply  tt 
a  moment's  notice  the  power  required,  these  machines  will  be  availabit; 
while  all  the  risk  from  fire  and  the  cost  and  trouble  of  steam  boilers  and 
engines  will  be  avoided. — Manche$ter  Guardian. 
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Extraction  of  Iron. 

From  the  London  Chemical  News,  No.  200. 
To  the  Editor  of  the  Chemical  News. 

Sir  : — I  find  in  your  paper  of  October  81,  an  article  by  M.  A.  L 
Fleury  on  the  "  Extraction  of  Iron  from  Cinders  of  Puddling  and  Re- 
heating Furnaces,"  and  as  the  statements  therein  contained  might 
mislead  iron  masters  into  the  belief  that  his  invention  is  a  new  on^ 
I  deem  it  my  duty  to  address  to  you  the  following  remarks : — 

In  the  year  1854  I  devoted  much  time  to  ascertaining  the  best 
methods  of  employing  cinders  from  puddling  and  refining  furnaces, 
so  as  to  enable  iron  masters  to  use  them  in  larger  proportion  on  their 
blast  furnaces  without  injury  to  the  quality  of  the  iron  produced;  and 
in  August  of  the  same  year  1  took  out  a  patent  to  carry  out  my  views, 
which  is  identical  with  that  of  M.  Fleury.  In  my  specification  I  stated 
*^  The  slag  or  cinder,  either  before  or  after  being  calcined  or  roasted, 
is  ground  into  coarse  powder  and  mixed  with  half  its  weight  of  slacked 
lime,  and  made  into  a  thick  paste,  which  is  formed  into  lumps  or  bricks 
with  or  without  coal-dust  or  charcoal,  and  is  introduced,  dried,  or  cal- 
cined or  not,  into  the  blast  furnace,  and  worked  in  the  usual  way." 

I  soon  found  that  this  process  was  not  practicable,  owing  to  the  enor- 
mous expense  of  grinding  the  cinders,  and  afterwards  mixing  them  with 
slacked  lime  and  making  the  whole  into  bricks,  and  lastly,  because 
the  constant  vibration  which  exists  in  blast  furnaces,  owing  to  the 
working  of  the  blast  engine,  caused  the  bricks  to  fall  into  powder  and 
to  interfere  with  the  draft,  and  consequently  to  impede  the  working 
of  the  furnaces. 

Therefore,  in  September,  1855, 1  took  out  a  second  patent  for  fus- 
ing the  cinders  with  about  20  per  cent,  of  quicklime,  80  per  cent,  of 
slacked  lime,  or  60  per  cent,  of  carbonate  of  lime,  previously  to  using 
the  cinders  on  the  blast  furnace.  This  process  I  carried  out  with  per* 
feet  success  on  the  continent  and  in  South  Wales ;  by  this  process 
the  silica,  sulphur,  or  phosphorus  contained  in  the  slag  are  retamed  by 
the  lime,  and  pass  aif ay  in  the  cinder  of  the  blast  furnacci  vrhilst 


Digitized  by 


Google 


Extraction  of  Iron. 


117 


the  oxide  of  iron  thus  liberated  is  reduced  with  great  facility  to  a  me- 
tallic state.  I  am  aware  that  cinder  or  slag  and  Time  had  been  used  on 
the  blast  furnace  for  a  long  period,  but  my  improTement  consists  in 
combining  cinders  and  lime  in  proper  proportions  previously  to  plac- 
ing them  on  the  blast  furnace,  thus  securing  a  perfect  combination  of 
the  cinder  with  its  flux,  so  that  when  it  comes  into  contact  with  the 
redacin^  agents  in  the  blast  furnace,  the  oxide  of  iron  is  at  once 
liberated  from  the  impurities  with  which  it  is  united. 

As  to  the  value  of  chloride  of  sodium  for  purifying  iron,  I  would  also 
refer  M.  Fleury  to  a  patent  which  I  secured  on  October  30, 1851,  for 
the  use  of  chloride  of  sodium  as  a  means  of  removing  sulphur  either 
from  iron  ores  or  from  cokes.  The  value  of  this  process  was  fully  test- 
ed on  a  practical  scale  at  several  iron  works,  and  also  in  a  series  of 
experiments  conducted  at  the  establishments  of  the  following  eminent 
engineering  firms,  with  results  which  I  append  : 

Experiments  conducted  at  various  works  showing  the  comparative  bearing  strength 
of  iron  bars  one  inch  square,  four  feet  six  inches  between  the  bearings,  melted 
by  the  ordinary  and  by  my  purified  coke.  These  experiments  were  upon  vari- 
ous qualities  and  descriptions  of  iron,  and  varied  in  every  possible  way,  in  order 
that  the  results  might  be  relied  on. 


Mean  breaking  weight 

Difference 

of  bars  melted  by 

in  favor  of 

At  the  Works  of 

purified 

Coke. 

Ordinary 

Purified 

Coke. 

Coke. 

lbs. 

lbs: 

per  cent. 

Fairbairn  and  Sons,  Manchester, 

427 

612 

20 

J.  &  W.  Galloway,            " 

Pox,  Henderson  &  Co.,  Birmingham, 

No.  8  iron, 

647 

620 

13 

435 

614 

18 

<«            «           "           «*     No.  2     " 

817 

459 

10 

Hibbert,  Piatt  &  Co.,  Oldham, 

899 

662 

10 

Monkland  &  Co., 

578 

641 

10 

Ivicey  &  Co.,  Skinnerburn, 

616 

*741 

20 

Newcastle,         .... 

658 

*716 

9 

Elswick  Foundry, 

695 

*868 

24 

Messrs.  Fox,  Henderson,  and  Co.  paid  particular  attention  to'the 
quantity  of  the  gas  given  ofif  during  the  process  of  casting  the  bars,  and 
report  as  follows : — 

"  We  could  easily  smell  the  sulphur  given  out  from  the  top  of  the 
cupola,  and  also  from  the  tapping  hole,  in  which  ordinary  coke  was 
used,  but  there  was  no  smell  whatever,  save  a  little  of  salt,  from  the 
one  which  had  patent  coke  in  it." 

*  Were  ban  of  three  feet  tea  inches  and  four  Ibet  only  In  length. 
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Experiments  made  at  the  Victoria  Works,  Bbb  v  Vale,  for  the  parpose  of  testing  tbo 

yield  of  metal  smelted  with  the  ordinary  process,  and  by  Mr.  Calvert's  improTe- 

ment. 

'By  ordinary  proecBB, 


No.  8  furnace,  week  ending  Jane  19, 
«<                «c                «(     26 

»«               ««            July    s'. 

By  Mr.  Calvert's 

Week  ending  July  10,        . 
**                   "     17,        . 
"                   "     24,        . 
"                    «*     81,        . 

process. 

Charges. 

Yield  tons. 

481 
468 
472 

458 
492 
488 
496 

160 
174 
182 

183 
197 
201 
202 

(Signed) 
I  am,  &c. 


Thos.  Harris. 
F.  Gragb  Calvebt. 


Bojal  Institutioo,  Manebwter. 


On  Aluminium.    By  Mr*  I.  L.  Bbll. 

Tram  the  London  AthenKom,  Sept  1863. 

The  author  said — *^  The  progress  of  the  manufacture  of  this,  so  far 
as  the  arts  are  concerned,  new  metal  has  scarcely  been  such  as  to  re- 
quire much  to  be  added  to  the  researches  bestowed  upon  the  process 
by  the  distinguished  chemist,  M.  St.  Gairi  Deville,  of  Paris.  Upon 
the  introduction  of  its  manufacture  at  Washington,  three  years  and  a 
half  ago,  the  source  of  the  alumina  was  the  ordinary  ammonia  alum  of 
commerce,  a  nearly  pure  sulphate  of  alumina  and  ammonia.  Ezposnre 
to  heat  droye  off  the  water,  sulphuric  acid,  and  ammonia,  leaving  tho 
alumina.  This  was  converted  into  a  double  chloride  of  aluminium  and 
sodium  by  the  process  described  by  the  French  chemist  and  practised 
in  France,  and  the  double  chloride  subsequently  decomposed  by  fusion 
with  sodium.  Faint,  however,  as  the  traces  might  be  of  impurity  in 
the  alum  itself,  they,  to  a  great  extent,  if  not  entirely,  being  of  a  &xed 
character  when  exposed  to  heat,  were  to  be  found  in  the  alumina,  from 
which,  by  the  action  of  the  chlorine  on  the  heated  mass,  a  large  pro- 
portion, if  not  all,  found  their  way  into  the  sublimed  double  chloride, 
and  once  there,  it  is  unnecessary  to  say  that  under  the  influence  of 
the  sodium,  any  silica,  iron,  or  phosphorus  found  their  way  into  the 
aluminium  sought  to  be  obtained.  Now,  it  happens  that  the  presence 
of  these  impurities  in  a  degree  so  small  as  almost  to  be  infinitesimal, 
interferes  so  largely  with  the  color  as  well  as  with  the  malleability  of 
the  aluminium,  that  the  use  of  any  substance  containing  them  is  of  a 
fatal  character.  Nor  is  this  all,  for  the  nature  of  that  compound  which 
hitherto  has  constituted  the  most  important  application  to  this  metal 
—I  mean  aluminium-bronze — is  so  completely  changed  by  using  alu- 
minium containing  the  impurities  referred  to,  that  it  ceases  to  possess 
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any  of  those  properties  nrhich  render  it  valnable.  As  an  example  of 
the  amount  of  interference  exercised  by  very  minute  quantities  of  fo- 
reign matters,  it  is,  perhaps,  worthy  of  notice  that  very  few  varieties 
of  copper  have  been  found  susceptible  of  being  employed  for  the 
tnanufacture  of  aluminium-bronze ;  and  hitherto  we  have  not  at  Wash- 
ington, nor  have  they  in  France,  been  able  to  establish  in  what  the 
difference  consists  between  copper  fit  for  the  production  of  aluminium- 
bronze,  and  that  which  is  utterly  unsuitable  for  the  purpose.  These 
considerations  have  led  us,  both  here  and  in  France,  to  adopt  the  use 
of  another  raw  material  for  the  production  of  aluminium,  which  either 
does  not  contain  the  impurities  referred  to  as  so  prejudicial,  or  con- 
tains them  in  such  a  form  as  to  admit  of  their  easy  separation.  This 
material  is  Bauxite,  so  called  from  the  name  of  the  locality  where  it 
is  found  in  France.  The  Bauxite  is  ground  and  mixed  with  the  ordi- 
nary alkali  of  commerce,  heated  in  a  furnace.  The  metal  is  so  exten- 
sively used  in  the  arts  as  to  keep  the  only  work  in  England,  namely, 
that  at  Washington,  pretty  actively  employed.  As  a  substance  for 
works  of  art,  when  whitened  by  means  of  hydrofluoric  and  phosphoric 
acid,  it  appears  well  adapted,  as  it  runs  into  the  most  complicated 
patterns,  and  has  the  advantage  of  preserving  its  color,  from  the  ab- 
sence of  all  tendency  to  unite  with  sulphur  or  become  affected  by  sulphu- 
retted hydrogen.  A  large  amount  of  the  increased  activity  in  the 
manufacture  referred  to  is  due  to  the  exceeding  beauty  of  its  compound 
with  copper,  which  is  so  like  gold  as  scarcely  to  be  distinguishable  from 
that  metal,  with  the  additional  valuable  property  of  being  nearly  as 
hard  as  iron." 

Frooeedinsa  Britlah  Awodation. 

On  the  Expansive  Energy  of  Heated  Water.    By  W.  J.  Mac- 

QUORN  KaNKINB. 

CBead  to  the  Institation  of  Engineers,  Scotland.) 

from  the  Lond.  Ctr,  Eng.  and  Arch.  Jonnial,  Nor.,  1863. 

As  the  question  of  the  quantity  of  mechanical  energy  which  a  given 
weieht  of  water,  heated  to  a  given  temperature,  is  capable  of  exert* 
ing  m  the  act  of  partially  evaporating  without  receiving  heat,  until  it 
falls  to  a  given  lower  temperature,  has  been  raised  in  connexion  with 
recent  researches  as  to  the  bursting  of  steam  boilers,  I  may  point  out 
that  the  complete  solution  of  that  question  for  any  given  liquid,  to- 
gether with  a  numerical  example  in  the  case  of  water,  is  given  under 
the  head  of  Proposition  XYII,  of  a  paper  on  Thermodynamics,  which 
was  communicated  to  the  Royal  Society  in  December,  1858,  read  in 
January,  1854,  and  published  in  the  **  Philosophical  Transactions*' 
for  1864. 

That  solution  is  expressed  by  the  following  formula  (page  161, 
equation  65): —  % 

Energy  exerted  by  each  pound  of  fluid 

=K{<.-(,(l+hyp.log.|)}         .  .  (1) 

in  which  K  denotes  the  dynamical  values  of  the  specific  heat  of  the 
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liquid,  being  the  product  of  its  specific  heat  expressed  in  the  ordisft* 
ry  way  by  ^^  Joule's  Equivalent;"  t^  and  t^  the  initial  and  final  abso- 
lute temperatures;  the  absolute  zero  being  274^  Gentig.,  or  493°2 
Fahr.  below  the  melting  point  of  ice.* 

Another  equation  (equation  68  of  the  paper)  gives  the  following 
value  for  the  excess  of  the  final  volume  to  which  the  mixed  liquid  and 
vapor  expand^  above  the  original  volume  of  the  liquid: 

K  hyp.  log.  T^ 

—j^  .   .   .   .   « 

in  which-^  denotes  the  rate  at  which  the  pressure,  in  pounds  on  tlie 

square  foot,  varies  with  temperature  at  the  final  temperature. 

When  applied  to  the  water  in  a  steam  boiler,  these  equations  take 
the  following  form : — 

The  value  of  K  for  liquid  water  is  772  foot-pounds  per  degree  of 
Fahrenheit  in  a  pound  of  water,  or 
1389*6    foot-pounds  per  Centigrade  degree  in  a  pound  of  water,  or 
423*55  kilogrammetres  per  Centigrade  degree  in  a  kilogramme 'of 

water. 
The  final  absolute  temperature  is  212°  F.+461°-2=i673°-2  F. 

The  corresponding  value  of  ^  for  Fahrenheit's  scale  and  British 

Ob  t 

measures,  is  42:  and  772 -r  42=18*88. 

Let  T  denote  the  initial  temperature  on  Fahrenheit's  ordinary  scale; 
BO  that  <i=T+461°-2.    Then 

Energy  in  foot-pounds  exerted  ly  each  pound  of  toater 
=  772{T-2120-678».2hyp.log.(^±glJ2j|t     .        (gj 

Final  Volume  of  expansion  of  mixed  water  and  steam^  in  euhicfed 

per  pounds 

-18-38hyp.log.(H+:^)        ...         (4) 

It  is  worthy  of  remark,  tliat  the  energy  developed  depends  solely  on 
the  specific  heat  of  the  substance  in  the  liquid  statCy  and  the  initial  and 
final  temperdtureSy  and  not  on  any  other  physical  property  of  the  sub- 
stance. 

The  following  table  gives  some  results  of  the  formulae.  The  first  co- 
lumn contains  the  temperature  on  the  ordinary  scale  of  Fahrenheit, 
with  intervals  of  36°  Fahr.  =  20°  Centig.  The  second  column  con- 
tains the  expansive  energy  of  one  pound  of  water,  in  foot-pounds.  The 
third  column  contains  the  velocity,  in  feet  per  second,  which  that  en- 

•  In  the  original  paper  the  abRolute  zero  of  heat  was  awamed  to  be  272}  Oontig.  below  the  xnelUns  uuml 
of  ice.    The  value  now  adopted,  2i4P  Centig^  is  deduced  from  later  experimental  data.  ^^ 

t  This  agrees  irith  the  formalio  given  by  J.  B.  in  the  ''JSAgincer,"  of  the  2d.  October,  1863^  p^ge  200. 
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ergj  would  impress  on  a  projectile  of  the  weight  of  the  wster'itself : 
that  is,  one  pound.  The  fourth  column,  the  final  Tolume  of  ezpansioo 
t>f  the  water  and  steam,  in  cubic  feet  per  pound.  For  convenience,  a 
fifth  column  is  added,  containing  the  initial  absolute  or  total  pres- 
sures in  pounds  on  the  square  inch.  The  last  line  of  the  table  has 
reference  to  the  case  in  which  the  water  would  be  totally  evaporated. 

Table  I. 


Initial  tem- 

Bncrgy. 

Velocity. 

Final  ex- 

Initial absolute 

perature. 

pansion. 

pressure. 

Pahr. 

ft  lbs. 

ft.  per  sec. 

cubic  ft. 

lb.  per  sq.  inch. 

212« 

0 

0 

0 

1470 

248 

726 

214 

0-95 

28-83 

284 

2779 

428 

1-87 

52-52 

820 

6052 

624 

2-78 

89-86 

856 

10422 

819 

8*56 

145-8 

892 

15826 

1010 

4-86 

285-9 

428 

22156 

1194 

5-11 

886-8 

about  2860 

about  912500 

about  7666 

26*86 

unknown. 

In  the  absence  of  logarithmic  tables,  the  following  approximate  for- 
nralse  may  be  used  for  temperatures  not  exceeding  428°. 

^  ,  772(T— 212°)«  ,-, 

Energy,  nearly     =j+1134°-4      *  *  •         (5) 


_         .  ,      86-76(i>-212°) 

Expansion,  nearly  =   ^^11340.4 


r,Oc«olMr(»18«S. 


(6) 


TSoTit— Added  19th  October,  1868. 
In  explanation  of  the  formulsB  and  table  it  may  be  added,  that  the 
mechanical  energy  in  column  2  is  the  equivalent  of  the  heat  which  disap- 
pears daring  the  process,  being  the  difference  between  the  whole  heat 
expended  and  the  latent  heat  of  that  portion  of  the  water  which  at  the 
end  of  the  process  is  in  the  condition  of  steam  at  atmospheric  pressure* 

Table  II. 


Initial  temperature. 

Portion  of  tbe  water 

Energy  possessed  by 

wbicb  remains  liquid. 

tbat  liquid  water. 

Fabrenbeit. 

lb. 

ftlbe. 

2120 

1-000 

0 

248 

0'964 

700 

284 

0-981 

2587 

820 

0-897 

5429 

856 

0-866 

9015 

392 

0-885 

18215 

428 

•    0-806 

17828 

about  2860 

6 

0 

Por  the  information  of  those  who  consider  that  the  liquid  portion  of 
Vol.  XLVII.— Thibb  Sibies.— No.  2.^FjBBBirAKT,  1864.  11 
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the'irater,  owing  to  small  compressibilitj,  acts  like  a  volley  of  hard 
projectiles,  a  table  (IL)  is  added,  showing,  for  each  of  the  initial  tempe* 
ratures  in  the  previous  table^  what  fraction  of  a  pound  of  water  con- 
tinues in  the  liquid  state,  and  how  much  of  the  energy  developed  is 
possessed  by  that  liquid  water. 

In  the  formula  and  tables  it  has  not  been  considered  necessary  to 
take  into  account  the  small  increase  which  the  specific  heat  of  water 
undergoes  as  the  temperature  rises. 


On  the  Behavior  of  Chloride,  Bromide,  and  Iodide  of  Silver  in  Ughiy  and 
the  Theory  of  Photography.    By  Herman  Voqbl. 

From  the  London  Chemical  News,  No.  905. 

This  paper  contains  the  results  of  researches  extending  over  three 
years,  and  Undertaken  by  the  author  to  determine  the  following 
questions  :— 

1.  What  effect  has  light  on  chloride,  bromide,  and  iodide  of  silver? 

2.  What  influence  on  the  action  have  foreign  substances,  such  u 
water,  acids,  free  silver  salt,  and  organic  matters,  &c.? 

8.  What  changes  do  the  silver  compounds  produced  by  light  un- 
dergo in  the  developing  process? 

To  answer  the  first  question,  what  effect  has  light  on  chloride, 
bromide,  and  iodide  of  silver,  many  experiments  have  been  made  by 
other  chemists,  principally  with  the  chloride  of  silver,  some  with  the 
iodide,  and  very  few  with  the  bromide.  The  author  briefly  refers  to 
these,  which  are  of  some  importance  in  the  history  of  photography. 

Scheele  was,  perhaps,  the  first  (1777)  who  studied  the  action  of 
light  on  the  chloride  of  silver.  He  noticed  that  it  blackened  in  sun- 
light, and  left  metallic  silver  after  treatment  with  NH,;  hence  he 
concluded  that  light  had  decomposed  the  chloride  into  Ag  and  CI. 

A.  Vogel  and  Wetzlar,  however,  found  that  the  blackened  Agd 
could  not  be  decolorized  by  heating  with  KO  5,  nor  was  any  silver 
dissolved,  they  therefore  inferred  that  sunlight  decomposed  the 
chloride,  into  CI  and  a  subchloride.  Wetzlar  further  remarked  that 
the  chloride  blackened  under  nitric  acid.  Wittstein  also  observed 
that  nitric  acid  dissolved  no  silver  from  blackened  chloride. 

Bobert  Hunt,  on  the  contrary,  maintains  that  metallic  silver  is 
formed  on  the  surface  of  photographic  paper  together  with  Ag^Cl  and 
oxide  of  silver. 

Guthrie  and  Draper  aflSrm  that  AgCl  is  decomposed  into  Ag  and 
Gl,  and  Guthrie  supposes  that  the  Ag  is  reduced  to  a  passive  state  in 
which  it  is  insoluble  to  NO 5.  Draper  says  that  the  properties  of 
the  free  silver  are  so  changed  that  one  might  believe  in  the  transmu- 
tation of  the  metal. 

Spiller  asserts  that  by  a  year's  exposure  to  light  the  AgCl  is 

changed  into  a  body,  the  specific  gravity  of  which  favors  the  opinion 

that  AgCl  is  decomposed  into  its  constituents.     Malone  afiirma  the 

aame^  and  supposes  that  a  red  and  brown  silver  may  exist. 

Dawson,  from  the  results  of  a  long  series  of  experiments,  concluded 
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that  the  final  aotian  of  light  on  AgOl  iras  the  formation  of  metallio 
silver,  and  that  the  redaction  was  gradual,  the  chloride  passing 
through  the  stages  AgOl,  Ag^Gl,  AgjOl,  Ag^Ol,  &;c. 

Davanne  and  Girard  assert  the  complete  decomposition  of  the 
chloride. 

Hardwich,  on  the  contrary,  contends  for  the  formation  of  a  suh- 
chloride. 

The  above  opinions,  and  many  others  that  might  be  quoted,  show 
the  different  views  on  the  nature  of  the  change  produced  by  light  on 
chloride  of  silver. 

With  regard  to  bromide,  Berthier  says  that  this  compound  changes 
to  a  grey  color,  and  blackens  more  slowly  than  the  chloride. 

Monckhoven  asserts  that  it  changes  more  rapidly  than  the  chlo* 
ride. 

More  extended  researches  have  been  made  with  the  iodide  by  Da* 
guerre  and  others.  Moser  and  Draper  agree  that  iodized  silver  plates 
undergo  no  chemical  change  on  exposure.  Scbnauss  supposes  that 
iodide  of  silver  is  not  chemically  changed,  but  acquires  the  property 
of  attracting  particles  of  reduced  silver  '^  by  a  sort  of  electrical  ten- 
sion." He  showed  that  no  picture  could  be  produced  by  iodide  of  sil- 
ver alone,  but  that  it  was  developed  by  a  silver  precipitate  deposited 
on  the  exposed  portions  of  the  iodide.  Later  he  conclusively  proved 
that  there  are  two  modifications  of  the  iodide-— one  sensitive  the  other 
non-sensitive.  The  first  is  produced  when  the  iodide  is  precipitated 
in  an  excess  of  silver  solution  ;  the  second  when  an  excess  of  iodide 
of  potassium  is  used.  He  states  that  the  sensitive  iodide  becomes 
brown  in  the  light,  but  seems  to  believe  that  this  photographic  pro- 
perty is  owing  to  the  presence  of  a  trace  of  AgONO^,  which  cannot 
be  removed  even  by  long  washing.  He  thinks  that  the  combination 
Agl+AgONOf,  which  may  be  crystallized  out  of  solutions  contain*^ 
ing  Agl,  is  the  really  sensitive  agent.  He  supposes,  too,  that  a 
decomposition  of  the  iodide  into  free  iodine  and  a  subiodide  takes 
place  on  the  long  exposure  of  light. 

Sutton  asserts  the  non-sensitiveness  of  Agl  prepared  with  an 
excess  of  KI,  and  is  opposed  to  its  chemical  decomposition.  Pure 
iodide  he  supposes  to  be  insensible,  and  attributes  the  sensitiveness 
to  the  presence  of  a  trace  of  nitrate.  But  he  believes  that  the 
chloride  and  bromide  are  decomposed,  the  silver  reduced,  and  Gl  and 
Br  set  free.  Davanne  maintains  that  the  iodide  is  decomposed*  into 
iodine  and  silver.  Hardwich  and  Monckhoven  have,  on  valid  grounds, 
combated  this  view. 

After  this  short  review  of  the  investigations  of  other  chemists,  the 
anthor  proceeds  to  detail  the  results  of  his  own  experiment  with  pure 
cKUnide,  bromidey  and  iodide  of  eilver. 

He  prepared  AgCl  by  gaslight,  by  precipitating  AgONOf  with 
HCI9  and  washing  the  precipitate  until  the  washings  gave  no  trace  of 
CI.  AgBr  and  Agl  were  made  by  precipitating  AgONO^  with  an 
excess  of  EBr  and  KL    The  chloride  obtained  as  above  was  white. 
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the  bromide  wm  pale  yellow,  tnd  tbe  iodide  atraw-eolored.    Afiber 
earefal  washing  they  were  dried  and  kept  in  the  dark. 

To  test  their  behavior  towards  light,  small  quantities  were  placed 
in  test-tabes  by  lamplight,  the  salt  was  rubbed  to  a  powder  with  a 
glass  rod,  and  the  tube  was  sealed  or  closed  with  a  cork ;  the  tabea 
were  then  exposed  to  light  A  change  of  color  was  soon  obserred  in 
the  chloride  and  bromide ;  the  former  became  violet,  the  latter  grey*' 
The  color  deepened  with  time,  and  reached  a  maximum  in  several 
days ;  the  AgOl  was  then  of  a  brownish  violet  color,  and  the  bromide 
an  impure  pale  ^eyish  violet.  The  coloration  was  only  superficial, 
the  interior  remaming  white. 

Iodide  of  silver  prepared  as  above  underwent  no  change  of  cdor 
in  the  course  of  some  months  exposure  to  intense  light. 

In  most  text-books  it  is  said  that  AgOl  and  AgBr  become  black  in 
the  light.  This  is  not  correct ;  even  after  exposure  for  years  tihey 
only  become  colored  as  above.  The  assertion  of  Seebeck  that  Ag(^ 
only  blackens  in  the  presence  of  moisture  is  equally  incorrect.  Per* 
fecUy  dry  and  even  fused  chloride  turns  violet  on  exposure. 

The  change  of  color  is  always  accompanied  by  a  chemical  change, 
in  which  chlorine  and  bromine  are  set  free.  Both  of  these  I  recog- 
nised by  their  odor,  and  by  the  reaction  on  iodide  of  potassium  stardi 
paper.  A  tube  with  AgCl  and  another  with  AgBr,  having  each  a 
strip  of  paper  fixed  in  the  cork,  were  exposed  to  sunlight  simultane- 
ouslv.  The  paper  in  both  instances  became  colored,  m  the  case  of 
the  oromide  very  quickly,  but  with  the  chloride  more  slowly.  The 
experiment  repeated  under  the  diffused  light  of  a  blue  sky  gare  the 
same  results.  Experiments  were  also  made  with  fused  AgCl  and  AgBr. 
These  were  sealed  in  tubes ;  after  several  days  exposure  the  tubes 
were  opened,  and  a  strip  of  the  iodised  paper  introduced.  The  paper 
was  only  faintly  colored  by  the  chloride,  but  much  more  distinctly  by 
the  bromide.  From  these  experiments  we  must  conclude  that  by  ex* 
posure  to  light  AgCl  and  A^Br  are  decomposed,  and  chlorine  and 
bromine  set  free,  the  decomposition  taking  place  more  quickly  with  the 
AgBr  than  with  the  AgCl. 

The  question  now  to  be  solved  is  what  compound  remains  behind. 
As  only  pure  chloride  and  bromide  were  exposed,  and  free  bromine 
and  chlorine  were  recognised,  either  (1)  the  compounds  must  have 
been  decomposed  into  Uieir  constituents ;  or  (2)  a  sub-chloride  and 
sub-Bromide  must  have  been  formed  with  the  evolution  of  free  chlorine 
and  bromine.  In  the  first  case  free  silver  must  have  been  present 
in  the  compounds  exposed.  To  detect  this,  chloride  and  bromide 
which  had  been  exposed  for  months,  were  boiled  in  nitric  acid  (sp.  gr. 
1*2),  and  the  clear  liquor  tested  with  dilute  HOI ;  not  a  traoe  of  silver 
was  discovered  in  either  case.  From  this  it  may  be  concluded  that  a 
sub-chloride  and  a  sub-bromide  are  formed  by  exposure. 

The  objection  of  Guthrie  that  silver  is  reduced  to  a  passive  state 
is  scarcely  worth  refutation,  and  the  assertion  of  Hunt  that  oxide  of 
aUver  is  formed  is  contradicted  by  the  above  experiments.    Spiller's 
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iiBertioiifl  «re  of  too  hypoihetioal  a  salure ;  he  exprcfsses  cdnjeoturet 
whieli  ftre  imly  half  supported  by  facte.  The  free  silver  obtained  by 
BawBon,  who  exposed  chloride  of  silver  irith  free  silver  sohitioO|  or 
with  solatioQ  of  chloride  of  sodiam,  can  be  easily  accounted  for ;  ni- 
trate of  silver  is  decomposed  in  the  light,  and  Wetzlar  has  shown  that 
ddoride  of  sodiom  has  the  power  of  decomposing  Ag^Ol  with  the  se- 
paration of  Ag. 

The  quantitative  composition  of  the  sub-chloride  and  sub-bromide 
of  silver  formed  by  exposure  to  light  it  is  impossible  to  determine, 
since  we  are  unable  to  separate  the  part  affected  by  light  from  the 
unchanged  AgGl  and  AgBr.  The  qualitative  reactions,  on  the  other 
hand,  are  of  importance.  Ammonia  poured  over  deeply-colored  AgCl 
disflolves  the  greater  part,  leaving  only  some  grey  granules.  These; 
on  pressure  with  a  glass  rod,  become  silver  white,  with  a  metallic 
lustre ;  and,  as  they  dissolved  when  heated  with  NO  3,  are  metallic 
silver.  The  same  reaction  is  observed  iuvthe  case  of  the  brown 
chloride  of  silver  obtained  by  Wetzlar  by  the  action  of  perchloride  of 
iron  on  silver  leaf,  and  also  by  Wohler  by  the  action  of  HOI  on  pro- 
tocitrate  of  silver.  These  bodies  give  no  silver  to  nitric  acid,  but  are 
decomposed  by  ammonia,  chloride  of  silver  being  dissolved,  and  metal- 
lic silver  remaining.  The  indifference  towards  nitric  acid  proves  that 
these  bodies  cannot  be  regarded  as  mixtures  of  chloride  and  metallic 
silver. 

That  the  compound  obtained  by  exposure  is  really  a  mixture  of 
Ag^Ol  and  AgCl  the  author  considers  satifactorily  proved  by  the  fact 
that  he  obtained  a  body  exhibiting  precisely  the  same  color  and 
behavior  towards  nitric  acid  and  ammonia  on  treating  Rose's  com- 
pound of  ferroso-ferric  oxide  and  protoxide  of  silver  with  hydrochloric 
acid.  He  prepared  a  similarly  violet-colored  chloride  by  treating 
blackened  peroxide  of  silver  (which  he  shows  to  be  a  mixture  of 
AgO^  and  AgO)  with  hydrochloric  acid,  and  this  compound  behaved 
toward  nitric  acid  and  ammonia  in  precisely  the  same  way.  Oar- 
bonate  of  silver,  after  exposure  to  light,  also  furnished  a  chloride 
containing  Ag^Gl,  and  the  author  thinks  it  extremely  probable  that 
all  silver  salts  reducible  by  light  are  first  reduced  to  a  state  of  pro- 
toxide, or  the  analogous  haloid  salt,  and  that  any  metallic  silver  is 
the  result  of  a  secondary  decomposition. 

A  sub-bromide,  similar  to  the  sub-chloride  of  silver,  may  be  pre- 
pared by  treating  Bose's  compound  with  dilute  hydrobromic  acid.  A 
pale  grey  violet  body  is  thus  produced  exactly  like  the  body  produced 
by  light.  On  boiling  with  NO 5  it  became  grey,  as  happened  with 
exposed  AgBr.  When  NO  3  was  poured  over  the  mass  boiled  in 
NO0  it  took  a  darker  grey  color,  and  a  grey  powder  settled  at  the 
bottom.  This  dissolved  in  NO5,  and  gave  a  silver  reaction.  The  ex- 
posed AgBr  behaved  in  the  same  way. 

We  see  therefore  that  the  behavior  of  AgBr  in  light  is  exactly 
analogous  to  that  of  AgGl — that  by  exposure  a  body  is  produced 
which  shows  the  same  behavior  towards  reagents  as  the  exposed 
AgCl — justifying  the   conclusion    that  it  contains  a  sub-bromide 
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{Agji  Br).  The  deeoupoation  irith  NHg  appeari  to  be  more  diSeaH 
in  the  oeee  of  sab^bromide  than  tbe  sob^bloride,  owing,  meet  likely, 
•to  the  more  diffieull  solnbilitj  of  the  A«Br  in  ammonia. 

I  eome  now  to  the  iodide  of  silyer.  I  haye  already  remarked  tbat 
ihia  ntffers  no  viMk  ehange  in  the  light.  The  question  now  is  whether 
it  nndergoee  any  (rAemiMl  alteration  similar  to  that  which  takes  place 
with  chloride  and  bromide?  I  sought  next  to  ascertain  whether  any 
iodine  was  set  free.  With  this  object  I  dropped  freshly-prepared  thin 
9tarch  paste  on  Agl,  which  had  been  a  long  time  exposed  in  a  closed 
glass  tube.  No  reaction  followed.  With  Agl  coyered  with  starch 
paste  and  exposed  to  intense  sunlieht  no  reaction  was  obsenred,  nor 
could  free  ioaine  be  recognised  with  sulphide  of  carbon.  I  repeated 
thb  test  with  starch  paste  containing  KI,  but  eyen  with  this  was 
unable  to  discoyer  any  trace  of  free  iodine.  From  this  experiment  I 
must  come  to  the  conclusion  that-by  the  exposure  of  Agl  to  light  no 
iodine  is  set  free.  If  therefore  Agl  suffers  any  decomposition  it  can 
only  consist  in  the  formation  of  tree  tiher  or  a  MubMUdsj  and  of  a 
mperiodide. 

The  information  can  only  be  ascertained  in  ttds  by  the  solution  of 
the  undecomposed  Agl  in  NaOS^O^;  by  this  means  I  obtained  no 
,  ruidue  of  free  silyer. 

The  formation  of  free  silyer  in  this  case  is  also  improbable,  as  it 
must  haye  been  recognised  by  the  surface  becoming  grey.  There  re- 
mains therefore  only  the  second  supposition — the  formation  of  a  sub 
and  superiodide.  The  formation  of  the  latter,  howeyer,  is  yery  im- 
probable. Notwithstanding  their  much  stronger  affinities  Gl  and  Br 
haye  but  a  slight  disposition  to  form  superchlorides  and  superbromides, 
the  disposition  is  still  less  in  the  case  of  iodine.  We  know,  for  ex- 
ample, perchloride  of  iron  and  perchloride  of  copper,  but  not  periodide 
of  iron  and  periodide  of  copper  in  a  free  state.  In  experiments  on 
the  formation  of  these  bodies  only  iodide  is  produced,  and  iodine  set 
free.  I  cannot  therefore  bring  myself  to  beUeye  in  the  formation  of 
a  superiodide  of  silyer,  the  less  so  as  it  is  yery  imprc^able  that  in 
case  it  existed  it  could  withstand  the  action  of  iodide  of  potassium. 

But  if  no  superiodide  is  formed,  and  no  iodine  is  set  free,  the  for- 
mation of  a  sttbiodide  or  metallic  silyer  is  also  impossible ;  the  con- 
clusion therefore  is  that  on  the  exposure  of  Agl  no  chemical  deeonh 
p^ikian  takes  plaee. 

I  haye  hiherto  described  the  behayior  of  the  haloid  silyer  salts  pre- 
pared with  an  excess  of  the  precipitant  (HCl,KBr,  EI).  The  reeube 
ebtained  urith  haloid  eaUsj  prepared  with  an  exeees  of  silver  eattj  are 
eomewhat  different.  These  salts  were  prepared  by  lamplight,  and 
washed  until  the  washings  gaye  no  silyer  reaction.  I  shall  denote 
these  salts  AgCI^AgBr^  and  Agl^,  and  those  before  described 
AgCloAgBa  and  Agio.  AgGlj9  and  AgBrj9  do  not  differ  in  external 
appearance  from  AgCla  and  AgBra,  but  Agl^  is  of  a  deeper  yellow 
color  than  Agla.  More  characteristic  was  the  difference  of  tbe 
beharior  of  the  salts  in  the  light.  AffCla  deoompoeee  more  elotefy  in 
the  light  than  AgBra;.  AgClj9,  on  the  contrary,  deeompoeee  quicker 
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tfimii  AgBr^   I  Moribe  the  qiueker  deecKoqiOMition  of  tlie  AgBro 
Gommred  with  the  AftBrfi  to  the  finer  diviaioa  of  the  former. 

With  regard  to  ooToratioD,  AgCla  and  AgCl/l,  as  well  as  AgBra 
and  AgBrfly  behaye  exactly  alike.  It  is  otherwise  with  Agljl.  WhUe 
Jig  la  do€$  not  9how  the  Uast  change  of  color  in  Ughi,  J^ j/i  becomes 
decidedly  grey  with  a  greenieh  tinge* 

On  experimenting  with  Agl^  as  with  Agia  to  ascertain  whether 
iodine  was  set  free  by  the  exposure  of  the  former,  the  aathor  was 
brought  to  the  conclosion  that  neither  AgIa  nor  Aglji  underwent  any 
change  in  the  light. 

(To  l>6  Continued. J 


New  Method  of  Engraving  and  MuUiplymg  Printey  ^c. 

Wnm  Um  London  Art  Jovrail,  Jumij,  1864. 

Of  the  many  processes  that  haye  been  proposed  for  expediting  the 
production  of  engravings,  none  are  so  likely  to  attain  the  desired  end 
as  a  method  named  after  its  ingenious  inyentor,  the  Proces  Yial,  many 
and  yarious  results  of  which  are  in  the  possession  of  Messrs.  Hunt  and 
Dayies,  in  Searle  Street,  Lincoln's  Inn  Fields.  After  the  admiration 
excited  by  a  really  simple  and  beautiful  inyention  such  as  this,  comes 
the  question  of  its  practical  utility,  and  this  is  at  once  obyious.  The 
prints  we  haye  seen  from  plates  prepared  by  M.  Vial's  process,  are  in 
spirit  and  character  so  different,  that  they  could  not  be  pronounced  as 
the  results  of  one  and  the  same  method  of  re-production,  some  being 
marked  ^Mnstsntaneous,"  others,  *^fiye"  or  *^ten"  minutes,  meaning 
that  the  design  was,  so  to  say,  engrayed,  and  the  print  produced,  with* 
in  a  few  minutes. 

To  begin  with  a  fine  line  engraying.  There  is  a  small  plate,  of  which 
the  subject  is  a  sportsman  shooting  a  hare,  in  eyery  respect  like  a  proof 
from  a  plate  engrayed  b^  a  masterly  hand :  eyery  blade  of  grass,  every 
weedy  tuft,  is  there,  with  the  same  precision  that  dbtinguishes  the 
print  taken  from  the  plate  in  the  usual  way.  Perhaps  even  clearer 
than  this,  is  a  print  of  a  fawn  in  a  thicket,  which  it  is  impossible  to 
fancy  other  than  a  finished  proof  from  a  highly-wrought  copper-plate* 
To  artists,  the  most  interesting  capability  of  the  inyention  is  its  power 
of  transferring,  in  a  few  minutes,  impressions  of  a  drawing  or  ^etoh 
to  a  steel  plate,  line  for  line,  t|puch  for  touch.  M.  Oerome,  the  cele- 
brated French  artist,  made,  in  the  presence  of  the  French  Commis* 
sioners  of  Fine  Art,  a  sketch  of  the  head  of  a  dromedary,  which  was 
prepared  and  printed  from  in  a  few  minutes.  The  sketch  was  draw^ 
with  lithographic  chalk.  There  is  by  Jules  Darid  a  sketch  something 
between  an  etching  and  a  wood-cut :  the  subject,  a  French  cottage  gin 
hearing  a  child  read ;  also  a  dog  by  another  artist,  drawn  with  chalk 
and  touched  with  India  ink,  wherein  the  spirit  and  manner  of  the  draw- 
ing  are  so  perfectly  maintained,  that  it  is  difficult  at  first  to  determiae 
it  other  than  the  drawing  itself. 

It  will  at  once  strike  the  experienced  artist  that  it  is  by  chemical 
ajgency  the  plate  is  prepared  with  such  rapidity ;  and  the  means  are  so 
simple,  that  it  is  a  matter  of  surprise  it  luis  not  been  before  made  anb- 
servient  to  the  re-production  of  drawings,  sketches,  and  all  kinds  of 
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dmgaB  to  irhich  the  inTention  is  applicable,  for,  from  what  we  hare 
said,  it  will  be  onderatood  that  the  range  it  embraces  is  verj  wide. 
The  preparation  of  the  plate,  and  the  impression  taken  from  it,  is,  as 
we  have  said,  effected  in  a  few  minutes.  The  inventor  describes  his 
process  as  ^^nstantaneons;"  in  certain  cases  it  is,  and  in  all  cases  verj 
rapid.  An  artist  makes  a  drawing  with  lithographic  chalk  or  ink  on  a 
steel  plate ;  this  is  immediately  immersed  in  a  bath  of  a  solation  of 
copper,  which  leaves  a  thin  coat  of  the  metal  on  all  exposed  portions 
of  the  steel,  bat  ^^bites  in"  the  lines  or  touches  left  by  a  bmsh  or  craj^- 
on  point.  The  action  of  the  solution  is  so  rapid,  that  experience  is 
necessary  to  determine  the  point  at  which  the  corrosion  must  be  arrest- 
ed. In  lithography  a  like  means  is  used,  but  with  a  reverse  result,  in- 
asmuch as  the  printing-surface  remains  in  relief.  Not  only  can  the 
drawing  be  made  directly  on  the  steel  and  reproduced  therefrom,  but 
a  drawing  made  on  paper  could  be  transferred  to  the  steel  without  any 
alteration.  We  are  told  that  the  most  elaborate  engraving  or  litho- 
graph can  be  reproduced  on  a  steel  plate  in  from  ten  to  thirty  minntes 
from  a  paper  proof,  without  injury  to  the  original.  Thus  it  is  impos* 
sible  to  say  what  limit  can  be  set  to  the  extensive  utilitv  of  the  inven- 
tion. And  now  as  to  cost — that  is  said  to  admit  of  a  reduction  of  sixty 
>er  cent,  from  the  average  expense  of  the  production  of  engravings* 
t  will  be  understood  that  in  the  multiplication  of  all  fine  works,  as, 
for  instance,  engravings,  the  plates  must  first  be  engraved  in  the  usual 
manner  before  they  can  be  transferred ;  but  as  far  as  we  have  seen  and 
understand  the  process,  it  must  greatly  reduce  the  cost  of  a  large  class 
of  works  for  which  the  various  and  ordinary  manners  of  engraving  and 
printing  are  now  employed. 

Casting  of  the  20-inch  Gun  at  Fort  Pitt  Foundry,  Pittsburgh. 

The  20-inch  gun  was  cast  at  the  Fort  Pitt  foundry,  Pittsburgh,  on 
Thursday  noon.  This  immense  gun,  which  was  first  suggested  by  Ma- 
jor Kodman  in  his  report  on  the  trial  of  the  first  15-inch  gun,  has  long 
been  a  matter  of  theory.  Preparations  for  its  manufacture  were  begun 
in  May,  1863,  and  were  continued  from  time  to  time  as  the  exigencies 
of  the  service  permitted. 

The  model  is  an  enlargement  of  the  first  15-inch  gun.  The  length 
of  the  rough  casting  is  26  feet ;  its  maximum  diameter  66  inches;  and 
its  weight  180,000  pounds.  The  length  of  the  finished  gun  will  be  20 
feet  3  inches ;  its  maximum  diameter  64  inches ;  and  its  weight  115,- 
000  pounds.  The  diameter  of  the  rough  casting  at  the  muzzle  will  be 
four  feet,  and  that  of  the  finished  gun  at  the  muzzle  84  inches.  The 
whole  length  of  the  bore  is  210  inches.  The  bore  will  terminate  in  a 
semi-ellipsoid,  whose  major  axis  will  be  thirty  inches,  and  whose  mi- 
nor axis  will  be  twenty  inches. 

The  mould  consists  of  a  flask  (made  in  four  pieces,  bolted  and  clamp- 
ed firmly  together),  and  of  the  sand  which  it  contains,  which  forma 
the  matrix  of  the  gun.  The  flask  weighs  twenty-eight  tons,  and  the 
sand  ten.  The  mould  is  made  by  placing  the  flask  over  a  wooden  pat- 
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tern,  haviDg  the  form  of  the  rough  casting,  and  then  ramming  the  sand 
1>etween  the  pattern  and  the  flask.  The  pattern  is  then  withdrawn,  the 
mould  is  ^^shcked"  or  smoothed  over,  and  then  washed  with  a  black 
eoating  made  of  ground  coal.  The  moald  is  then  placed  in  an  oren, 
mnd  baked  until  it  has  the  hardness  of  an  ordinary  soft  red  brick;  this 
mass  of  sand  was  rammed,  finished,  blacked,  and  placed  in  the  oven, 
by  ten  men,  in  twenty  hours.  The  flask  being  removed  from  its  ovens, 
and  clamped  firmly  together,  is  placed  vertically  in  a  pit,  made  for  its 
reception.  Thus  disposed,  the  muzzle  end  of  the  mould  is  on  a  level 
with  the  mouth  of  the  pit,  and  the  centre  line  of  the  gun  is  perpendi- 
cular. 

The  pit  which  receives  the  flask  is  twenty-eight  and  a  half  feet  deep, 
and  fourteen  feet  in  diameter.  Inside  it,  near  the  bottom,  grate  bars 
radiate  like  the  spokes  of  a  wheel.  Underneath  on  the  outside,  these 
flues  communicate  a  draft.  Another  flue,  leading  from  the  top  of  the 
pit,  carries  olBf  the  smoke.  The  object  is  to  maintain  a  strong  fire 
around  the  flask.  This  is  one  of  the  precautions  in  the  process  of  cast- 
ingguns. 

l?ne  core  is  a  long,  hollow,  cast  iron,  fluted  barrel,  hung  vertically 
in  the  centre  of  the  mould.  It  is  exteriorly  coated — ^firstly,  by  a  coil 
of  three-eighths  inch  rope,  closely  wrapped,  and  a  mile  in  length ;  and, 
secondly,  with  a  luting  of  stiff*  clay,  which  is  put  on  to  separate  the 
cast  iron  of  the  barrel  from  the  molten  iron  of  the  gun.  The  rope  is 
used  to  keep  the  clay  out  of  the  -grooves,  and,  by  presenting  a  rough 
rarface,  to  prevent  it  slipping  ofi*.  The  grooves  allow  the  gas  (mainly 
hydrogen),  formed  by  the  contact  of  the  melted  metal  and  the  clay,  to 
escape  freely  at  the  upper  end  into  the  air,  where  it  burns  with  quite 
a  large  flame.  After  the  coatings  are  on,  the  core  is  likewise  baked 
hard  in  an  oven.  Its  outside  diameter  is  nineteen  inches,  one  inch  less- 
than  the  finished  diameter  of  the  bore,  thus  allowing  half  an  inch  all 
round  for  the  completion  of  the  latter. 

The  core  barrel  is  kept  cool  by  means  of  a  stream  of  cold  water 
circulating  throughout  its  whole  length.  A  small  pipe  extending  al* 
most  to  the  bottom  of  the  core  is  traversed  by  the  water  which,  rising, 
fills  the  barrel,  and  passes  off  at  the  top.  During  the  casting,  the  flow 
of  water  was  sixty  gallons  per  minute. 

Three  large  reverberatory  or  air  furnaces  are  used.  Two  are  of  the 
capacity  of  twenty-five  tons  each.  The  third,  of  the  capacity  of  forty 
tons,  is  believed  to  be  the  largest  in  the  world.  It  was  built  expressly 
for  this  casting.  It  was  charged  with  thirty-nine  tons,  and  each  of 
the  smaller  furnaces  was  charged  with  twenty-three  and  a  half  tons. 
From  these  furnaces  the  iron  is  conducted  through  iron  troughs,  lined 
with  clay,  into  a  common  pool  near  the  pit.  Thence  it  is  conducted  by 
two  troughs  into  the  gates  of  the  mould.  These  gates  are  two  open- 
ings, three  inches  in  diameter,  extending  all  the  way  down  the  mould 
outside  the  matrix  of  the  gun.  They  communicate  with  the  gan  pro- 
per by  means  of  smaller  gates,  cut  through  at  intervals  of  fifteen  inches, 
all  the  way  up.  The  iron  is  tiius  conducted  first  into  the  bottom  of  the 
mould,  and  then  through  the  side-gates,  respectively,  up  to  the  top,  as 
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the  metal  rises  in  the  mould.  The  difference  between  the  reverbera- 
torj  and  the  cupola  furnace  is  that  in  the  former,  the  fuel  and  iron 
are  separate,  and  there  is  a  natural  draft  through  a  large  stack.  In  the 
latter,  the  fuel  and  iron  are  together,  and  the  draft  is  made  by  blast. 

Two  cranes  are  used  in  lifting  this  heavy  mould,  and  in  taking  the 
gun  from  the  pit.  They  have  each  the  capacity  of  forty  tons.  They 
are  worked  by  the  steam  engine,  which  not  only  hoists  and  lowers  the 
load,  but  likewise  causes  the  cranes  to  revolve. 

The  metal  from  which  the  gun  is  manufactured  is  the  Juniata  iroDy 
from  the  Bloomfield-Juniata  and  Rodman  furnaces. 

It  has  been  once  re-melted  before  being  charged  into  furnaces  for  the 
gun.  The  iron  from  which  it  is  constructed  is  thus  all  of  one  grade. 

The  furnaces  were  fired  at  five  o'clock,  A.  M.;  the  metal  was  all 
melted  by  eleven  o'clock.  Whilst  the  iron  was  running  in  the  mould, 
it  was  constantly  stirred  by  men  with  long  poles  of  oak.  The  object 
of  this  was  to  relieve  it  of  the  gas  often  formed  in  gun-irons,  and  which, 
if  not  removed,  creates  globular  cavities  in  the  mass  of  the  gun,  and 
thereby  destroys  its  uniformity. 

•  The  casting  commenced  at  twenty-four  minutes  after  twelve.  Eigh- 
teen bushels  of  coal  were  allowed  to  each  ton  of  iron  to  make^the  fusion. 
Furnace  number  five  was  first  opened,  and  then  furnaces  numbers  six 
and  four;  four  men  with  long,  narrow  puddling  sticks,  collected  the 
scum  and  scoriae  which  gathered  on  the  surface  of  the  liquid  iron.  Small 
quantities  of  iron  where  thrown  into  the  pit  from  time  to  time,  in  or- 
der to  light  the  gas  which  escaped  from  the  sand  through  the  sm^ 
vent-holes  in  the  flask. 

The  gas  escaping  from  within  the  iron  pipe  surrounding  the  core 
barrel,  was  in  a  constant  state  of  ignition,  and  formed  a  pale,  lamin- 
ous  crown  of  blue  flame ;  the  last  furnace  was  closed  at  forty-five  and 
a  half  minutes  past  twelve,  and  the  time  occupied  in  the  casting  was 
twenty  one  and  a  half  minutes. 

The  temperature  of  the  stream  of  water  was  at  the  commencement, 
thirty-six  degrees ;  at  the  moment  the  casting  was  over,  it  stood  at 
forty-two  degrees ;  four  minutes  after  the  casting  was  over  it  was  at 
fifty-two  degrees ;  eight  minutes  after  the  casting  was  over,  at  seventy- 
five  and  a  half  degrees ;  fourteen  minutes  after  the  casting,  at  eighty- 
one  and  a  half  degrees ;  twenty  minutes  after  the  casting,  at  eighty- 
nine  and  a  quarter  degrees  ;  twenty-five  minutes  after  the  casting,  at 
ninety-one  degrees ;  and  thirty  minutes  after  the  casting,  at  ninety- 
one  and  three*  quarter  degrees. 

Nothing  went  wrong.  Furnace  No.  6  was  the  first  to  be  stopped, 
and  the  others,  Nos.  4  and  5,  were  stopped  almost  immediately  after. 
When  the  casting  was  completed,  a  blacking,  consisting  of  ground  coal, 
was  strewn  over  the  top  to  prexent  chilling.  During  the  operation  the 
gas  escaped  freely  from  the  vent-holes  in  the  flask,  which  is  perforated 
in  a  thousand  places,  half  an  inch  in  diameter.  Three  furnaces  only 
were  employed.  A  fourth  furnace  was  in  reserve,  in  case  of  any 
accident,  but  there  was  no  necessity  for  its  use.  Only  two  or  three  tons 
were  left  over  after  the  casting  was  completed. 
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The  fourth  farnace  in  reserve  had  a  supply  of  ten  tons,  and  a  fifth 
twelve  tons,  which  in  any  exigency  might  have  been  drawn  npon. 
After  the  casting  was  over,  the  mould,  not  being  completely  filled, 
owing  to  the  gradual  settling  of  the  liquid  mass,  was  supplied  with  fresh 
liquid  iron,  or,  in.  other  words,  the  workmen  *^  filled  up  the  shanks/' 
Ail  the  fuel  employed  was  the  Pittsburgh  bituminous  coal. 

The  drawing  of  the  core  was  to  take  place  about  twenty-four  hours 
after  the  casting.  In  this  operation  the  supply  of  water  is  suddenly 
stopped  off.  The  barrel  is  much  expanded  by  heat.  A  large  strain 
18  put  on  by  the  steam  crane,  almost  sufficient  to  draw  the  barrel  out 
on  the  re-admission  of  water.  The  barrel  cools  quickly,  shrinks  with 
rapidity,  the  strain  of  the  crane  springs  it  out  about  two  feet,  and  it  ii 
then  drawn  out.  * 

The  buildings,  cranes,  furnaces,  patterns,  flask,  and  lathe,  had  to  be 
entirely  new-constructed  in  order  to  accommodate  themselves  to  the 
size  of  the  gun. 

The  lathe  is  sixty  feet  long,  eight  feet  wide  over  the  shears,  and  is 
driven  by  two  engines,  6-inch  cylinders,  12-inch  stroke.  In  the  founda- 
tion there  are  one  hundred  and  twenty  thousand  bricks«  The  costly 
nature  of  the  gun  may  be  appreciated  when  it  is  remembered  that  the 
lathe  which  merely  turns  and  finishes  it  cost  between  ten  and  fifteen 
thousand  dollars. 

The  gun  will  be  hung  on  trunnions  placed  over  its  centre  of  gravity, 
and  allowing  no  preponderance.  This  mode  of  hanging  guns,  renders 
their  manipulation  in  service  much  easier  than  when  a  great  preponder- 
ance is  at  the  breech. 

The  gun  carriage  does  not  deviate  in  its  general  construction  from 
the  wrought  iron  carriages  of  the  15-inch  guns.  The  carriage  is  now 
being  manufactured  at  the  Watertown  Arsenal,  near  Boston. 

No  statement  can  at  present  be  given  respecting  the  tenacity  and 
hardness  of  the  metal.  It  is  to  be  remarked,  that  by  the  interior 
cooling  principle  adopted,  the  hardest  and  best  iron  is  that  nearest  the 
surface  of  the  bore.  The  fact  of  the  gun  being  cast  hollow,  secures  this. 

The  iron  of  which  the  gun  is  cast  was  thoroughly  tested,  in  the 
same  manner  as  that  of  the  first  15-inch.  The  sample  by  which  the 
gun  is  to  be  proved  is  to  be  taken  from  the  sinking-head,  or  the  rough 
end  cut  off  from  the  muzzle. 

Special  cars  or  trucks  are  being  built  by  the  Pennsylvania  Railroad 
Company  for  the  proper  conveyance  of  the  gun.  Its  great  weight 
concentrated  in  a  small  space  might  prove  destructive  to  ordinary 
oars.  A  very  large  truck  is  therefore  rendered  necessary.  The  length 
of  the  gun  is  thus  distributed. 

The  new  proving  ground  belonging  to  the  Fort  Pitt  Foundry,  and 
known  as  Fort  Pitt  station,  is  seventeen  miles  out  of  the  city,  on  the 
line  of  the  Pennsylvania  Railroad.  A  large  traversing  train,  pro- 
pelled by  steam,  has  there  been  erected  to  handle  the  gun.  Two  heavy 
triangular  frames,  about  forty  feet  high,  support  a  movable  beam  on 
a  steel  knife-edge  bearing,  from  which  heavy  rods  descend  and  catch 
the  trunnions  and  breech  of  the  gun.     Suspended  in  these  rods  the 
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gan  will  be  three  feet  from  the  ground,  and  after  a  firing  will  vibrate 
a  pendulum  between  the  frames.  The  shot  discharged  will  be  thrown 
into  a  steep  but  soft  rock. 

The  powder  used  here  is  {i  of  an  inch  in  diameter,  or  about  the 
sise  of  hickory-nuts.  The  gun  will  burn  not  less  than  one  hundred 
pounds  of  powder. 

The  20-inch  is  not  intended  for  a  long-range  gun,  but  rather  to  do 
execution  within  the  range  which  it  will  possess.  In  the  manufacture 
of  guns,  of  large  calibre,  the  question  which  arises  is,  ^^to  which  shall 
the  greatest  attention  be  devoted,  to  the  increase  of  velocity,  or  to  the 
bulk  of  the  cannon  ball  Y*  The  weight  of  the  shot  has  in  this  instaaee 
engrossed  consideration.  Shell  will  be  almost  exclusively  used.  Both 
shot  and  shell  will  be  spherical,  of  great  weight  and  enormous  explosive 
force.  The  solid  shot  will  weigh  one  thousand  pounds,  and  the  aheli 
seven  hundred  and  seventy-five  pounds,  allowing  for  windage.  No 
information  of  course  can  be  given  at  present  in  regard  to  the  range 
ef  the  gun. 

The  value  is  estimated  at  thirty  thousand  dollars.  The  gun  is  ex- 
pected to  be  ready  in  the  latter  part  of  May.  The  expense  for  eeeli 
charge  of  the  gun  may  be  roughly  placed  at  about  seventy«five  doUara, 
allowing  twenty-five  dollars  for  powder,  and  fifty  for  projectiles.  Fif- 
teen or  sixteen  men  will  be  required  to  manage  the  gun  when  completed, 
nine  being  employed  in  the  loading,  and  six  or  seven  in  traversing  the 
gun. 

The  casting  was  then  taken  from  the  pit  on  the  25th  of  February, 
having  been  permitted  gradually  to  cool  until  that  time,  and  was  then 
found  apparently  perfect. 

Oxygen  Gas. 

Vrom  tlie  London  Chemical  News,  No.  ill. 

Dr.  Frankland  stated  that  he  had  lately  been  engaged  in  some  ex- 
periments wherein  he  was  desirous  of  using  oxygen  gas  under  great 
pressure,  and  for  this  purpose  had  procured  the  apparatus  for  the  com- 
pression of  gases  made  by  Natterer,  of  Vienna.  During  the  employment 
of  this  apparatus  an  accident  happened,  which  fortunately  occasioned 
no  serious  disaster,  but  was  the  means  of  indicating  a  result  which  was 
not  likely  to  have  been  anticipated,  and  which  he  considered  well  wor- 
thy the  attention  of  the  Society.  The  apparatus  consisted  of  two  parts* 
On  the  one  hand,  a  powerful  compression  pump,  worked  by  a  crank 
and  fly-wheel,  which  forced  the  oxygen  or  other  gas  into  a  strong  cast 
iron  receiver,  fitted  with  a  conical  screw-plug  and  other  joints  and  con- 
nexions of  steel.  The  action  of  the  pomp  had  been  maintained  until 
twenty-five  atmospheres  of  oxygen  had  been  accumulated  within  the 
receiver,  when  suddenly  this  latter  part  of  the  apparatus  exploded,  at 
the  same  time  diffusing  a  shower  of  sparks,  reminding  one  of  the 
phenomenon  observed  when  iron  or  watch-spring  was  burnt  in  oxygen. 
On  examining  the  shattered  fragments  of  the  iron  receiver,  it  was 
manifest  that  this  result  had  indeed  happened  ;  and  it  appeared  that 
the  combustion  of  iron  was  possible  under  the  circumstances,  a  small 
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qmi^tity  of  oil  used  as  a  Inbrioant  beeomtng,  no  doubt,  in  the  first  m- 
stance,  ignited,  and  tiien  imparting  the  combastion  to  the  iron.  The 
whole  interior  surface  of  the  iron  receiver  was  blistered  and  coated 
with  fused  globules  of  magnetic  oxide  of  iron,  the  small  tubular  aper- 
tures through  the  screw-plug  were  widened  to  four -fold  dimensions, 
and  no  less  than  half  an  inch  of  steel  was  burnt  off  the  massive  head 
of  the  apparatus.  It  was,  perhaps,  so  far  fortunate,  that  a  defective 
joint  rendered  it  impossible  to  obtain  more  than  the  pressure  of  twenty- 
ive  atmospheres,  under  which  the  apparatus  exploded,  for  had  it  been 
aogmented  to  forty  atmospheres,  the  iron  must  have  taken  fire  more 
readily,  and  perhaps  have  been  completely  consumed  or  hurled  about 
as  red-hot  bolts,  endangering  both  life  and  property.  The  author  bad, 
by  a  rouffh  calculation,  arrived  at  the  conclusion,  that  the  heat  de« 
veloped  oy  the  union  of  half  the  contained  oxygen  with  the  iron, 
would  have  been  sufficient  to  melt  the  cylinder,  which  would  then  have 
exploded  by  the  remaining  pressure  of  the  other  half  of  the  gas.  Dr. 
Frankland  concluded  by  referring  to  the  possibility  of  applying  thi< 
principle  in  the  construction  of  shells  and  other  implements  of  war- 
£tre. 

In  answer  to  an  inquiry  on  the  part  of  the  President,  Dr.  Frankland 
stated  that  the  degree  of  pressure  in  the  apparatus  was  estimated,  not 
by  a  gauge,  but  by  actual  measurement  of  the  oxygen  gas  passing  in 
at  the  or£nary  temperature  and  pressure  from  a  pneumatic  holder.  It 
was  right  also  to  mention  the  fact  of  water  and  potash  being  likewise 
eontained  in  the  iron  reservoir  at  the  moment  of  the  explosion. 

Dr.  W.  A.  Miller  once  met  with  an  accident  in  his  laboratory  at 
King's  College,  which,  although  totall  v  different  in  character  from  that 
just  before  narrated  by  Dr.  Frankland,  should  be  made  known  by  way 
of  warning  chemists  from  attempting  a  like  experiment.  The  speaker 
had  been  using  a  powerful  ROhmkorff  coil  for  the  purpose  of  effecting 
tke  combination  of  the  mixed  oxygen  and  hydrogen  gases  in  Caven- 
dish's eudiometre,  and  when  the  first  charge  had  thus  been  disposed 
oij  the  stop-cocks  were  opened  for  the  admission  of  a  fresh  supply  of 
the  mixed  gases.  At  this  moment,  whilst  yet  disconnected  with  the 
electric  coil,  the  whole  arrangement  exploded,  and,  so  far  as  the  instan- 
taneous character  of  the  phenomenon  could  be  observed,  it  appeared 
to  be  due  to  the  formation  of  a  fine  deposit  of  spongy  platinum  upon 
the  metallic  wires  inserted  into  the  eudiometre,  the  result  of  the  em- 
ployment of  an  electric  instrument  of  too  great  intensity.  By  revert- 
ing to  the  old  method  of  causing  the  ignition  by  the  spark  from  a  Ley- 
den  jar,  no  difficulty  or  danger  had  ever  been  experienced. 


A  SubMtftvie  for  Wood  Engraving. 

FroOB  Um  Loudon  Art  Journal,  Not.,  1863. 

Multifarious  have  been  the  attempts,  throughout  the  latter  ages  of 
the  world  especially,  to  bring  scientific  knowledge  to  bear  upon  the 
froductions  of  human  industry,  in  order  to  lessen,  if  not  entirely  to 
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tapeniede,  the  efforts  of  maiiwl  labor ;  and  so  far  as  the  operatUms 
haye  been  directed  to  the  machinery  of  construction  and  to  mannfao- 
tnring  processes,  the  results  have  proved  marveUons.  It  seems  as  if 
no  limit  could  be  assigned  to  the  ingenuity  of  man  in  devising  and 
creating  what  would  best  minister  to  his  absolute  necessities  in  all  in* 
stances,  and  to  his  gratifications  in  not  a  few.  Similar  successes  have 
not,  however,  followed  his  endeavors  when  he  has  ventured  into  the 
region  of  Art ;  here  matter  will  not  yield  obedience  to  mind,  so  to 
speak ;  though  photography  and  chromo-lithography,  and  other  me- 
tnods  of  artistic  production,  have  done  something  in  the  way  of  super- 
seding the  hand-work  of  the  painter,  and  machinery  is  employed  to  do 
that  which,  a  few  years  ago,  was  accomplished  only  by  the  tools  of  the 
sculptor.  Art,  as  a  creator  and  skilled  workman,  defies  all  scientific 
aid ;  it  is,  and  must  be,  self-dependent. 

Perhaps  there  has  been  no  other  department  of  Art  in  which  so 
many  efforts  have  been  made  to  find  a  substitute  for  actual  labor  as 
wood-engraving ;  hitherto,  however,  all  have  failed,  and  the  engraYera 
are  still  left  in  quiet  possession  of  the  field;  nor  are  we  by  any  means 
sure  that  what  we  now  lay  before  our  reader  will  be  the  means,  even 
ultimately,  of  dislodging  them  from  the  position  they  have  so  long 
and  so  honorably  held  in  the  domain  of  Art.  But  it  is  our  business  to 
inquire  into  whatever  comes  before  us  in  the  way  of  novelty  which 
bears  on  the  face  of  it  a  probability  of  success,  while  it  is  a  duty  to 
any  one  who  seems  to  have  made  out  a  case  to  give  it  all  the  publici- 
ty in  our  power.  For  this  purpose  we  introduce  an  account  of  Mr. 
Schulze's  process  of  producing  blocks  for  type-printing,  intended  to 
do  away  with  wood  engraving. 

Mr.  Schulze  is  a  German  architect,  resident  in  New  York,  but  now 
staying  in  London  for  a  short  time.  He  informs  us  that  the  material 
on  which  the  drawing  is  to  be  made  may  be  of  glass,  or  any  other 
hard  and  smooth  surface.  The  drawing  is  produced  with  a  pen,  and 
ink  composed  of  pure  gum  arabic  dissolved  in  water,  with  the  addi- 
tion of  sufScient  sugar  to  prevent  it  cracking  when  dry  ;  lamp-black, 
or  any  other  color,  is  mixed  with  the  gum  solution  to  render  the  work 
visible.  When  the  drawing  is  completed,  it  is  covered  with  a  coat  of 
bees-wax,  asphaltum,  resin,  and  linseed  oil.  The  thickness  of  the  co- 
vering depends  on  the  kind  of  work  adopted  by  the  artist ;  if  the  lines 
of  the  drawing  are  very  close  together,  a  thin  coat  will  suffice.  After 
this  ground  has  been  applied,  the  plate,  or  class,  has  to  be  submerged 
in  water  for  about  ten  or  fifteen  minutes ;  then  a  strong  stream  of  wa- 
ter is  poured  upon  it,  which  will  remove  the  waxy  substance  above  tiie 
lines  of  the  drawing,  but  will  leave  that  between  the  lines  undisturbed. 
In  most  cases  the  grounding  will  be  sufficiently  high  to  insure  a  good 
electrotype  for  printing ;  but  where  considerable  height  is  required 
between  lines  far  apart,  this  can  readily  be  effected  by  applying  wax 
according  to  the  method  now  employed  by  stereotypists,  or  by  adding 
msphaltum  with  the  brush.  Should  the  artist  prefer  to  make  his  draw- 
ing on  paper,  the  latter  must  be  rendered  waterproof;  and  after  it 
has  undergone  this  process,  it  should  be  attached,  with  a  waterproof 
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paste,  to  a  hard  and  even  plate  before  it  is  corered  with  the  wax ;  in 
all  other  respects  it  is  treated  in  the  manner  just  described.  Before 
ticking  the  electro  deposit,  the  plate  mnst  be  covered  with  a  thin  coat 
of  alcoholic  yamish,  and  when  dry,  black  lead — ^plumbago^is  applied 
with  a  soft  brush. 

The  advantages  of  the  process  are  stated  bj  the  inventor  to  be : — 
The  obtaining  a  perfect  fac-simile  of  the  artist's  work ;  the  drawing 
has  not  to  be  reversed,  as  in  the  methods  now  in  use  for  copying  on 
the  wood  pictures  or  objects ;  cheapness,  and  saving  of  time. 


FRANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly  Meeting^  Janwjtry  21, 1864. 

John  C.  Cresson,  President,  in  the  chair. 

John  F.  Frazer,  Treasurer. 

Robert  Briggs,  Recording  Secretary,  pro  tern. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

A  letter  was  read  from  Messrs.  Eives  and  Macey,  London. 

Donations  to  the  Library  were  received  from  the  Royal  Astronomi- 
cal Society,  the  Institute  of  Actuaries,  and  the  Society  of  Arts,  Lon- 
don; de  Oesterriechischen  Ingenieur-Veriens,  Vienna,  Austria;  Pro- 
fessor E.  M.  Dingier,  Augsburg,  Germany ;  the  Natural  History 
Society,  and  Major  L.  A.  Huguet-Latour,  Montreal,  and  the  Univer- 
sity of  Toronto,  Canada;  the  Hon.  Commissioner  of  Agriculture,  the 
Hon.  Wm.  D.  Kelley,  Prof.  A.  Dallas  Bache,  and  Frederick  Emmer- 
ick,  Esq^,  Washington,  D.  C;  the  Hon.  Mr.  Brady,  Senate,  Harris- 
barg,  Penna.;  and  Prof.  John  F.  Frazer,  Philadelphia. 

The  Periodicals  received  in  exchange  for  the  Journal  of  the  Insti** 
iute,  were  laid  on  the  table. 

The  Treasurer  read  his  statement  for  December,  1868,  also  his  an- 
nual statement  for  the  year  1863. 

The  annual  statement  of  the  Committee  on  Publications  on  the  state 
of  the  Journal  of  the  Institute,  for  1863,  was  read. 

The  Board  of  Managers  and  Standing  Committees  reported  their 
minutes. 

Candidates  for  membership  in  the  Institute  (16)  were  proposed,  and 
the  candidates  proposed  at  the  last  meeting  (12)  were  duly  elected. 

The  Tellers  of  the  Annual  Election  for  Officers,  Managers,  and  Au- 
ditors, for  the  ensuing  year,  reported  the  result,  when  the  President 
declared  the  following  gentlemen  duly  elected: — 
William  SeUera,  President. 

Waihiogton  Jonee,  Becording  fiecretory. 
Robert  Briggi,  Corresponding  Secretary. 
John  F.  Frazer,  Treeturer. 


Digitized  by 


Google 


IM 


J^aniUri  iHitUute* 


William  Adamion, 
B.  Heniy  Bartol, 
Oharles  H.  Cramp, 
Pliny  E.  OhaM, 
Charles  S.  Close, 
William  Di?ine, 
James  I>oughertj, 
George  Erety, 


Samuel  Mason, 


HAKAGEBS. 

John  Gardiner,  Jr. 
George  Harding, 
Jamee  Hunter, 
W.  Barnet  Le  Van, 
J.  Yaughan  Merrick, 
Wm.  A.  Mitchell, 
Bloomfield  H.  Moore, 
Henry  G.  Morris, 

AUDITOBS. 
William  Biddle. 


Charles  T.  Parry, 
Percival  Roberts, 
Samuel  J.  Reeves, 
Coleman  Sellers, 
Samuel  Sloan, 
Samuel  S.  White, 
S.  Lloyd  Wi^and, 
O.  Howard  Wilson. 


James  H.  Cresson, 


At  a  meeting  of  the  Board  of  Managers,  held  January  27thy  1864, 
the  following  officers  were  elected  for  the  ensuing  year : — 


James  Dougherty,  Chairman. 
Bloomfield  u.  Moore,  1 
W.  Barnet  Le  Van, 


'  I  Curators. 


On  motion  of  Coleman  Sellers,  the  thanks  of  the  Franklin  Institute 
was  tendered  to  Professor  Cresson  for  the  able  and  efficient  manner 
in  which  he  has  filled  the  office  of  President,  the  past  nine  years. 

Mr.  Briggs  remarked  that  is  was  eminently  proper,  that  upon  re- 
tiring from  the  office,  as  Professor  Cresson  does  this  evening,  the 
thanks  of  the  Institute  be  offered  him  individually,  as  a  mark  of  the  ap- 
preciation of  the  ability  and  attention  with  which  he  had  for  so  many 
years  so  honorably  filled  the  highest  seat  in  its  councils. 

The  Institute  represented  not  only  the  relation  between  the  mechanic 
and  the  scientific  man  in  Philadelphia,  but  was  beyond  that,  the  re- 
presentative institution  of  the  connexion  of  mechanics  with  science  for 
the  country.  No  similar  institution  had  its  reputation  either  at  home 
or  abroad,  and  that  position  has  been  reached  by  those  who  cotempo* 
raneously  with  Professor  Cresson  gave  it  an  original  direction,  and  it 
has  been  supported  in  that  position  the  last  nine  years,  under  his 
leadership.  To  no  one  more  than  to  our  retiring  President,  do  we  owe 
the  elevation  of  the  Institute,  and  on  this  occasion,  when  new  and  in- 
experienced hands  have  been  entrusted  with  its  direction,  we  cau  only 
mark  our  estimation  of  his  example  by  a  vote  of  thanks. 

Mr.  Cresson  replied,  that  he  highly  appreciated  the  personal  kind- 
ness that  prompted  the  gentleman  to  move  this  resolution,  and  the 
kindness  of  which  its  adoption  by  the  Institute  gave  evidence.  He 
must,  however,  disclaim  the  credit  of  having  contributed  in  any  large 
degree  to  the  honorable  position  of  the  Institute  as  a  pioneer  in  the 
noble  work  of  raising  the  labor  of  the  mechanic  and  artisan  to  its  true 
position  as  both  handmaid  and  exemplar  of  science.  He  was  not  one 
of  the  original  members  or  founders  of  the  Institute,  having  been  ab- 
sent from  his  native  city  during  the  years  in  which  it  had  its.  inception; 
but  united  himself  with  it  immediately  upon  his  return  to  the  city, 
and  has  for  more  than  twenty-five  years  been  happy  to  take  a  shar^ 
in  its  labors. 
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For  ten  years  he  filled  the  chair  of  Mechanics  and  Natnral  Philo* 
sophy,  in  the  lectare  room ;  for  about  twenty  years  has  acted  as  chair* 
man  of  the  Committee  on  Science  and  the  Arts;  and  during  the  last 
nine  years  has  been  honored  with  the  office  of  President.  For  these 
repeated  marks  of  confidence,  he  is  happy  to  express  his  grateful  ap- 
preciation ;  and  trusts  that  the  Institution  under  the  impulse  of  the 
younger  and  more  active  members  who  are  now  to  guide  its  destiny, 
will  put  forth  its  strength  in  a  long  career  of  increasing  usefulness; 

On  motion  of  Prof.  Gresson,  the  thanks  of  the  Institute  were  ten- 
dered to  the  retiring  Vice  Presidents,  Secretaries  and  Managers  for 
the  able  3upport  and  direction  of  the  Institute  during  many  years  of 
official  connexion. 

Mr.  P.  E.  Chase  gave  an  abstract  of  his  recent  communications  to  the 
American  Philosophical  Society,  on  the  barometer,  as  an  indicator  of 
the  earth's  rotation,  and  the  sun's  distance. 

The  existence  of  daily  barometric  tides,  has  been  known  for  more 
than  a  hundred  and  fifty  years,  but  their  cause  is  still  a  matter  of  dis- 
pute. It  is  evident  that  they  cannot  be  accounted  for  by  variations 
of  temperature,  for,  1,  their  regularity  is  not  perceived  until  all  the 
known  effects  of  temperature  have  been  eliminated ;  2,  they  occur  in 
all  climates,  and  at  all  seasons ;  8,  opposite  efiects  are  produced  at  dif- 
ferent times,  under  the  same  average  temperature.  Thus  at  St.  He* 
tena,  the  mean  of  three  years'  hourly  observations,  gives  the  following 
average  barometric  heights: 

'  From  Oh.  to  12h.  28-2801  in.         From  18h.  to  6h.  28-2838  in. 
"    12h.  to    Oh.  28-2861"  "       6h.  to  18h.  28-2784  in.    . 

The  upper  lines  evidently  embrace  the  coolest  parts  of  the  day,  and^ 
the  lower  lines  the  warmest.  Dividing  the  day  in  the  first  method, 
the  barometer  is  highest  when  the  thermometer  is  highest ;  but  in  the 
second  division  the  high  barometer  prevails  during  the  coolest  half  of 
the  day.  , 

On  account  of  the  combined  effects  of  the  earth's  rotation  and  revolu-> 
tion,  each  particle  of  air  has  a  velocity  in  the  direction  of  its  orbit, 
varying  at  the  equator,  from  about  65,000  miles  per  hour,  at  noon,  to 
67,000  miles  per  hour,  at  midnight.  The  force  of  rotation  may  be 
readily  compared  with  that  of  gravity,  by  observing  the  effects  pro* 
dnced  by  each  in  twenty-four  hours,  the  interval  that  elapses  between 
two  successive  returns  of  any  point,  to  the  same  relative  position  with 
the  sun.  The  force  of  rotation  producing  a  daily  motion  of  24,895 
miles,  and  the  force  of  terrestrial  gravity  a  motion  of  22,788,900  miles, 
the  ratio  of  the  former  to  the  latter  is  uaVslVou^  ^^  -00109.  This  ratio 
represents  the  proportionate  elevation  or  depression  of  the  barometer 
above  or  below  its  mean  height,  that  should  be  caused  by  the  earth's 
rotation,  and  it  corresponds  very  nearly  with  the  actual  disturbance 
at  stations  near  the  equator. 

From  Ob.  to  6h.  the  air  bftS  a  forward  motion  greater  than  that  of 
the  earth,  so  that  it  tends  to  fly  away ;  its  pressure  is  therefore  dimin«' 
ished,  and  the  mercury  falls.    From  6h»  to  12h.  the  earth's  motion  it 
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greatest;  it  therefore  preeses  against  the  lagging  air,  and  the  bare- 
meter  rises.  From  12h.  to  18h.  the  earth  moves  away  from  the  ur, 
and  the  barometer  falls ;  while  from  18h.  to  2*Ui.  the  increasing  velocity 
of  the  air  urges  it  against  the  earth,  and  the  barometer  rises. 

If  the  force  of  rotation  at  each  instant  be  resolved  into  two  compo- 
nents, one  in  the  direction  of  the  radius  vector,  and  the  other  parallel  to 
the  earth's  orbit,  it  will  be  readily  perceived  that  whenever  the  latter 
tends  to  increase  the  aerial  pressure,  the  former  tends  to  diminish  it,  and 
vice  versa.  Let  B«ithe  height  of  the  barometer  at  any  given  instant; 
M«ithe  mean  height  at  the  place  of  observation  ;  d — 90® «  the  hour 
angle ;  c=the  earth's  circumference  at  the  equator ;  <=24  hours ;  g= 
the  terrestrial  gravity ;  i=the  latitude ;  and  a  simple  integration  givei 

al    xi.        X-    1  ^        *i             /-I  I   sin.  d.  COS.  0.  COS.  /         2c  \^ 
the  theoretical  formula,  b=m  (  IH j .      'IfiTj  * 

This  formula  gives  a  maximum  height  at  9h.  and  21h.  and  a  mini- 
mum at  8h.  and  15h.  The  St.  Helena  observations  place  the  maximum  at 
lOh.  and  22h.,  and  the  minimum  at  4h.  and  16h. — an  hour  later  in 
each  instance,  than  the  theoretical  time.  This  is  the  precise  amount 
of  retardation  caused  by  the  inertia  of  the  mercury,  as  indicated  by 
the  comparisons  with  the  water  barometer  of  the  Royal  Society  of  Lon- 
don. 

Aerial  currents,  variations  of  temperature,  moisture,  and  centrifugal 
force,  solar  and  lunar  attraction,  the  obliquity  of  the  ecliptic,  and  va- 
rious other  disturbing  causes,  produce,  as  might  be  naturally  expected, 
great  differences  between  the  results  of  theory  and  observation.  Bat 
by  taking  the  grand  mean  of  a  series  of  observations,  8u£Bciently  ex- 
tended to  balance  and  eliminate  the  principal  opposing  inequalities,  tha 
two  results  present  a  wonderful  coincidence. 

According  to  our  formula,  the  differences  of  altitude  at  1,  2«  and  8 
hours  from  the  mean,  should  be  in  the  respective  ratios  of  '5,  *866,  and 
1.  The  actual  differences,  according  to  the  mean  of  the  St.  Helena 
observations,  are  as  follows . — 


Differences  of  Barometer. 


Batioa. 


Diff.  of  time 

Ih. 

2b. 

8k. 

Ih. 

2h.  , 

3h. 

Before  Ih, 

•0166 

•0298 

•0865 

-455 

•816 

After    " 

•0169 

•0266 

•0298 

•634 

•893 

Before  7h. 

-0122 

•0202 

•0243 

•602 

•831 

After    " 

•0135 

•0239 

•0297 

-455 

•805 

Before  18h. 

•0136 

•0248 

•0284 

•479 

•873 

After     " 

•0181 

-0216 

•0227 

•677 

•947 

Before  19h.    ^ 

.0161 

-0287 

•0848 

•468 

•826 

After    " 

•0150 

•0265 

-0286 

•624 

•927 

Hkak 

-0145 

•0252 

•0293 

•495 

•860 

The  mean  of  the  above  differences,  varies  from  the  theoretical  mean, 
less  than  vi^g^  of  an  inch.    If  we  take  the  mean  of  the  ratios,  instead 

*->---  represents  the  effective  ratio  of  an  entire  day.  But  there  is  in  each  day  a  half 
day  of  acceleration,  and  a  half  day  of  retardation,  and  the  ratio  for  each  half  day 
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of  the  ratios  of  the  means  of  the  observed  differencesi  the  coincidene* 
is  still  more  striking. 

Difference  of  Time,  Ih.  2h.  dh. 

Means  of  Observed  ratiofl,  -498625        -864626        1000000 

Theoretical  Means,  •600000        *8G6026        1-000000 

The  calcnlated  time  for  the  above  observed  means^  differs  less  thaft 
2C  from  the  actual  time. 

Observed  Means,  -498626        -864626        1-000000 

Theoret  Diff.  of  Time,  59'  48'^        119'  40^'  ISC 

Obseryed  ••      "    "  eo'    0"        12C/     0"  180' 

The  varying  centrifugal  force  to  "which  the  earth  is  subjected  by  th« 
ellipticity  of  its  orbit,  must,  in  like  manner,  produce  annual  tides. 
The  disturbing  elements  render  it  impossible  to  determine  the  averagt 
monthly  height  of  the  barometer  with  any  degree  of  accuracy^  from 
any  observations  that  have  hitherto  been  made.  We  may,  however, 
make  an  interesting  approximation  to  the  annual  range, — still  usine  the 
8t.  Helena  records,  which  are  the  most  complete  that  have  yet  been 

Soblished  for  any  station  near  the  equator.  Comparing  the  mean 
ally  range,  as  determined  by  the  average  of  the  observations  at  each 
hour,  with  the  mean  yearly  range,  as  determined  by  the  monthly 
averages,  we  obtain  the  following  results : 

Year.          Baily  Annual  Eatio.  Approximate 

Bange.  Range*  Solar  Distanoe. 

1844            -0672  in.  -1660  in.  2-4668  187,070,000  m. 

1846            -0646  «                   -1214  *<  1-8793  80,300,000  «« 

1846            -0670  «<  •1214 «  1-8120  74,660,000  « 


8>1988  3)-4078  8)6-1466 

•0663  -1369      2-0489        95,446,000  " 

Mean    -0668  -1290      1-9467        86,066,000  ** 


2)-1826         2)-2649     2)3-9946 
•0663  -1324      1-9973        90,702,000  " 

The  approximate  estimates  of  the  solar  distance,  are  based  on  the  fol- 
lowing hypothesis : 

Let  ineffective  ratio  of  daily  rotation  to  gravity. 

a=arc  described  by  force  of  rotation  in  a  given  time  U 
r=radius  of  relative  sphere  of  attraction,  or  distance  through 
which  a  body  would  fall  by  gravity,  during  the  disturbance  of 
its  equilibrium  by  rotation. 
A  3=area  described  by  radius  vector  in  time  L 
Let  e'f  a!y  r\  a',  represent  corresponding  elements  of  the  annual 
revolution.    Then, 

A  :  a'  :  :  ar  :  a'  r' :  :  c*  :  e'* 

But  the  forces  of  rotation  and  revolution  are  so  connected,  that  a 
differs  but  slightly  from  a' 

e*:6'»::r:r'^ 

-f—  ^HL  f  ^^^J  nearly. 
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It  may  be  interesting  to  observe  how  nearly  r  (22,788,900  m.)  cor- 
responds with  Kirkwood*8  value  of  5  (24,932,000  m.)-  A  more  tho- 
rough comprehension  of  all  the  various  effects  of  gravity  and  rotation 
on  the  atmosphere,  would  probably  lead  to  modifications  of  our  formu- 
lae that  would  show  a  still  closer  correspondence. 

There  is  a  great  discrepancy  between  the  determinations  of  the  solar 
distance  that  are  based  on  the  records  of  1844  and  1846,  but  it  is  no 
greater  than  we  might  reasonably  have  anticipated.  On  the  other 
hand,  it  could  hardly  have  been  expected  that  any  comparisons  based 
on  the  observations  of  so  short  a  period  as  three  years,  would  have 
furnished  so  near  an  approximation  to  the  most  recent  and  most  accurate 
determination  of  the  earth's  mean  radius  vector.  In  order  to  obtain 
that  approximation,  it  will  be  seen  that  I  took,  1st,  the  mean  of  the 
ranges  and  ratios  for  the  three  successive  years ;  2d,  the  ranges  and 
ratios  of  the  mean  results  of  the  three  years ;  3d,  the  grand  mean  of 
these  two  primary  means.  I  could  think  of  no  other  method  which 
would  be  so  likely  to  destroy  the  effects  of  changing  seasons,  and  other 
accidental  disturbances. 

^  The  following  table  exhibits  the  effects  of  latitude  on  the  aerobario 
tides.  The  differences  between  the  theoretical  and  observed  ranges, 
may  be  owing  partly  to  the  equatorial-polar  currents,  and  partly  to 
insufficient  observations. 


Station. 

Arctic  Ocean, 
Girard  College, 
Washington, 
St.  Helena, 
Equator, 


Lat. 

78087' 
89  68 
88  63 
16  67 
0 


Mean 
height. 

29-739  in. 

29-988 

80020 

28-282 

80-709 


Mean 
Bange. 

-01 2  in. 

•060 

•062 

•066 

•082 


Ratio. 

•000404 
•002004 
•002065 
•002844 
•002670 


Theoret. 
Batio. 

-000627 
•002046 
•002079 
•002567 
•002670 


The  theoretical  ratios  are  determined  by  multiplying  the  equatorial 
ratios  by •.     The  formula,  p= .-— ,,  (/>  indicating  the  ratio 

R  R        Qt 

of  the  mean  range  to  the  mean  height,)  gives 

Theoretical  Batio. 
Latitude,      O** 


78   87' 


•002190 
•000482 


Obfierved  Batio. 

•002670 
•000404 


showing  that  the  ratio  is  less  near  the  pole  and  greater  near  th« 
equator,  than  our  theory  indicates,  a  natural  consequence  of  the  cen* 
trifugal  force  at  the  equator,  and  the  cold  surface  currents  that  pro- 
duce the  trade  winds. 

The  revolution  of  the  sun  around  the  great  Central  Sun  must  also 
cause  barometric  fluctuations  that  may  possibly  be  measured  by  deli- 
cate instruments  and  long  and  patient  observation.     The  Toricelliaa 
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eolamn  may  thus  become  a  valuable  auxiliary  in  verifying  or  rectify- 
ing our  estimates  of  the  distances  and  masses  of  the  principal  heavenly 
bodies. 

Mr.  Robert  Briggs  called  the  attention  of  the  meeting  to  an  instru* 
ment  for  measuring  small  pressures  of  air,  such  for  example  as  were 
formed  in  ventilating  air  ducts,  either  when  fans  were  used  for  impeUing 
the  air,  or  when  self-acting  currents  were  produced  by  heat ;  or  in  short, 
the  amount  of  pressure  which  any  current  of  air  might  possess.  This 
instrument  consisted  of  two  cylindrical  cups  made  of  exactly  the  same 
diameter,  the  size  being  immaterial,  but  the  exact  correspondence  of 
diameter  was  readily  produced  by  the  workmen  using  the  same  length 
of  sheet  metal  in  forming  the  two  cylinders.  One  of  these  cups  is 
closed  except  a  cock  to  receive  the  pressure  of  air  through  a  flexible 
tube  which  shall  connect  the  instrument  with  the  duct  in  which  the 
pressure  is  to  be  measured ;  an  air  cock  for  setting  the  index,  and  a 
tabular  connexion  at  the  bottom  with  the  other  cup. 

The  other  cup,  connected  to  the  first  by  a  tube  in  the  bottom,  is  open 
to  the  air.  The  open  cup  has  a  float  depending  from  a  cord  which 
passes  over  a  small  grooved  pulley,  and  ter- 
minates in  a  weight.  The  pulley  is  fast  upon 
the  shaft  which  carries  the  hand.  This  shaft 
is  very  lightly  hung  on  centres,  and  the  hand 
18  carefully  balanced,  so  that  the  friction  of 
the  cord  on  the  pulley  will  be  sufficient  to 
move  the  hand.  Attached  to  the  side  of  the 
cops  is  a  dial  segment  against  which  the  ex- 
tremity of  the  hand  marks  the  pressure,  in 
the  instrument  drawn  in  the  cut.  The  cups 
were  three  inches  diameter  and  two  inches 
deep ;  the  hand  was  eight  inches  long  and  the  quadrant  ten  inches 
on  the  curve.  The  ten  inches  of  motion  indicating  one  inch  of  water 
pressure. 

To  operate  the  instrument  the  cups  are  filled  with  water  three-quar- 
ters of  an  inch  to  an  inch  deep,  and  the  end  of  the  finger  placed  at 
sero  by  sliding  the  cord  on  the  pulley  when  the  pressure  cock  is 
closed  and  the  air  cock  open.  By  opening  the  pressure  cock  and  clos- 
ing the  air  cock,  the  water  is  depressed  in  the  first  cup  and  elevated 
in  the  second,  raising  the  float  and  thus  transferring  the  movement 
greatly  increased  to  the  hand.  By  agitating  the  instrument  so  as  to 
wet  the  sides  of  both  cups  before  making  the  trial,  correct  indications 
of  one-hundredth  of  an  inch  water  column  are  readily  attained.  In 
order  to  obtain  the  mark  on  the  quadrant  originally  without  calcu- 
lating tho  exact  proportion  of  pulley  to  length  of  hand,  the  thickness 
of  cord,  &c.,  it  is  only  necessary  to  thrust  a  needle  through  the  cord, 
and  then  after  setting  the  hand  at  zero,  produce  such  a  pressure  as 
will  move  the  needle  (the  point  of  which  can  rest  on  a  slip  of  card) 
%  half  inch;  the  movement  of  the  hand  on  the  quadrant  then  indicates 
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one  inch  of  difference  of  level  in  the  two  cnps,  and  the  extreme  length 
thus  ascertained  can  be  divided  to  any  desirable  extent.  For  more 
feeble  pressures  the  ratio  of  radius  of  pulley  to  length  of  hand  can  be 
increased  by  reduction  of  pulley,  thus  producing  more  motion  of  ex- 
tremity of  hand  for  a  given  pressure.  There  are  similar  instruments 
for  considerable  pressures,  say  one  to  six  inch  water  column,  but  the 
speaker  thought  none,  not  requiring  nice  calculations  as  to  areas  of 
float  chamber  compared  with  water  chamber,  as  well  as  the  adjust- 
ment of  pulley  and  length  of  hand,  all  of  which  ended  in  comparison 
with  other  instruments,  for  a  basis  of  pressure  measure,  but  he  had  not 
met  with  one  before,  which  could  be  adjusted  by  itself,  and  was  equally 
portable. 

Professor  Cresson  described  a  Pressure  Indicator  used  at  the  City 
Gas  Works,  for  showing  the  pressure  of  the  gas  in  various  parts  of 
the  factory,  and  in  the  street  mains,  with  all  of  which  it  is  connected 
by  small  tubes  provided  with  stop-cocks,  that  allow  any  one  main  to 
be  in  communication  with  the  instrument,  while  all  the  others  are  cut 
off.  These  connecting  tubes  open  into  the  upper  part  of  a  gas-tight  re- 
ceiver kept  partly  filled  with  water,  or  other  liquid.  An  open  stand 
pipe  of  small  sectional  area  in  comparison  with  the  area  of  the  recei- 
ver, passes  through  the  top  of  the  instrument,  and  descends  low  enough 
to  have  its  lower  end  always  immersed  in  the  liquid,  and  thus  sealed 
against  all  escape  of  the  gas  which  occupies  the  upper  portion  of  the 
receiver.  The  change  of  level  of  the  liquid  column  in  the  stand  pipe 
gives  motion  to  a  float,  and  this  is  communicated  to  a  revolving  index 
by  a  weighted  cord  running  over  a  small  pulley  fixed  on  the  arbor  of 
the  index. 

The  indications  of  pressure  by  the  rise  of  the  liquid  in  the  stand 
pipe,  are  magnified  in  a  ratio  determined  by  the  relative  diameters  of 
the  small  pulley  that  moves  the  index  and  of  the  graduated  arc  tra- 
versed by  the  latter. 

If  great  accuracy  is  required,  the  minute  error  arising  from  the  small 
changes  of  level  of  the  liquid  in  the  receiver  as  portions  of  it  pass  into, 
and  out  of,  the  small  stand  pipe,  may  be  corrected  in  the  divisions 
upon  the  graduated  arc.  For  example,  if  the  relative  area  of  the  re- 
ceiver and  the  dip  pipe,  be  50  to  1,  then  the  divisions  should  be  one- 
fiftieth  smaller  than  their  designation  indicates. 

A  stop-cock  placed  on  the  top  of  the  receiver  to  admit  atmospheric 
pressure,  allowed  the  instrument  to  be  brought  to  zero  after  each  ex- 
periment. 

Prof.  Cresson  also  gave  an  account  of  experiments  upon  the  mo- 
mentum of  air  or  gas  flowing  in  closed  pipes  of  large  diameter.  In 
a  20-inch  gas  main  three  miles  long,  he  had  found  the  momentum  of 
the  column  to  produce  an  excess  of  pressure,  on  closing  a  valve  at  one 
extremity,  equal  to  a  six-inch  column  of  water,  and  the  successive  re- 
flections of  the  wave  to  create  nearly  this  excess  of  pressure  alternately 
at  the  opposite  ends  of  the  pipes  for  many  successive  oscillations  of 
pressure  in  the  gaseous  column. 
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Mr.  SkerviD^  exhibited  a  large  Engraving  by  John  Sartain,  (from 
the  original  painting  by  C.  Schussele,)  entitled  "  Men  of  Progress." 
It  represents  a  group  of  nineteen  of  the  prominent  American  inventors 
and  discoverers. 

The  names  of  the  artists  are  sufficient  guarantees  of  the  excellence 
of  the  work,  which  is  a  well  deserved  compliment  to  those  whose  exer- 
tions have  contributed  so  much  towards  the  advancement  of  science 
and  the  arts. 

Mr.  J.  T.  Eerby  exhibited  a  patent  Horse-shoe.  This>  is  said  to  be 
the  only  shoe  in  use  which  is  beveled  on  the  inside  so  as  to  permit  the 
dirt  to  readily  detach  itself  from  the  hoof.  There  are  seven  instead  of 
three  "  calks,"  as  in  the  ordinary  shoe,  and  consequently  that  even 
bearing  all  around  the  wall  or  crust,  which  the  old  shoe  takes  away, 
is  secured. 

Mr.  Hiram  A.  Kimball  exhibited  his  patented  Artificial  Limbs, 
made  of  vulcanized  india  rubber.  They  are  light  in  weight,  well 
shaped,  and  exceedingly  strong.  Being  hollow,  all  the  machinery  is 
contained  inside,  and  is  not  liable  to  be  deranged  or  broken.  These 
limbs  can  be  much  more  readily  manufactured,  and  in  less  time,  than 
those  carved  from  wood,  or  made  of  iron,  as  in  the  ordinary  manner. 

Mr.  Thomas  Shaw  sent  to  the  meeting,  as  a  donation  to  the  Insti- 
tute, a  very  handsome  figure  of  an  individual  standing  on  a  trunk,  and 
exerting  all  his  strength  in  endeavoring  to  raise  himself  and  the  lid 
on  which  he  was  standing  by  pulling  at  the  handles  attached  to  it. 

In  the  note,  accompanying  the  figure,  Mr.  Shaw  says — "  I  deter- 
mined upon  giving  a  short  spicy  illustration  of  a  whole  lecture  on  the 
subject,  and  to  illustrate  the  folly  of  ever  attempting  to  overcome  that 
one  dead  point  which  attends  all  perpetual  motion  schemes." 

A  number  of  specimens  of  Wood  Graining,  executed  by  Anthony 
Goth,  of  Bethlehem,  Pa.,  was  exhibited  by  Mr.  Jones. 
,  The  appearance  of  the  natural  grain  in  these  specimens,  is  so  admi- 
rably imitated  as  to  almost  defy  detection,  and  afibrds  ample  testimony 
to  the  truth  of  the  inventor's  assertion,  that  the  process  is  the  most 
perfect  yet  imitated.  Mr.  G.  has  given  no  information  as  to  what  the 
process  is,  there  not  having  been  sufficient  time  before  the  exhibiti(»i 
night  to  prepare  the  tools. 


ERRATA. 

In  S.  "W.  Robinson's  article  on  Su^naion  Bridges,  in  the  number  for  Septem- 
ber, 18C3,  page  146,  under  the  radical  of  second  equation  preceding  equation  (1), 
there  should  be  —  2tt  cos  a,  in  lieu  of  —  tt  cos  a. 

Page  147,  the  first  term  of  equation  (9)  should  be  I  power,  instead  of  {. 

Page  149  equation  (17)  should  be— 

D^(.$-J(|F»]'-[i±>|(F^]'&- , 
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A  Comparison  of  some  of  the  Meteorological  Phenomena  of  Jan.,  1864,  vnth  ikm 
of  Jan.,  18G3,  and  of  the  same  monih  for  thiktkkn  years^  at  Philadelphia^  A, 
Barometer  60  feet  above  mean  tide  in  the  Delaware  River.  Latitude  39^  67j^N.; 
Longitude  76^  10^''  W.  from  Greenwich.     By  Jauks  A.  Kibkpatbick,  A.  M. 


January, 

January, 

January, 

1864. 

1868. 

for  18  yean. 

Thermometer — Highest — degree,     . 

66-00O 

61-00 

65 -OO® 

"                     "          date, 

29th. 

15th. 

29th,  1864. 

"               Warmest  day — Mean, 

62-50 

68  33 

68-33 

"                     "          "       date, 

28th. 

16th. 

15th.  1863. 

"               Lowest— degree, 

7-00 

14-00 

—5-50 

"                    "         date. 

2d. 

18th. 

23d.  1857. 

"               Coldest  day— Mean, 

12-00 

20-67 

— 1-00 

"                     "        **      date,  . 

2d. 

18th. 

9tb,  1866. 

<<               HetB  daily  oscillation, 

13-74 

12-90 

11-94 

"                   "        «*     range,    . 

6-85 

5-60 

6-48 

Means  at  7  A.  M.,  . 

29-89 

83-96 

2816 

2  P.  M.,  . 

37-48 

40-95 

35-68 

9  P.  M.,   . 

82-24 

86-64 

81-46 

"                  "      for  the  month. 

88-20 

37-18 

31-77 

Baromoter— Highest— Inches, 

80-271  in. 

80-571  in. 

30-704  in. 

•«                 "        date,     . 

7th. 

18th. 

28tb,  1868. 

•*          Greatest  mean  daily  press. 

30-207 

30-663 

30-609 

date,       . 

2l8t. 

18th. 

28th.  1863. 

"          Lowest — Inches, 

29-257 

29127 

28^91 1 

•«               •*         date. 

19th. 

16th. 

23d,  1853. 

"          Least  mean  daily  press., 

29-347 

29-298 

29-086 

«*               "        date. 

19th. 

16th. 

23d,  1853. 

"          Mean  daily  range, 
"          Means  at  7  A.  M., 

0-2U6 

0-266  . 

0-216 

29-886 

29-925 

29-965 

"                •«         2  P.  M., 

29-847 

29-867 

29-924 

9  P.  M., 

29-913 

29-905 

29-954 

"               "     for  the  month,  . 

29-882 

29-899 

29-948 

Porce  of  Vapor— Greatest— Inches, 

0-896  in. 

0-462  in. 

0-505  ia. 

•*           date,     . 

Ist. 

16th. 

nth,  1858. 

"           «         Least— Inches,      . 

•025  in. 

•057 

■028    • 

"           "             "      date, 

2d. 

18th. 

22d,  1867. 

"           "        Means  at  7  A.  M., 

-138 

•166 

•136 

"           "           "           2  P.  M., 

•137 

•176 

•153 

"           "           "           9  P.  M., 

•140 

•172 

-147 

"            "            "      for  the  month, 

•137 

•171 

-146 

Belative  Humidity— Greatest— per  ct., 
*•           "                  •*           date. 

100  per  ct. 
18th. 

100  per  ct 

•2l8t 

100  per  ct 
Often. 

•'           •*               Least—per  ct, 
"           "                  "       date,    . 

84-0 

38 

24-0 

2Gtb&28th. 

2d  &  8d. 

25tb,  1860. 

"           "               Means  at  7  A.M., 

731 

780 

79-7 

"            "                   "          2  P.M., 

67-8 

66-8 

68-2 

"            "                   "          9  P.M.. 

69-5 

74-8 

76-4 

"            "                   "for  the  month 

66-8 

727 

74-8 

Clouds — Number  of  clear  days,*    . 

13 

7 

8-9 

"            "              cloudy  days,     . 

18 

24 

221 

"        Means  of  sky  cov»d  at  7  A.M., 

60-0  per  ct. 

68^1  per  ct 

63-3. per  ct 

««            «            4<      «          2  P.M., 

62-9 

700 

62-8 

"            "            "      *<          9  P.M., 

41-6 

60-6 

48-6 

"            •«            ««      for  the  month, 

61 '6 

66-2 

68-2 

Rain  and  melted  Snow — Amount,   . 

1-878  in. 

4-698  in. 

8-238  in. 

No.  of  days  on  which  Rain  or  Snow  fell, 

10 

14 

10-7 

Prevailing  Winds— Times  in  1000, 

N7804rw-819 

N60»2e^l76 

H.61<Vif81fi 

*  Lot  than  one-third  eoTered  at  the  houre  of  obierTAtioo. 
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NHWTTDSIBliE  METAL  AND  IMPROVED  ALLOTS; 

For  Solders,  Cemenfa,  ViugB  for  Safoi^  Yalt^  Thermoscopic  Tests, 

Lighf  OMtiagB,  Moulds,  Dies,  MedalUoikS,  Capering. deiieate 

forms,  natoratorartifioialy  Hermetio  Sealing,  Sil- 

:?  Teiftng*  Mirfor%  SlectrofTpe  and  jBtereo- 

,  type  purposes,  &c.,  kt. 


ComtiniTig  valuable  qualities  po wessed  by  no  otiter 
claM  of  alloys. 


CBBOURSD  BY  LJBTTEIiS  PATJSNT,  March  20,  1860.) 


Tbe  Patent  embrttces  the  claM  of  Fusible  Alioye  produced  by  cembkung  Cadmiuffi 
^rHh  tin  and  lead,  or  with  tin,  lead*  and  birainth,  (in  either  caee,  with  or  ?nthont  the 
addition  of  mercnrjy)  m  the  proportione  eet  forth  in  thespeciaeation»  and  eeewr^to  the 
nnderrigned  the  nse  of  cadmium  in  theiO  oombinationa  and  pvoportionfl  for  theprDaactaMi 
of  said  alloye. 

Willing  to  allow  artiaam  opportunity  to  teat  the  working  qnelitiaa  of  ihia  oUetf  of  al- 
loys, and  not  to  be  particular,  for  the  time,  aa  to  the  A/atoe  or  manner  of  procnvemeatt 
no  measures  have  hitherto  been  put  in  force  to  stop  infringements.  B«t  tfaie  is  to  gfto 
notice,  that  dl  parties  or  persons  hereaffter  found  in  any  way  infringing  en  the  Patent* 
wilt t>e  proceeded  against,  wherever  found,  to  the  full  extent  of  tim  Law«-«'Withont.a 
grant  from  the  patentee,  **  It  is  an  infringement  to  make  a  patented  artieU  for  tut  0r 
talc,  though  ft  be  neter  used  or  sold;  to  use  it^  though  mdtde  by  another,  and  ip-eeil  it, 
tffhether  made  by  oneself  or  another.^-^^vmriB,  * 

*  fttate^Connty,  Town,  Laboratory  or  Shop  rights  to  make  and  use  the  patent  fosiUe 
alloys,  with  directions  for  modifications  of  the  formula  for  special  results,  are  for  sale  «n 
liberal  terms.-- 

Samples  j^ufScient  for  testing  the  qualities  of  the  alloys,  finmished  at  the  ooet  of  muni- 
foctare,  upon  payment  of  charges. .  Descriptire  circulars  sent  upon  appiioation. 

AadroM  Dr.  B.  WOOD, 

Albany,  N«w  York. 
Januaty  Ist,  1864. 
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•  PROS^EOTU* 

JOtJ^NAL  OF  THE  FRANKLIN  XNSTITUTI 

Of  tto  ftlato  of  Wmumjhnadat 
*  won  THB  ]^E0M0n0IV  OF  THB  MBOHAKIO  ABTa  * 


Th«  Jimmml^f  die  FnnUin  luidtiito  b  Hm  eUblt  Feriddfeil  to  Am  Unilad  I 
Mioled  to  tno  spread  of  iDfonDfttioo  on  ralgeoU  eonnectod  with  the  Mediaaie  end  Manv- 
leotnriiig  Arts,  and  the  only  one  eontaininf  a  eomplete  reooidof  AMeiiean  PafeBts  ieMid 
ance  ite  eaiabliihment  in  Jannaryt  16M. 

The  eztentiye  lift  of  Buropean  Ezcfaeafei  which  it  poiieMei,  eDaUea  h'to  givie  to  ili 
mdeiv  eM[  infomuttioB  aa  to  an/  improTemeata,  er  diaoeveHee  made  w  any  part  of 
Europe,  wh3e  it  enaufea  to  artidee  published  in  its  pages,  a  wide  dfeelelieft  to  thess 
Countries  of  the  Old  World  hi  whldk  Mectottie  Ait»  and  Manofactnres  prosper. 

Among  its  corrrtpondents  will  be  found  many  of  the  moft  <lMtingt^iA*«i  artoaiis  and 
admitific  men  of  our  own  Conntry;  and  In  it  will  be  Ibandthe  offii^  aoooonts  of  many 
important  experimental  reaearches,  condnctod  nnder  authority  of  the  Inetitate  «r  ochsr 
public  bodies.  A  liberal  compensation  is  oflered  by  the  CommiUee  fcr  aU  original  aitideB 
within  its  scopes  and  manufacturing  firms  are  respectfully  sdieited  to  forward  to  Ito 
^etaaiy  such  detafls  as  they  may  deem  softabie,  of  mechanical  pre  cosies,  maHiinwy 
iteam  ^isWiUs  and  otfwr  engineering  woifcs  in  process  of  eenstruotion. 

T%e  Miee  of  Rspoits  of  important  Patent  Law  oases  adtindiciitod  in  the  United  Statm 
CDOttp,  whfteh  will  be  ooatfained  by  tho  aUe  Bepoitor  who  has  hitherto  fiunished  them 
fbrlhoJ^Utnal(  and  the  eopiooi  Index  of  Patents  from  18t6  to  the  present  day,  which  ii 


digested  semi-annually  and  arranged  dironologically,  being  the  only  complete  index  pn^ 
iiuied  tagnlariT  during  that  period^  mifto  it  indispensaMe  as  a  book,  of  lefrranoe  to  Umm 
tetoieited  in  this  branch  af  Jori^nidenco.    To  Engineers  and  Ship  Builden  ita 


dftr  it  esemd  of  the  dimensions  and  the  perticnlaia  of  tlm  perfonnanoe  of  eteamers  haH 
W  bnidittg  to  the  United  dtatea  and  abro^  of  which  the  Talue  can  be  beat  appceciatel 
by  those  engaged  in  the  oonetinctioa  of  ateam  Tossels.  The  number  of  cepespoadsntsin 
this  department  ii  Urge  and  rapidly  increasing. 

Afti|ans  and  praetical  MaMifiwtuTCts,  for  whose  benefit  the  Journal  is  paiticulariy  d^ 
signed,  requirf  a  periodical  combining  sound  theory  wi*Ji  reliable  iuformatien  on  auhjeds 
preyeily  belonging  to  Hwir  several  pursuits.  In  arranging  matter  for  its  pages,  t^  Elditsr 
and  Commitlee  on  Pobiicationa  are  guided  Iqr  a  deatre  to  lay  before  the  Tarioua  daesss 
of  their  readers,  such  a  selection  as  will  be  Taluable  to  them  in  their  businees,  and  also 
■mke  the  lonmal  m  Repekteiy  worthy  of  preservation,  and  valuable  aa  n  record  ef  th* 
actualfaislory  dfthe  Aitsineuoosasiveyeais*  ^ 

Each  number  contains  72  pages  octavo,  published  monthly,  forming  per  aimwn  twie 
',  volumes  of  432  p^ges*  numerously  illustrated  with  fine  wood  outs  and  engravings  on 
eteel  and  topper.  *  oubsoription  Price,  $6  per  annum. 

In  founding  this  Journal,  the  Franklin  Institute  was  not  governed  by  aqy  dsaneef 
*  pecuniary  profit,  but  solely  by  the  wish  to  give  American  Mechanics  nsefol  informatien 
as  to  the  piogrses,  both  in  this  Country  and  in  Europe,  of  the  Arte  end  the  Bdences  npen 
which  they  are  founded.  As  the  whole  income  derived  from  it  is  expended  in  ite  publican 
tion,  ite  further  improvement  and  illustration  must  necessarily  depend  on  obtaining  an 
increase  of  ite  subscription  list.  With  a  view  io  promote  such  improvement  and  incn 
ite  self-sueteining  ability,  the  Committee  on  Publications  has  decided  to  mike  a  very  < 
siderable  reduction  in  the  subscription  price  of  the  Journal,  in  such  a  manner  as  may  < 
an  inducement  to  present  subscribers  to  lend  their  aid  in  obtaining  for  it  an  ina« 
drculation. 

They  therefore  pvopoee  to  forward,  fiee  ofpostaget  two  copies  for  one  year  to  any 
present  subscriber  who  shall  send  the  name  of  one  new  subscriber,  and  remit  the  eum  of 
Eight  Dollars.  And,  in  like  manner,  to  forward  three  copiee  to  any  subscriber  who  shall 
send  the  namee  of  two  new  subsciiben  and  Ten  Dollaia.  A  dub  of  new  subscribers  vs> 
mitting  to  the  Actuary,  Eight  DoUars,  will  be  furnished  with  two  eopms  lor  one  year,  and 
fiir  Ten  Dollars  three  oopice  for  one  year. 

Comniunicatioiis  and  remittaneee  to  be  made  to 

WILLIAM  HAMILTON,  ilefiMry, 

Frankito  Inrttotei  Philiilil|Mi 
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Mtnafaetaie  LOCOMOTIVE  ENGINES  of  the  moit  approved  coiutniction,  and 
perfect  adaptation  to  all  the  varietj  of  circumstancea  under  which  they  can  be  mefallj 
employed ;  ranging  in  weight  from  ten  to  thtrty-six  tons,  and  using  one-half,  two-thirds, 
llifee-foarths,  or  the  whole  weight  for  adhesion,  as  the  grade  of  the  road,  or  business  to  be 
done,  may  render  desirable  or  necessai^. 

Patterns  of  various  sizes  of  each'  of  the  following  plans,  tIi  t 
Plaa  A  and  B,  1  pair  drivers  and  tracks,  for  Passenger  business  exclasively. 
*•      C,  t        ««  "  «  or  Freight  business. 

*«     D,  3        «  *'       } 

**     D,  3        «<  **       >  for  Freight  business  ezclnsively. 

u     E^  4        "  «       ) 

The  D  and  E  Plans  are  particolsrly  adapted  to  roads  having  heavy  grades  and  abmpt 
earres.  The  temporary  track  connectinflr  the  Eastern  and  Western  divisions  of  the  Vir- 
ginia Central  Railroad,  haying  grades  of  89&  feet  rise  per  mile,  and  curves  of  300  feet 
radius,  has  been  suocessfally  worked  for  two  years  past  by  sis-wheel  J)  Engines  of  oui 
make. 

The  materials  and  workmanMkipy  effidenty  and  durMUiy,  teonamy  of  fuel  and  rf 
pairSf  are  guarantied  equal  to  any  othf^jengines  in  use. 


IiABORATORT 

FOR 

PRACTICAL  &  ANALTTICAL  CHEKOSTRT, 

CHANT  STREET,  TENTH  STREET  BELOW  MARKET, 

<Rear  of  8t.  Stephen's  Church,  Philadelphia.) 

ESTABLISHED  IN  1836. 


Intruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  L£C* 
TURKS  and  PRACTIC£,with  especial  reference  to  ANALYSIS,  MANUFACTURE^^ 
AND  MEDICINE. 

Analysis  made  of  Ores,  Minerals,  Guanos,  Waters,'  and  articles  of  commerce  anA 
maaafacture.    Opinions  given  on  chemicjil  questions. 

BOOTH  *  «AKRinraip 


SkMM  C.  Bootfif, 
Tmomas  H.  Gasbitt. 


THOMAS  D.  STETSON, 

Mfehcunoal  EnginMr  and  American  and  foreign 

PATBNT  AGBNT, 

No.  ft  TRTON  ROW,  Naw  T«mi. 
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9X>  IRON  MA^fUFACTURERS- 


Patent  Direct  Action  Steam  Hammer. 

{Merrick  &  Sons,  Assignees  of  the  Patent  Jbr  the  United  StateB,) 
The  undesigned  call  the  attention  of  Iron  Manufacturers  to  the  Nasmtth  Patbitt  Stsax 
Haxxxb,  nbw  so  generally  introduced  into  this  and  other  countries,  of  which  thej  are 
the  sttlignees  and  bole  Agents  for  the  United  States.  Up  to  the  present  time  there  hive 
been  made-  by  the  Patentees  in  England,  for  that  country  and  the  Continent  of  Europe,  be* 
tween  two  hundred  and  fifty  and  three  hundred  hammers,  for  Government,  Railway  Compa 
Bfes,  Copper  Woilts,  Forges,  and  Engineering  estahlishments;  and  the  undersigned  have 
made  for  this  country  upwards  of  forty,  varying  in*  size  from  500  Ihs.,  falling  li  ft.,  to  6  teliff, 
falliiif  6  imL  Tkey  can,  ttoefove,  confidently  urge  its  merits  upon  the  trade,  and  art 
proTided  with  certificates  in  its  favor  from  many  parties,  (who  have  one  or  moro  in  use,) 
which  will  be  shown  upon  application. 

The  advantages  of  this  Hammer  over  all  other  forms  are  as  follows: — 
Ist,  The  Ram  falling  vertically,  the  surfaces  of  the  bitts  upon  it  and  the  uivil  avaahfiyt 
parallel,  giving  fiidlities  for  flattening  a  ball  or  faggot  of  any  thickness;  and  the  &11  beiBff 
for  greater  than  that  of  any  helve  hammer,  a  mudi  thicker  mass  may  be  placed  vnder, 
without  choking  it. 

Sd,  The  intensity  of  the  blow  may  be  modified  instantly  by  the  attendant,  to  aa  to  svit 
ihe  work;  and  the  Ram  may  in  like  manner  be  arrested  in  its  descent  at  any  point,  so  that 
it  is  more  con^pIeteW  under  control  than,  any  other  form  known. 

8d,  It  sta^  be  adapted  to  any  description  of  work,  whether  for  .humuiifig  blooas, 
making  heavy  forgings,  or  the  ordinary  light  forging^  for  machine  sh(^  for  healing  cop 
per,  or  crushing  stone,  d^i  ^dac.,  Th^  form  of  iii&  aido  firaaies  -can^  altered  to  suit cir 
cnmatances,  so  as  to  41ow  free  a^ess  on  sdl  sides. 

4th,  It  requires  no  Steam  Engine  to  work  it;  hence  the  friction  and  other  loaaeaineideBt 
to  the  0«dlnary  hafinmer  aro  materially  reduced.  In  Forges  the  waste  heat  firom  the  far 
nacea  gives  ample  steam  to  work  it.  Every  Hammer  is  provided  with  aalfHwtiiif  aid 
hand  gearing. 

For  terms  and  other  particulars,  aj^Iy  to 

MERRICK  dc  SONS,    • 

Southwark  Foundry,  Philaddj^hitL 
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PASCAL  IRON  WORKS, 

EstaMlAed  to  1931. 

ORRIS,   TASKER  tt   Co., 

MANUFACTURERS  OF 

Wrou|(lit  Iron  Welded  Tubes, 

l-inch  to  8  inches  bore,  for  Stsax,  Gai,  Watib,  &c.,  with  T'e,  L's  Stops,  Valtis, 
Ac,  with  Screw  Jointo  to  suit  tubes.  MalleaUe  Iron  and  Brass  Fittings,  GlaSfl 
BlO^Wer  Tubes,  Blasting  Tubes,  Sec. 

QalTantoed  Tubes  and  Fittings  for  water. 

Lap-^elded  Boiler  Hues, 

1}  to  10  inches,  outside  diameter  cut  to  definite  lengths,  23  feet  or  under. 

Artesian  Well  Pipes 

Of  wrought  iron,  screw  coupled ;  flush  inside  and  out. 

Also  of  Cast  Iron,  6, 6, 10  and  12  inches  diameter,  with  wrought  bands,  flush  inside  and 

out ;  and  Pumps  for  same* 

Coils  of  Tube   For  boiling  and  cTaporating  by  steam  or  hot  water. 

Tuyere  Coils, 
For  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  specifications  sent* 
Double  Kettles,  For  steam  boiling  and  evaporating,  and  cooking  by  steam. 

DrytoK  Closets 

Heated  by  steam ;  Wash  Houses  and  Steam  arrangements  for  Public  Institutions  and 

PriTate  Dwellings. 

Wajnuing  and  Ventilating 

Steam  apparatus  of  the  most  approTcd  plans,  for  Factories,  Public  Buildings,  Hotels, 
Private  Dwellings,  Green  Houses  dec;  constructed  and  adapted  to  the  buildings  to  be 
warmed. 

Hot  Water  Apparatus; 

Tasker'S  Patent  Self-Regulating  Hot  Water  Apparatus,  for  Private  Dwellings, 
School  Houses,  Hospitals,  Green  Houses,  dec 

Iron  &  Brass  Castings, 

•     of  every  description. 

Oas  Works. Castings: 

Retorts  and  Bench  Castings  for  Coal  Gas  Works;  Street  Mains, Bends,  Branches, 
Drips,  Lamposts,  Lanterns,  dec 

Rosin  Gas  Apparatus, 

For  Taetoriea,  Poblic  Buildings,  Hospitals  and  Privmte  Dwellings. 

Green  House  Pipes  and  Boilers; 

File  Doors  and  Frames,  Hot  Water  Pipes  for  Foicing  Beds,  Pineries,  Garden  Rollers,  dec 

C01.VJIIJV8, 
Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe 
BATH  TVBS, 

Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet  arrangements 

SCBBWING  UKACBZNBS, 

Drill  Stocks,  Stocks  and  Dies,  Taps,  Reamers,  Drills,  Pipe  Tongs,  and  a  general 
assortment  of  Gas  and  Steam  Fitters'  Tools  and  Materials. 

irORM.85  Sovtli  Finii,  between  Tasker  and  Morris  Sts., 
^ir ARBHOV8E  A  tlFFICE^  No.  309  Soutli  8d  St.,  Pliilada. 

ffjt^vuKH  HOBJUS,  CHA8.  WHSELEB, 

XHO0.  T.  TA8SZB,  It.,  8,  P.  K.  TABXEB 

HEHBT  e.  K0BBI8. 
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Contents  for  February,  1864. 


CIVIL  ENGINEERING. 
On  the  Construction  of  Wrought  Iron  Lattice  Girders, 

MECHANICS,  PHYSICS,  AND  CHEMISTRY. 
Work,  Via  Viva,  and  Momentum.    By  Prof.  De  Volson  Wood, 
The  Forces ;  Slave  Labor ;  Working  Land  by  Steam ;  A  Cycloidal  CuUi> 

vator,         .  .  .  «  . 

On  a  new  Method  of  Casting  Guns  Hollow, 
Decision  of  Patent  for  Design  for  Label, 

On  the  Direct  C<M-relation  of  Mechanical  and  Chemical  Forces, 
On  the  Measurement  of  the  Chemical  Brightness,  of  various  portions  of  the 

Sun's  Disk,  .  .  .         10l| 

Note  on  Vegetable  Ivory,  .  .  •  .         1(K 

Gun  Cotton  as  an  Explosive  Agent,     .  .  .  .         1(9| 

A  Novel  Application  of  Water  Power,  .  .  .Hi 

Extraction  of  Iron,  .     -  .  .  .  .11 

On  Aluminium,  .  .  .  .  .IK 

On  the  Expansive  Energy  of  Heated  Water,  .  ,  ,         lHj 

On  the  Behavior  of  Chloride,  Bromide,  and  Iodide  of  Silver  in  Light,  and 

the  Theory  of  Photography, 
New  Method  of  Engraving  and  Multiplying  Prints, 
Casting  of  the  20-inch  Gun  at  Fort  Pitt  Foundry,  Pittsburgh, 
Oxygen  Gas, 
A  Substitute  for  Wood  Engraving, 

FRANKLIN  INSTITUTE. 
Proceedings  of  the  Stated  Monthly  Meeting,  January  21,  1864, 

Election  of  OflScers  for  1864, 

Remarks  on  Daily  Barometric  Tides.    By  Mr.  P.  E.  Chase, 

Description  of  an  Instrument  for  Measuring  small  Pressures  of  Air. 
By  Mr.  Robert  Briggs, 

of  a  Pressure  Indicator  used  at  the  City  Gas  Wo.rkt.  By 

Prof.  John  C.  Cresson, 

Account  of  experiments  upon  the  momentum  of  Air  or  Gas  flowing 
in  closed  Pipes  of  large  diameter.    By  Prof.  John  C.  Cresson, 

Notice  of  an  Engraving  by  Mr.  John  Sartain,  **  Men  of  Progress," 

— ^-^—  a  Patent  Horse-shoe, 

Artificial  Limbs  made  from  vulcanized  India  rubber,      ' 

Wood  Graining  executed  by  Anthony  Goth, 

Errata,  ..... 

METEOROLOGY. 
The  Meteorology  of  Philadelphia.    By  James  A.  Kirkpatrick,  A.  M-, 
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A  H£W  WORK  OH  STEAM  EmnEEBHe. 


JUST  PUBLISHED, 


18 

STEAM    ENGINEERING, 

By  B.  F.  ISHEBWOOD,  Chief  Eng.  XT.  S.  Nayy: 

CHIEP  OF  THE  BUREAU  Of  STEAM  ENGINEERINO, 

NAVY   DEPARTMENT: 

Made  princi^allj  to  aid  in  ascerUintng  the  comparatiTe  economic  ettCleBCy 
of  Steam  used  with  different  measures  of  expansion  ;  and  the  abaolate 
cost  of  the  power  obtained  therefrom  in  weights  of  Fuel  and  SteiM^B* 

The  cauaea  and  quantities  of  the  condensations  in  the  Cylinder ;  the  economic 

effect  of  Steam-JadLetlniTy  ^^^  Stealii  mperlieatinff,  and  of  Taiions 
proportions  of  Cylinder  capacity  for  the  same  weight  of  Steam  need  pSr  stroke 
of  piston. 

The  economic  and  absolute  OTaporatiTe  elllciencles  of  Boilers  of  dif. 
ferent  types  and  proportions.  The  comparative  caloriflC  Talues  of  different 
Coals  as  steam  generators.  The  performance  of  United  States  War  Screw  Steam- 
cTSy  dec,  SlC;  dec. 

THE  WHOLE  BEING 

OrigiiiBl  matter,  composed  of  eitenslTc  Experiments  mide  Ij  tke 

U.S.  NAVY  DEPJLRTBIEliT^ 

AND 

ILLXrSTBATED  BT  STEEL  PLATES* 

VOL.  I. 

1863. 


PRICE  ...  ©lO 


WILLIAM   HAMILTON, 

HALL  OP  THE  FRANKLIN  INSTITUTE,  PJIILADBLPHIA 
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The  JTowmal  criT  tbe  FraiiUiit  JbUMtnU 

18  PUBJLISHJiD  OV  THK  F1&8T  OF  BAOH  XOXTBy 

.  At  Fire  Dollan  per  annum  for  one  copy,  Eight  Dollan  for  two  copies,  and  Ten  Dollan 

for  three  copies — 

Pajralile  on  tlte  completion  o^  tlte  Slxtlt  Hnntbev. 

The  Journal  will  be  delivered  free  of  Postage  when  the  subscription  is  paid  in  advance,  (teo 
postages  and  remittances  on  last  page  oi  tlie  cover.) 

CommunieatMtu  and  letters  on  business  must  he  directed  TO  TBI  AoTVAmT  or  tm 

FmANKLuc  IvsnmTK,  FmLAnsLPHXA,  -ihe  postage  paid. 


'    The  Journal  can  also  be  obtained/rom  thef  o«.owiBc: 

JAMES  MILLER,  City  of  New  York, 

DAVID  G.  FRANCIS,  «        " 

JOHN  WILEY, 

W.  C.  LITTLE  4-  CO.,  Albany,  New  York. 

CROSBY,  NICHOLS,  LEE  <^  CO.,  Boston,  MoMuhwetia. 

LITTLE,  BROWN  J^  CO.,  "  "  ^ 

JOHN  C.  DOW  Jt  Co.,  Lawrence,  « 

JOHN  R.  WALSH,  Chicago,  Illinois. 

HENRY  WHIPPLE  Jt  SON,  SaUm, 

F.  TA  YLOR,  Washington,  District  of  Columbia. 

Pom.— HECTOR  BOSSANGE  &  SON,  11  Quai  Voltaire,)  ^k  *u    •    j 

XofMfon^EIVES  &  MACEY.  61  King  WUliam  Street.        ]  •ttthorixed 

to  receive  subscriptions  and  to  make  exchanges  for  periodicals  devoisd  to  tho  Art*  and 


THE  STRENGTH  OF  MATERIALS  EMPLOYED  IN  THE  CON- 

STRUCTION  OF  STEAM  BOILERS, 

mustraied  with  10  Copperplates.   Price,  $1"60. 

Alsoy  a  fc^  copies  of  a  Treatise  on  the 

MARIHnB  BOII.I»S  OF  THB  VNTFIW  STATES, 

By  B.  H.  BARTOL,  Engineer.    Price,  9 1*50. 

WILLIAM  HAMILTON,  Aeiuary, 

Hail  of  the  Franklin  Institute. 
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HENRY  HOWSON'S 
PmLADBLFHIA  ABEKCY  FOR  FBOCDBUB  PATERS 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE  No.  123J  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


A0ENCIE8  IN  LONDON.  EDINBURGH,  DUBLIN,  MANCHE8TEB, 

PARIS,  BRUSSELS,  VIENNA,  LEIP8IC,  BERLIN 

AND  OTHER  EUROPEAN  CITIES, 


H.  Howflon  prepare!  Specifications,  Drawinn,  Deedi  of  Assignment,  eondocti  Inte^ 
ferences,  Appeals,  Applications  for  Re-issues,  Extensions,  d^c,  attends  to  the  filing  of 
Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and  also  acts  as  ConioU- 
ing  Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  suits  at  law  respecting  Pateoti. 
As  H.  H.  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  rejected  tppii- 
'  cations,  and  argue  such  cases  before  the  Examiners  and  Commissioner,  thus  saving  to 
inventors  the  annoyance  and  expense  6f  personal  visits  to  Waahingtoa. 

BurKngton,  Iowa,  October  t,  1857. 
Dbis  Sim : — ^I  take  this  occasion  to  state  to  yon,  that  for  several  years  past  I  have  beeo 
acquainted  with  jthe  manner  in  which  you  have  conducted  your  business  as  Patent  Seli- 
dtor.  This  has  always  been  highly  creditable  to  yourself,  and  satisfactory  to  the  Pateot 
Office.  You  understood  your  cases  well,  and  presented  them  in  that  intelligible  form  which 
generally  insured  success.  I  make  this  Certificate,  in  hopes  that  it  may  be  serviceable  to 
^oa  in  continoing  to  find  that  employment  in  your  profession  to  which  your  indnitrji 
intelligencey  and  courteous  beaxing,  so  Justly  entitle  you. 

Tours,  very  truly,  CHARLES  MASON, 

To  HivBT  0OWSOV,  Esq.  Late  Commisnoner  tfPaUnk 


•DRAWING. 

rE  suhscriber  would  respectfully  mform  his  friends  and  the  public,  that  he  eoa- 
tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
PHICAL, and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WATER 
COLORS^  Day  and  Evening  Classes  at  the  office,  and  instructions  giveu  in  Schoolsand 
Families.    Drawings  for  Patento  correctly  made,  and  Designs  furnished. 

•  JOHN  KERN, 

No.  229  North  Tenth  Street 
SBVEBEHGXB. 
F.  P.  ROTHERMEL,  Esq.,  D;  R.  ASHTON,  Esq., 

JB8PER  HARDING,  Esq.,  Wm.H  AMILTON,  Actuary  Fr.M. 
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^iijPHIIiADEIiPIIIA: 
THRSJ3  SQUARBS  WilST  OF  THB  OLD  STAND. 

B.  FRANK  PALMER, 

Surgeon-Artifit  to  the  Medical  Colleges  and  Hospitals, 
Author  of  New  Rules  for  Amputations,  Inventor  of  th* 
Palmer  Arm,  Leg,  &c„ 

HAS  REMOVED 

TO 

^       No.  1609  Cliestiiat  St.^  Pliiladelplila— 1609. 

Thii  Establishmont  (erected  at  great  expense  for  the  busineM)  combine*  vtmj  pos- 
sible comfort  and  facility  for  8 urgico- Artistic  operations. 

The  Proprietor  wilt  devote  his  personal  attention  to  the  Profession  at  this  Routo,  snd 
construct  the  PALMER  LIMBS,  (under  the  New  Patents,^  in  unexampled  perfeeHmt^ 
Thousands  of  these  Limbs  are  worn,  (thongh  few  are  suspected,)  and  a  galaxj  of  gM 
and  silver  medals  (fifty  *' First  Prizes'*  won,  over  all  competition,  in^tho  principal  eitiao 
of  the  world,)  attests  the  public  value  of  these  Inventions.  All  genuine  Rands,  Arm9p 
Feet^  and  Legs  have  the  name  of  the  inventor  affixed. 

Pamphlets  which  contain  the  New  Rules  for  Amputations^  snd  Ail!  informttisB  Ibr 
persons  in  want  of  limbs,  sent  free  to  applicants,  by  mail  or  otherwise* 

The  attention  of  Surgeons,  Physicians,  and  all  persons  interested,  ie  meet  teepeetftrtty 
■elicited. 
/         All  fomer  partnerships  have  expired  by  limitation.    Addrese 

B.  FBANE  PALMER,  Surgeon-Artist, 

1609  CnESTHVT  ST.,  PUIadelylila* 

SEAMLESS   BeIsS   tUBES, 

AND 

SBAHLBSS  COFFER  TUBES, 

FOB 

Iiocomotivey  Marine,  &  Stationary    . 
Boilers, 

MANUFACTURED  BT 

AMEBICAN  TUBE  WOTSKS, 

BOSTON,  MASS. 
JOSEPH  U.  COTTON,  Trees.,  10»  SisU  SUest 
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Sailroad  Outimga  and  EmbanhmenU. — Side  Depths  and  Sid^ 
Stakes.  By  Oliyeb  Btbne,  C.E. 

Vrom  th«  Lond.  CIt.  Xng.  and  Aroh.  Jonr^  Jul,  1884. 

Whbn  the  centre  stumps  of  a  railroad  haye  been  put  down,  which 
are  nsnallj  at  the  distance  of  one  chain,  the  line  must  next  be  leyel- 
ed,  and  the  number  of  stumps  entered  in  the  level-book  in  a  yertical 
colnmn ;  and  opposite  each  number,  in  another  column,  the  depth  of 
the  cuttings  or  embankments;  and  in  a  third  column,  the  horizontal 
half-width  of  the  surface  cuttings.  But  every  engineer  has  his  pecu- 
liar method  of  keeping  a  field  or  level-book. 

To  set  out  the  width  of  cuttings,  when  the  surface  of  the  ground  is 
laterally  level,  and  at  a  given  height  above  the  le-  -p.    ^ 

vel  of  the  intended  railroad,  the  ratio  of  the  slopes  ^' 

being  given,  let  abdh.  Fig.  1,  be  the  cross-section 
of  a  cutting,  the  ground  hd  parallel  to  the  bed  of 
the  road  ab;  put  cp,  the  height  in  the  centre  of 
the  road  ">  A,  and  the  breadth  of  the  road-bed  ab 
=  b;  the  slope  pf  the  side  ah  or  bd  is  generally 
expressed  by  the  ratio  of  the  base  bi  to  the  perpendicular  id;  let 

Bi :  i]>=m  :  n,  then  the  slopes  are  said  to  be  m  :  91,  or  *-. 
ToL.  XLYIL— Thibd  Sxbxis.— No.  8.— ICabch,  1864.  18 
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In  this  case,  as  ifc  is  supposed  the  ground  hd  is  level,  the  distanee 
from  the  centre  f  to  the  side  stakes  d  and  H  will  be  expressed  by 

JSxample. — Let  the  bottom  width  ab=28  feet,  the  depth  of  the 

cutting  CF=^16  feet,  the  slopes  5:4;  that  is  Bi :  id=5  :  4;  required 

the  distance  of  the  side  stakes  H  and  D  from  the  centre  F. 

HF  =  J  of  28+1  of  16=34=FD. 

Pig  2.  Example  of  embankment,  when 

surface  of  the  ground  is  laterally 

level  (Fig.  2).  Suppose  the  breadth 

of  the  roadway  ab  =  32  feet;  the 

height  of  the  embankment  CF=20 

^C  '^  feet,  and  the  ratio  of  the  slopes  6  to 

\v.$^x^  5,  that  is,  DB  :  EB  =  6  :  6;  required 

the  distance  of  the  side  stakes  H  and  B  from  the  centre  F. 

HF— J  of  82  +  f  of  20=40— FD. 
The  slope  given  to  the  sides  of  either  cuttings  or  embankments  vari» 
with  the  material  through  which  the  road  has  to  pass. 

When  BI  =  ID  (Fig.  1),  the  slope  is  said  to  be  1  :  1.  The  slope  ia 
said  to  be  a  rise  of  2  to  1  when  IB  =  twice  ID.  In  close-jointed  rock 
the  ratio  varies  from  1  :  4,  to  1  :  2.  In  soft  or  loose-jointed  rock,  or 
stiff  clay,  the  ratio  varies  from  1 :  1,  to  3  :  2.  If  the  road  passes 
through  moist  springy  ground  or  loose  sand,  the  ratio  of  the  slope  va- 
ries from  2  :  1,  to  5  :  2.  Should  the  ground  rise  from  f  to  M  (Fig.  8), 

Fig.  8. 


the  slope  stake  must  be  set  out  further,  as  at  M.    Let  the  additional 
height  MN=j9,  then 


m 


DN=-p.  And  if  the  ground  falls  from  F  to  k,  a  distance  LK  =  y,  the 


n 


m 


slope  stake  must  be  set  further  in  at  k,  a  distance  hl=    q. 


*  n       n^ 

FL=J*+;:A— ^?. 

*  n       n  * 


It  often  happens  that  j>  and  q  are  unequal.  Setting  slope  stakes  for 
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embankmentB  resembloB  setting  them  for  exc&vations,  only  a  rise  from 
the  centre  F  with  excavationSy  corresponds  to  a  fall  with  embank- 
ments ;  in  fact,  an  embankment  is  a  catting  inverted.  Fig.  4  repre- 
Bents  an  embankment,  and  is  Fig.  3  inverted.  The  rise  at  K  is  nearer 

Pig.  4. 


the  centre  F,  than  H  on  the  level,  in  an  embankment  (Fig.  4),  while 
the  fall  at  K  is  nearer  the  centre  F  than  H  on  the  level  with  F  in  an 
excavation,  (Fig.  8.) 

Example. — In  the  catting,  Fig.  3,  and  in  the  embankment^  Fig.  4, 

Let  AB  =b=  30  feet  KL=a=4  feet. 

CF=A=18    "  «i;«=S:2. 

ujs=p=  6    " 

8  :  2=Bi :  id=ai  :  jk=i)n  :  km==hl  :  lk* 


Conseqaentlj 


^=^+8X18^8X6^5^,^^^^ 


^^      80  ,8X18     8X4     «^-    ^ 
FL  =  "2  +~2 2-=  86  feet. 

As  the  ground  continues  to  slope  up  or  down  from  F,  the  centre 
stake,  the  positions  of  m  and  k  are  often  determined  on  the  ground 
by  a  series  of  trials,  or  fudged  out  in  an  office  by  some  clumsy  mecha- 
nical construction  or  other.  To  avoid  guessing,  or  rule-of  thumb  ope- 
rations, I  will  lay  down  a  practical  exact  plan  by  which  the  positions 
of  the  side  stakes  k  and  M  may  be  easily  found.  The  positions  of  J> 
and  H  on  a  level  with  F,  the  centre  stake,  can  be  accurately  calculated 
when  the  height  CF,  breadth  ab,  and  ratio  of  Bi  to  in  are  given,  there- 
fore it  is  known,  very  nearly,  where  the  lines  AK  and  bm  strike  the 
surface  of  the  earth.  And  as  FK  and  fm  are  seldom  in  the  same 
straight  line,  it  is  more  accurate  to  find  the  ratio  of  FL  to  lk  as  well 
as  the  ratio  of  FN  to  km  (Fig.  5).  When  these  ratios  are  known, 
which  may  be  readily  found  by  a  level  and  target  rod,  the  distance  of 
M  from  F  and  of  k  from  f  are  easily  calculated. 

In  the  neighborhood  of  M  and  k,  there  are  always  short  spaces  be- 
fore or  behind  H  and  K,  in  the  direction  of  the  lines  KF  and  fm ,  and  it 
does  not  matter  how  irregular  the  surface  is  between  these  points.  It 
ia  not  necessary  that  the  spaces  before  or  behind  K  and  M  are  level  or 
not,  so  that  they  are  nearly  in  the  directions  of  FM  and  FK*    Set  ap 
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and  adjust  the  level  at  any  conrenient  place  x,  outside  the  cross  sec- 
tion ;  place  the  target-staff  at  Y,  as  near  as  you  are  able  to  judge,  to 
the  required  point  M :  read  off  the  height  ST ;  remove  the  staff  to  the 
centre  stake  f,  and  read  off  the  height  ft;  the  difference  between  by 
and  FT  will  give  qf,  which  put^r,  measure  yf,  and  put  t«YF.  If  the 
distance  qy  be  not  great,  it  may  be  measured  by  the  same  ti^e  or 
chain  that  takes  the  length  of  FY ;  or  QY  ma^  be  calculated,  for  qt«b 
>/(«^ — ^9  which  put^t  to  make  the  reasoning  more  concise. 

Fig.  5. 


Then  the  three  sides  of  the  triangle  qfy  become  known;  this  trian- 
gle is  similar  to  the  triangle  fnm,  and  hence 

FK  :  KM  :  It :  r 

FN  I  FM   I  *  t  I  8 

FM  :  MN  :  :  eir 

because  the  three  sides  of  the  triangle,  yf,  qf,  qy,  are  respectively 
represented  by  the  three  known  quantities,  «,  r,  t.  Two  of  these  quan- 
tities, 8  and  r,  may  be  measured  in  links  or  feet  on  the  ground,  and 
the  third  side  may  be  measured  or  calculated  according  to  the  circum- 
stances of  the  case.  Again,  place  the  target-staff  at  z  as  near  the  re- 
quired point  K  as  you  are  able  to  judge ;  but  it  does  not  matter  where 
it  is  placed,  as  I  have  before  observed,  so  that  it  is  in  the  line  fe. 
Then  read  off  the  height  zv  without  changing  the  position  of  the  in- 
strument at  X ;  from  the  height  zv  take  tf,  the  remainder  ZB  is  one 
of  the  sides  of  the  triangle  fzr;  put  this  known  height  ZRaaa;  mea- 
sure ZF  with  a  tape  or  chain,  and  put  it=3(?;  rf  may  be  measured  and 
put  =  e,  or  calculated,  for  e=\/(c" — a*\  As  on  the  other  side  of  the 
centre  F,  the  triangle  frz  is  similar  to  the  triangle  flk. 

Hence  fk  :  el  :  lf=c  :  a:  e. 

To  render  this  method  of  proceeding  as  dear  as  possible,  I  have 
dwelt  on  every  point  of  the  process,  so  that  there  could  be  no  misun- 
derstanding. This  subject  has  been  treated  by  writers  in  a  most  slo- 
venly manner ;  and  by  most  of  the  empirical  rules  laid  down  by  them, 
it  taKCs  three  or  four  trials  to  determine  the  position  of  a  side  stake.. 

Let  kf»-a;  and  fh  — ^. 

ABssi;  FOssA;  Bi :  iD=siii:  ii. 
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And  as  wo  haye  jnst  found  by  the  level  and  target-staff  that 

FN  :  NM=^  :  r, 

tm:  fn«;«  :t; 

Also,  PL  :  LK=«  :  a, 

FK  :  KLasstf  :  a. 

I  have  selected  these  measures  in  the  most  general  manner,  in  order 
that  the  result  may  embrace  all  like  cases. 

ax 
0  :  a  :  :  X  :  —  x=sKl. 

G 

EL  :  LH=Kj  :  JA5=:w  :  m; 

ax amx 

.•.  —  :  LH :  :  n :  m:  or =lh. 

c  en 

FH — HL=LF. 

. ,' ,  fnh 

*  n  ' 

*  '  »        en 

ex 
e  :  e  :  :  X  :  —  =  fl 
e 

ex b  .mh      amx 

c      2       n        en 

_c(nb+2mh) 
2(en-\-am) 


«  • 


and  hence  the  exact  distance  of  the  side  stake  K  from  the  centre  F 
becomes  known. 

9  :r::  1/  :  — =mn. 

Bi :  iDa:«DN  :  NM=9n  :  n, 

9     n« 

FD+DN=PN. 

6  .    fnh  ,  mry   .    ^ 
"An        ns  ^       ' 
tv 

9     2       n         n9 

s(n6+2ni70, 
^      2(nt— wr)' 


II* 
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and  hence  the  exact  distance  of  the  side  Btake  M  ia  readily  deter* 
mined. 

Example, — Given  the  breadth  of  the  roadway  ab  =  28  feet;  the 
height  of  the  centre  stake  cFs=sA  =  24  feet;  the  ratio  of  the  slopes 
AH,  BMy  or  Bi :  ID=  3  :  2.  In  a  surface  distance  ft  =  60  feet  =  t. 
A  rise  fq=7  feet=r,  is  found  by  the  level  and  target  staff;  in  the 
surface  distance,  FZ=50  feet=Cy  a  fall  rz=4  feet=a  is  found.    Be- 

S aired  the  points  em  where  the  surface  of  the  ground  intersects  the 
opes  that  form  the  road.  The  solution  of  this  problem  and  of  this 
first  example  are  given  at  full  length,  in  order  that  the  ground-work 
of  the  practical  rule,  to  be  given  presently,  may  be  well  understood. 

FM  :  FN  :  MN  =  9  :  >/(«■ — r»)  :  r, 

FK  :  FL  :  LK  =  c  ;  >/(c« — a*) ;  a. 

60*=     3600 


7*  = 


49 


t=>/7^::?=  y/Zbbl     =59-69 
60»=    2500 
4«=        16 
e=i/?i:::^«=  v/2484      =49-84 


„  50(2X28+2X3X24)_  10000 


,  =44-8  feet. 


A 


2(49-84x2+4X3)  ~223-36 
=  the  distance  from  F  to  K. 
^^_60(2X28+2X8X24)_  12000  _^, 
y       2(69-59x2— 7X8)  ""196-36^     ^^ 

the  distance  from  F  to  M.  Although  this  calculation  is  simple  and  ex- 
tremely accurate,  yet  the  generality  of  practical  men  require  rnle^ 
that  can  be  applied  without  entering  into  the  reasoning  of  the  matter 
in  every  particular  case  and  example.  To  suit  this  class  of  practition- 
ers I  will  lay  down  one  or  two  other  methods  of  finding  the  values  of 
X  and  y. 

In  Fig.  6,  by  the  use  of  the  level  and  target-staff,  as  described  in 
Fig.  5,  let  the  rise  from  the  centre  stake  F,  in  the  direction  FY,  be  de- 
termined ;  which  represent  by  the  ratio  t ;  1.  That  is,  FW  :  wr  :  i  :  1. 

Pig.  6. 


In  the  same  manner,  by  placing  the  target- staff  at  z,  in  the  neigh- 
borhood of  E,  find  the  fall  from  the  centre  stake  F,  so  that  V;Z,Ky  may 
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be  in  the  same  straight  line,  or  nearly  equal  so ;  in  general  terms  this 
ratio  may  be  represented  by  e  to  1,  that  is, 

Before  going  on  the  ground  to  set  out  side  stakes,  the  lines  of  the  fig- 
ure HABD  are  known ;  the  horizontal  half  breadths  FD,  7H,  are  found 
from  the  height  FC,  and  the  breadth  of  the  roadway  ab,  being  given. 
When  the  positions  of  n  and  n  are  known,  it  is  not  difficult  to  select 
some  points,  z  and  Y,  near  them  to  ascertain  the  slope  of  the  ground. 
In  finding  the  half  breadth  fd  and  fh,  the  ratio  of  Bi  to  ID  is  also 
giyen  ;  this  ratio  may  be  represented  by  1 :  n,  that  is 

BI :  ID=1 :  n;  BN  :  I7M=1 :  n; 
HL  :  LK=1 :  n; 
Put  t=HL,  then  lin  :  :  V  :  nv=LK. 

Put  HF=(2  =  FB,  the  half  horizontal  breadth,  through  the  cen^e 
stake  F. 

e:l:  :  d-v  : =kl;    .•.  nv  = andr=- 


e  e  ne+1 

Again,  put  dn=2;,  then 

1  :  n:  I  z:  nir=MN ; 

and  t:l::  d+z :  — —  =  mn. 

d-hz        ,  ^ 

•*.  712= — - — ,  ana 


From  which  the  following  simple  practical  rule  may  be  deduced. 

Rule. — When  the  ground  rises  from  the  centre,  increase  the  hori- 
zontal half  breadth,  divided  by  the  half  breadth  by  the  product,  (less 
one)  of  the  numbers  that  express  the  ratio  of  the  rise  and  the  ratio  of 
the  slope,  and  the  horizontal  distance  of  the  side  stake  is  determined. 
When  the  ground  falls  from  the  centre,  decrease  the  horizontal  half 
breadth,  by  the  half  breadth  divided  hy  the  product  (plus  one)  of  the 
numbers  that  express  the  ratio  of  the  rise  and  the  ratio  of  the  slope ; 
and  the  horizontal  distance  of  the  other  side  stake  is  found. 

Example — Given  the  breadth  of  a  railway  ab=30  feet ;  the  height 
CF=26  feet ;  the  side  slopes  1  :  2  (bi  :  id  :  :  1 :  2) ;  the  rise  of  the 
surface  from  F  to  T=l  in  20  (pw :  WT : :  20  :  1).  The  fall  from  F  to  d= 
1  in  36 ;  required  the  horizontal  distances  FN  and  fl,  where  the  sur- 
face of  the  ground  intersects  the  side  slopes  of  the  railroad. 

HF=V+i  26=28=fd,  half  the  horizontal  breadth  meeting  the 

side  slopes  on  a  level  line  through  F.  The  horizontal  distance  FW  may 

be  measured  ifi  lengths  bg,  py,  when  the  surface  is  irregular. 

2x20— 189,  and  f|=-72 

.-.  FN=28*72  feet 

2x86+1=73,  and  ff=-88, 

.-.  28— •38=27-62b=fl. 

This  calculation  is  so  plain  and  simple,  that  the  positions  of  the  side 
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stakes  are  found  in  a  few  seconds.  It  shoald  be  noticed  that  in  the 
ratios  of  the  slopes,  and  inclination  of  the  ground,  unity  is  taken  for 
the  base  of  the  side  slopes,  but  for  the  perpendicuiar  of  the  rise  or  fall 
of  the  ground. 

(To  be  Continued.  J 


F«r  th«  Jonmal  of  th«  Frankllii  Inatltato. 


Suepention  and  Arch  Trues  Bridges^  according  to  a  New  Syelem. 
By  S.  W.  Robinson,  C.  E.,  Detroit,  Mich. 

In  the  previous  article  upon  **  Suspension  BridgeSy"  published  in 
your  last  volume — which  was  prepared  by  De  Volson  Wood,  Professor 
of  Civil  Engineering  University  of  Michigan,  from  my  thesis  left  there 
at  the  last  college  commencement — the  tangent  line  to  the  arc  at  the 
ipi^est  point  was  taken  as  the  line  of  attachment  of  the  normal  sus- 
pending ties  to  the  uniform  horizontal  loading.  In  that  case  the  ten- 
sion was  found  to  be  exactly  e<}ual  to  the  tension  at  the  pier  heads  of 
the  ordinary  form  with  parabolic  arc. 

I  have  since  solved  the  problem  in  a  more  general  way.  I  hare 
supposed  the  cable  to  pass  above,  or  below,  the  line  of  attachment  to 
the  loading. 

A  diminished  tension  is  the  result  of  passing  the  cable  entirely  or 
in  part  below  the  roadway ;  the  span  and  versed  sine  remaining  the 
same. 
This  inverted  is  the  form  for  an  arch  truss,  with  a  uniform  and 

diminished  stress  throughout  the  arched 
chords. 

Now  let  A  B,  Fig.  1,  represent  the 
arc  of  the  cable,  passing  at  a  distance 
a,  below  the  line  c  n  of  attachment  to 
the  loading. 

Let  A  be  the  origin  of  co-ordinates.  A9 

and  HG  equal  elements  of  arc. 

W=theweieht  of  loading  per  unit 

of  length. 
WM^  the  amount  to  which  pres- 
sure is  due  upon  af,  and 
WM  the  amount  to  which  pressure 
is  due  upon  ho. 


Then 


and 


.AF(po-«) 


_  HG(jP— (g— y)8ec  t) 


(A) 


\       p  cos  f 
According  to  theorem  II  of  previous  article 
WM^  /)o = WM  /)  sec  t, 
or  af(/>o— a)=jOM  sec  »=hg(/)— (a — ^y)scc  OsecV. 


(1) 
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Bat  AV  was  assumed  equal  ho. 

G^o — ^)={p — (a— y)8eci)  sec^*. 

Putu=^,  tten^-^=— and/>-L^  ,  sect=^l+««. 

rfy 
Hence  (2)  becomes  by  substituting  and  reducing, 

(H.«.)S-(»^)  (i+..)5  ^=(p,-«)'^,      .         (8) 

The  integral  of  this,  treated  as  a  linear  equation  after  correcting 
by  determining  the  constant,  and  reducing,  is, 

.      p> — ^^  Do — ^ 

or 

This  m  the  second  term  of  (3)  makes  it 

(!+«»)  i      2(l+»»)S  "(l+u«)a* 
The  integral  of  this  is 


(5) 


I  haye  not  attempted  the  complete  integration  of  (3)  as  a  function 
of  Xj  and  y,  only.  Much  more  simple  expressions  for  the  ordinates 
and  abscissas,  y  and  Xy  are  obtained  by  introducing  the  variable  u 

Hence,  since  tt=^=  tang  e,  (4)  becomes 

y=a— cos  i  I  a— J(/>o— «)sin  ^  t  | .  .  (6) 

And  (5)  becomes 

i»=sin  i<  />o-4(/t>o— «)sin«  t  I .  .  •       (7) 

Brief  discussion  of  the  Curve. 
Differentiating  (6)  or  (7)  and  either  gives  for  maximum  ordinates 

two  equal  values  with  contrary  signs. 
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The  tests  for  a  cusp  will  be  satisfied  for  both  th^e  yalaes. 
Make  t«  90^.    Then  sin  t =1  cos  t=0.     Hence, 

For  i— 180'',  y=2a,  a;— 0. 

Hence,  the  carve  is  symmetrical,  with  respect  to  an  axis  parallel  to 
X  and  at  a  distance  a,  from  it.  Where  a  is  positive,  the  carve  is  as 
represented  in  Fig.  2. 


When  a  is  negative,  the  carve  is  as  in  Fig.  8. 


Length  of  Are. 
&=-^=-J0oo-8«)ii+|(/>o-«)co82  u2t 

.-.  S= J I  (/?o+8a)i+|(/>o-«)8in  2  1 1 . 

Length  of  Normal  Ties. 
Let  Za  the  length.     Then, 

Zca(a — y)  sec  «=3a — JOo©"^")  sin*  i. 

The  point  of  attachment  of  the  Ties  to  the  roadway. 

Let  5=the  distance  from  the  centre  to  anj  tie.     Then, 
l=x — (a — y)  tang  i=(/>o— «)  sin  i. 

Stress  of  the  Ties. 

Let  p  be  the  total  stress  from  the  origin  to  any  point  considered. 
Then, 

-pzzzwfdh  sec  ij=^w{po^^)i  .  .        (12) 

by  substituting  db,  from  (11)  and  integrating. 

Horizontal  stress  along  the  roadway  caused  hy  the  inclined  ties. 

Let  H=the  required  stress, 

.-.  H=tr/d6  tang»=w/^=Jf==5-=«^^_«_v/(^,-^)*-«.   (18) 


(9) 


(10) 


(11) 
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Tension  of  the  Cable. 

In  equation  (A)  let  AE=anitj. 

Then  by  theorem  U,  and  equation  (2)  following,  of  my  previous  ar- 
ticle 

T=WM*  p^,  or  =w(/>Q— a),  .  .  (14) 

If  in  any  of  the  preceding  formulce  we  make  a=Of  we  get  expres- 
sions identical  to  those  of  the  article  referred  to  in  the  last  volume. 

In  that  article  the  same  expression  was  obtained  for  the  tension  of 
cable  as  in  the  ordinary  suspension  bridge  at  the  pier  heads.  But  when 
it  passes  below  the  roadway  the  tension  is  sensibly  diminished. 

Take  the  case  where  the  line  of  attachment  passes  through  the 
pierheads*    Then  this  line  is  equal  to  the  span.    Pat  its=2  b. 

In(10)makeZ-0. 


This  in  (11)  gives 


sin»=  i — ^,     .     .     .  (15) 


B=s/2a{p^—a). 

.•./>"==  -^+a (16) 

This  in  (14)  gives 

-^ ("' 

That  is,  the  tension  in  this  case  is  exactly  equal  to  the  tension  in 
the  common  parabolic  system  at  the  lowest  point  of  the  arc.  Hence, 
there  is  a  diminution  of 


or 


at  the  pier  heads. 

Bat  I  believe  the  foregoing  principles  to  be  of  more  practical  utility 
in  application  to  2}niss  Qirders  with  one-arched  chord  than  to  suspen- 
sion bridges. 

An  arched  chord  made  in  parabolic  arc  with  vertical  ties  and  uni- 
form loading,  must  increase  in  size  from  the  crown  to  the  abutments 
according  to  the  formula 

At  the  apex  y=o,  and 
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But  in  the  ^yatem  mth  the  normal  ties  the  etreu  i$  uniform  throvgh- 
out  an<2  =  -n^y  the  name  ae  in  the  parabolie  are  at  the  apex. 

In  view  of  this,  I  have  made  investigation  and  derived  formids 
necessary  in  the  construction  of  arch  truss  girders  according  to  the 
new  system,  which  are  given  below. 

The  arched  chord  should  not  consist  of  portions  of  arc ;  but  of  the 
chords  of  those  arcs  between  the  ties  and  braces.  And  that  the  stress  of 
each  may  be  constant,  the  angle  of  any  two  adjacent  parts  should  be  con- 
stant, that  the  principle  of  the  parallelogram  of  forces  may  be  satisfied. 
Therefore  the  strain  upon  the  ties  must  be  the  same  for  a  uniform  load 
throughout.  Hence  let  it  be  required  to  find  the  co-ordinates  of  the 
points  at  which  to  join  the  ties  with  the  arched  and  straight  chords, 
that  the  above  conditions  may  be  fulfilled. 

Equation  (11)  gives  sin  i  == =—  : 

t=:sin. ,        .  .  .  (lo) 

B 

for  the  point  of  intersection  of  the  chords. 

And  since  the  angles  of  intersection  of  the  broken  chord  must  be 
equal,  we  have  for  the  angle  of  each, 

2t         .        ,      2nt 


r=«i  and 


-t=tn=nt. 


IiSN+l        ^  2N-fr 

In  which  2n=  the  total  number  of  ties. 

This  value  of  in  and  (16)  in  (6)  and  (7)  give  for  the  points  in  the 
arched  chord, 


yn=a— COS.  in  I  a—^sin.^in  \ 


Xn  =  sin.  t„ 


I  2a  ^         4a  J 


(19) 
(20) 


From  (11)  for  the  horizontal  chord  we  have 


Jn  = 


2a 


sin.tn  • 


DimensionB  of  the  parte. 
Fig.  4.  — P- 


Let  L=length  of  a  brace 

V^  BH;he  distance  from  centre  to  middle  of  bay  considered, 
G=lengtii  of  one  part  of  the  broken  chord. 
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Other  notation  m  before« 
The  length  of  a  tie  (10)  is 

=  0— ^in«»«      •  .  .  .      (21) 

The  length  of  any  portion  of  the  arched  chord  is 

c„=<z„~a:^x>3^  •  •         (22) 

The  length  of  a  brace  is 

l.=,(«_y^.)^  .  .     (28) 

for  Tfhich  tang  0n=  t  ^^ 

Stre88  of  the  Parts. 

The  maximum  strain  upon  the  middle  of  the  chord  is  when  the 
bridge  is  loaded  throughout  and  is  given  by  (17).  This  may  also  be 
shown  geometrically. 

This  decreases  toward  the  extremities  of  the  horizontal  chord  ac- 
cording to  (18).    Hence  the  strain  in  the  n^  bay  is 

-gT""^! Po—<'—^{Po—<^y  — *n« )==  2^^B^-4a»  bn » .  (24) 

This  shows  that  when  as=|B  the  stress  of  the  lower  chord  is==0  at 
the  abutments  for  a  uniform  load.  But  when  the  load  enters  the  bridge 
there  is  a  horizontal  thrust  given  by  (26),  which  may  exceed  that  of 


The 


lie  maximum  stress  of  a  brace  is  when  the  load  extends  from  the 
middle  of  the  bay  considered  to  the  end  toward  which  the  brace  inclines. 

From  the  middle  of  bridge  to  middle  of  bay  considered :  - 

Let  AK,  Fig.  4,  represent  the  load  which  causes  the  maximum  strain 
upon  the  brace  eg.  Then  taking  moments  about  A,  the  vertical 
force  at  B  is 

which  is  communicated  to  a  by  the  transverse  shearing.    The  sign  of 
b'  changes  for  ^=0,  or  negative. 

Similarly  the  horizontal  thrust  at  a  is 

Hn=^~^°"'Vn,  .  .  .      (26) 

in  which  x  becomes  positive,  when  n  is  negative.    The  resultant  of 
YoL.  XLVII.— Thibd  Sjbbijes.— No.  8.— Mabch,  1864.  14 
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these  two  forces,  Hn  and  Vn,  is  directed  at  By  irbiek  call  bdahoim  |eo* 
metrically,  since 

Hn  B — a?n_i 

Hence  the  stress  of  the  brace  is  the  resultant  of  these  two  forces 
resolved  into  it. 

Let  v=^the  stress  of  the  brace,  and  h  =»  that  of  the  chord. 

.'.  V  sin  <?n  +A  sin  i't=v  1 

V  cos  ^n  +  A  COS  «'=H  / 

From  which 

Vp  — Hn  tang  t'n 


Vn=z' 


sin  ^a  — COS  6u  tang  t', 

in  which  the  negative  signs  become  positive  when  n  is  negative. 

The  maximum  stress  of  the  ties  may  be  produced  by  the  pressure 
of  the  braces. 

The  total  pressure  upon  half  the  ties  for  uniform  load  (12),  is 


'p_  WB^t  WI 


wb2.    ^12a 


2a   -^*^^- 


2P 

Hence  the  resulting  strain  upon  one  tie  is  ov^i""?' 


But  the  stress  caused  by  the  braces  for  partial  load  is 

t^^    V^+i  triBJiitangj^nin  which  H  is  negative  when  n  is 
008  in + sin  t  ntang  r  n 

negative. 

.'.  for  namO  <s=2-2~ nearly,  which  is  greater  thanp  unless  2n  be 

less  than  8  or  9,  in  ordinary  cases.* 

If  it  should  be  desired  to  substitute  diagonal  ties  for  the  braces,  ex- 
pressions for  the  stress  of  the  various  part  scould  be  derived  similarly 
as  the  above. 

It  might  be  added  that  a  can  never  exceed  |b,  for  in  this  case  the 
position  for  the  cusp  would  be  below  the  roadway  in  the  suspension, 
and  above  in  the  arch  truss  bridge.  Equation  (8)  would  also  become 
imaginary. 

In  the  ease  when  aa^B  there  is  no  cusp  for  the  points,  for  each  is 
coincident,  and  in  the  roadway.  Hence  for  this  case  the  curve  is  ecu- 
tinuous,  and  intersects  its  axis  but  once  on  each  side  of  the  origin. 

2p 
♦IfBaaS,  asB^i,  w=l,  .7=2n,  tUon  i>«30®,  2p=s16*755+- ~«2-09+,  and 

t » 1S68+,  which  Is  l^ss  than  p :  bat  if  2n  » 10,  i  will  be  greater  than  p. 


Digitized  by 


Google 


169 

Tor  the  Yoamal  of  {h«  Tnnklln  IliiUhit*. 

OmiinoM  in  a  Cloud  Sarv^.  Bj  Db  Volson  Wood,  Prof,  of  C.  E. 
University  of  Michigan. 

It  is  well  known  that,  if  certain  omissions  are  made  in  a  Cloied 
Survey^  they  may  be  supplied  from  the  remaining  notes.  I  propose 
in  this  article  to  investigate  the  subject  analytically. 

I  wish  at  tlie  outset  to  express  my  acknowledgments  to  Mr,  Cleve- 
land Abbe,  formerly  a  tutor  in  the  University,  and  now  connected 
with  the  United  States  Ooast  Survey,  for  the  free  use  which  he  has 
permitted  me  to  make  of  his  notes  upon  this  subject.  His  analysis 
covered  nearly  the  whole  ground,  so  that  I  have  only  to  make  slight 
additions  and  changes,  ana  add  geometrical  illustrations,  to  put  it  in 
the  form  in  which  it  is  now  presented. 

In  order  to  convert  the  bearings  taken  in  the  field  into  angles, 
which  will  be  more  convenient  for  our  computations,  we  have 

The  bearing  N  /)^B  is  equivalent  to  the  angle  /3^ 

"  "         8  jJ^B  "  "  "     180**— /5^ 

a         a        ^  po^  it  a         tt     IgO'^+p** 

and  conversely  an  angle  /3  being  given  we  have  when 

j5°  <  90^  and  >     0°  the  bearing  is  N  fi^R. 
^o>   90^  and  <180^  "        "  B  180^-Hi^E. 

i5^<270«  and  >180^  "        «  8  ^^— 180^. 

^0^270^  and  <860^  "        "  N  SGO^'— ^^w. 

Let  l^;  l^  l^  &c.,  be  the  lengths  of  the  known  sides. 
x^;  x^  ' "  "  unknown  sides. 

hi  ^»  ^v  ^^*9  ^^^  known  angles  as  found  from  the  known  bear- 
ings as  given  above. 
fiij  0S9     •     •    ^^®  unknown  angles. 
DflBthe  algebraic  sum  of  all  the  known  departures. 
Lai  the  algebraic  sum  of  all  the  known  latitudes. 

Then  for  a  closed  field  we  evidently  have 

X  Dep.  =?|  sin  \+l^  sin  5,+    .    .    t  flin  i*  =  0  1  q\ 

X  Lat.  =Z|Cos  6i+4cosi,H-    .     .    Z,.cos6»  =  0  /        '        ^  ^ 

From  which  any  two  quantities  may  generally  be  found  when  all 
the  others  are  known.    We  have  several  cases. 

Casx  L 
Let  One  Bearing  b^  Omitted. 
Letting  2=the  length  of  any  side,  and  we  have  from  (1) 

2sin./i|=p\  (9\ 
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.••  sin.  /3i=  -  COS.  3i— r.  ....  (8) 

and  iSj  obtained  from  each  of  those  must  be  the  same.   We  also  have 
tang.  ^^~ ,  which  should  give  the  same  value  as  each  of  the  others. 

L 

Eliminating  /  from  (2)  gives 

D  cos.  fi — L  sin.  ^=0  ....  (4) 

These  may  be  deduced  geometrically ;  thus, 
let  the  bearing  of  ab,  fig.  1,  be  unknown. 

Then  cb=d.  acbiL,  and, 

CB        D 

sm.  CAB=sin.  0,"»  —  «■  -5 

*        AB^       I 

AG        L 

cos.  CAB—COS.  ^^= =7* 

AB       k  I 

CB        D 

tan.  CAB=tan.  |3,= — =  - 

'       AC        L 

From  0  let  fall  CD,  perpendicular  to  ab.     Then 

CDaCB  sinCBDsCB  COB.  CADnD  COS.  ^^ 

Also  cdbbCA  sin  cad=l  sin.  ^, 
By  subtracting  these  we  have  D  cos.  /3^— L  sin.  p,=0 
All  these  are  the  same  as  the  analytical  results. 

Cask  II. 

Let  One  Distance  be  Omitted. 

Then  Eq.  (1)  gives,  if  h  be  any  angle, 
x^  sin.  i=D  .  •  .  .  (5) 

a?!  cos.  6=L  .  •  •  •  (6) 

_     D     _     L 

^     sin.  b     cos.  0 
Squaring  (6)  and  (6)  and  adding,  gives 

In  Fiff.  1,  AB—OA-fcos  CAB  or  a:,— * 

o       '  '  COS.  0 

D 

also  AB—CB-rSin  cab  or  jr.—  —: — ? 

^      sin.  0 

also  ab'=ac»+bo', 

or  a?,*-«L*+D«. 

Cass  IIL 

The  Length  and  Bearing  of  One  Side  Omitted. 

From  (1)  we  have 


rjSinp,-D)  ^ 

if.cosft-i.;  •  •      •      •.  ^ 
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From  these  we  readily  find 


These  results  have  already  been  illustrated  geometrically. 

Case  IV. 

The  Length  of  One  Side  and  Bearing  of  Another  Wanting. 
For  this  llq.  (1)  gives 

a?|  sin  6,+^  sin  i3,wsD  .  .        (8) 

a?!  cos  bi+l^  cos  i8,=  L  •  •        (9) 

Multiply  Eq.  (8)  by  cos  S|  and  (9)  by  sin  i,  and  subtract  the  results, 
and  we  find 

i,sin(/J,  — J,)  =  DC08  J,  —  Lsini,         .  .      (10) 

from  which  we  may  find  two  values  for  ^,  —  i„  viz:  ff^  and  180^—0^. 
••.    A  =  e  +  6,  andlSO**— tf^+J, 
From  (8)  and  (9)  we  find 

^  h      •  /^^\ 

a?|=-: r r-V  SlU  ft  .  .  .  (11) 

*     sm  6,      sm  i|  ^    ' 

L  L 

'       COS.Jj       COS.  Oj  ^ 

in  which  if  both  values  of  fi^  be  substituted,  we  will  obtain  two  values 
of  a?!. 

From  (10)  we  find  that  /3,  (and  therefore  Xi)  is  imaginary  when 
D  cos,  i|  —  L  sin.  t|  ^  ^ 

If  /i^  — 6^»90®  there  is  only  one  solution. 

If  the  second  member  of  (10)  is  zero,  we  have  P^^^ip  ^^  ^^  ^^o 
courses  coincide  in  direction,  and  we  have  from  (8)  or  (9) 

'     *     sm.  Aj 
Bjni  the  case  is  essentially  the  same  as  IL 

To  show  this  geometrically,  we  first  observe  that  the  two  courses 
miiy  be  adjacent  or  separated.  If  separated,  we  may  transfer  the  sides 
0O  as  to  bring  the  desired  ones  adjacent. 

In  fig.  1,  let  the  length  of  ab  and  bearing  of  bb  be  wanting.  Then 
by  Case  III  compute  the  bearing  and  length  of  a  line  which  joins  a 
jtod  B.  Lay  ofT  the  line  ab  according  to  the  given  bearing.  Then  with 
s  as  a  centre  and  radius  equal  be,  describe  an  arc  which  will  inter- 
seet  ab  in  two  points,  b  and  P ;  hence  there  will  be  two  lengths,  ab 
axicl  AF ;  and  two  bearings,  one  for  bb,  the  other  for  fb.  If  the  arc 
BP  is  tangent  to  ab,  there  will  be  but  one  solution ;  and  if  the  arc  does 
not  touch  AB,  the  solution  is  impossiblci  and  the  survey  is  not  closed. 

14  •         / 
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In  the  figure  draw  eb  and  ag  perpendicular,  and  bh  and  so  paral- 
lei  to  AO.  Then 

ag  =  cb4-  he, 
or  n  =  a:^  sin.  6— Z,  sin,  p,. 

The  sign  of  sin.  ^  is  minus  because  the  angle  is  obtuse.  From  this 
equation  we  find 

a?.  =  -. — I r^  sin.  0,  as  before. 

^     sin.t|      sin.Oj  ' 

Casb  V. 
Let  the  Lengths  of  Two  Sides  be  Wanting. 
Equation  (1)  gives 

Xi  sin.  ft|  +  «i  Bin.  &,  =  n         .  .  .  •       (12) 

a?iCOS.J|  +  a;,  cos,  63  =  1  ....       (13) 

Multiply  ^12)  by  cos.  \  and  (18)  by  sin.  b^  and  take  the  difference, 
and  we  obtain 

B  COS.  i.  —  L  sin.  ft.  /^  ^% 

^  8m.(6,  — 6J 

Q.    .-    ,  D  COS,  6.  —  L  sin.  b.  ,-  ^x 

Similarly,  z,^      Bin.  (6,^  ft.)     '  '  '      ^^^^ 

If  these  results  are  negative,  the  lines  are  imaginary  and  the  solu- 
tion is  impossible — in  other  words,  it  is  not  a  closed  survey. 

If  ^2  =  180 +  i^,  the  unknown  lines  are  parallel,  and  the  denomina- 
tor becomes  zero ;  but  the  numerator  also  becomes  zero  at  the  same 

time — see  (Eq.  4) — hence  x^  =  tt-,  which  is  undeterminate. 

When  a  solution  is  possible  there  is  no  ambiguity. 

In  fig.,  2,  let  the  lengths  of  ab  and  BC  be  unknown.  By  Case  m 
compute  AC.  Then  draw  ab  and  BC  with  the  known  bearings,  and  their 
point  of  intersection  will  give  the  point  B,  and  ab  will  be  the  required 
length  of  one  line,  and  BC  of  the  other.  If  the  bearing  of  bo  should 
cause  it  to  run  in  the  opposite  direction,  it  would  not  meet  ab,  and 
the  solution  would  be  impossible, 

jjp^^  xi^^  Draw  af  perpendicular,  and  CF  paral- 

j\/\    \\         \  lei  to  AM ;  AH  parallel  to  BC,  and  fb  per- 

^  ^''    ''^  \   '^""  vf         pendicular  to  BC.     Then 

-^F     \    ;     ^   ,^  BK    =  GH  =  x^  sin.  (J^  —  ^i). 

IJ^^.>,X__Vq       ^   \  FG    =  CF  sin.  EOF  =  L  siu.  62* 

y   /X\    y^X    ''  ^°   =AFcos,  afh-bDcos.  ij. 

\^'\    v/';_ ^:^Ji^         .'.    GH     =FG FHra 

■^^""^^^^  ^  ^  ^^^- *2"-  ^  cos.  \  ^x^  sin,  (62  —  6j). 

D  COS,  5-  — L  sin,  62      ,   . 

.'.  X.  = ^^—TL rH  a-s  before. 

'        — sin.  (62  —  6j) 

If  AS  and  CD  are  the  unknown  lengths,  aind  are  parallel,  it  is  evi- 
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dent  that  the  bearings  and  lengths  of  all  the  other  lines  may  be  Ae 
same  for  all  lengths  of  these  lines ;  proyided  only  that  they  have  a 
constant  diflference,  hence  they  are  indeterminate. 

Case  VI. 
Let  the  Bearings  of  Two  Sides  be  Wanting. 
Then  /,  sin /s^  +  ^  sin /},  =:  b  .  .  .       (16) 

/jCOS0j-i-?jCOS02  =  L  .  .  •        (IT) 

These  give      /,  sin  pj  =  n  —  l^  sin  f^ 

l^  COS  ^j  =  L  —  /j  COS  py 

Squaring  these  and  adding  gives 

/j«=  D«+  L*+  /,*—  2  /,  (d  sin  ft  +  l  cos  ft). 
Similarly        4>=D»+  l*  + 1^^—2 1,  (d  Binfi^  +  h  cos/?^)^ 

In  the  first  of  these  we  might  substitute  cos  ft  =  v^l  —  sin*  0^ 
and  reduce,  but  the  expression  would  be  very  lengthy.  Instead  of 
that  we  will  make 


and  we  shall  find 


D  =  WCOSd 

L  =  msin9 


f^\ 


Bm(>  +  i?J  =  *"*~^^'~^''^       .  .      (21) 

From  which  we  find  two  values  for  {$  +  ft)  and  two  for  (^  +  /?J; 
hence  there  are  two  solutions.  If  e  +  ft  =  90®  or  180°,  there  is  but 
one  solution,  and  the  two  bearings  will  equal  each  other. 

In  fig.  2,  let  EL  and  dl  be  the  sides  whose  bearings  are  unknown. 
With  £  and  J>  as  centres  and  radii  equal  the  lengths  of  the  sides  de- 
scribe arcs,  and  the  points  where  they  intersect  will  be  the  corners  of 
the  field.  As  they  will  generally  intersect  in  two  points,  there  will* 
generally  be  two  solutions,  en  or  el  will  be  one  side ;  and  DN  or  dl 
the  other.  If  the  arcs  are  tangent  to  each  other  there  will  be  but  one 
solution,  and  the  two  sides  will  coincide  in  direction. 

As  an  illustration  of  the  manner  of  using  these  equations,  take  the 
following  examples,  found  in  Gillespie's  Surveying.  In  Article  441  of 
his  Surveying  we  have  given 

D  =  _  5314-34587  £,  =  +  4621-5 

L  =  _  1405-32477  6,=        198° 

This  problem  belongs  to  Case  IV. 
Now  apply  Eq.  (10). 

D  cos  \  =  +  6054-244 

Lsinii  =+    434-269 


log  of  dif.          = 
log  i,                = 

3-664641 
3-664788 

log8m(i9j,— 6,)  = 

• 

9  999858 

88°  82' or   91°  28' 
286°  82'  or  289°  28' 
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Oorre«ponding  bearing  is  N.  78°  28'  W.,  or  N.  70^  82'  W. 
Now  use  Eq.  (11). 


Log  sin 
Logi. 

= 

n  9-981662 
8-664788 

or    %  9-974486 
8-664788 

Sum  of  log 
Log  sin  \ 
LogD 

n  8-646445 
n  9-489982 
n  8-725450 

It  8-689219 
n  9-489982 
»  8-725450 

D  cosec  i| 
I2  sin  ^^  Gosec 

■1-17197-6 
14887-16 

+  17197-6 
14100-58 

x,=  +2860-44  or  +   8097-02 

For  an  example  under  Case  YI,  take  the  one  in  Article  448  of  Gil- 
lespie.  We  have 

D  = +  1479-76010  i,  =  +  2400 

L  =  —  2808-26691  Z,  =  +  2860 

Apply  Eqs.  (18),  (19),  (20),  and  (21). 

Log.  m  8in.   B  n  8-862844  Z,«  +  8179600 

log.  sin.  e         n  9-924967  log.  m    8-487877  Z,«  +  6760000 

log.  mco6.0         8-170189  log.  m*   6-874764 

-f- 2419600 
e  =1    802«  48^  8-7^^  m«  +  7494700 

log.  (m  «  +  U  —  Z,«;      6-996262  log.  (m«  —  Z,«  +  ^    6-706445 

av.  comp.  2  m,  6-261618  6-261618 

BY.  oomp.  l^  6  648684  ar.  comp.  Z,  6-619789 

sin.  (e+jS.)  9-801609  sin.  (0+A )  9-686847 

...^  +  ^,=r=  89oi6'69-2"opl40<»48'   0-8". -.5+^=  22*  48'22-6''orl57<»  lG'87-4'' 
0  =802   48    8-7   or  802  48     8-7  802  48    8-7    or  802   43    8-7 


^,==.96    88  60-6   OP  197   69  621  /?,=  80     0  18-9    or 214   S3  28-7 

Bear'g  =  s 88<»  26'  9-6"x or  s  17*^  69'  62-l"w.  Br'g. =i!f80«  0'  18-9"»  oi  884*^  33'  28-7"ir 


MECHANICS,  PHYSICS,  AND  CHEMISTRY. 
Steam  Engine  Economy. 

From  fch«  Lond.  Meohanici*  Mftgasine,  Jan.,  1804. 

A  patent  case  has  recently  been  tried  at  Washington,  TJ.  S.,  which 
has  elicited  certain  statements  so  remarkable  in  their  bearing  on  the 
system  of  steam  engine  construction  adopted  of  late  in  the  American 
Navy,  that  we  cannot  pass  it  without  notice.  The  case  in  question  is 
simple  enough  in  itself.  A  Mr.  Mattingly,  of  Washington,  sued  a  steam- 
boat company  for  a  share  of  the  savings  effected  by  a  peculiar  form  of 
cut-off  valye,  the  patent  riffht  in  whicn  he  held,  and  had  sold  to  the 
company,  taking  a  share  of  the  savings  effected  as  the  pecuniary  con- 
sideration. The  defence  set  up  was  singular  enough.  The  complain- 
ant asserted,  and  as  he  believed  proved,  that  the  saving  in  fuel  amount- 
ed to  over  80  per  cent.,  and  he  demanded  a  verdict  in  accordance  with 
his  statement.    The  defendants,  however,  called  Mr.  Benjamin  Isher- 
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wood,  the  Chief  Eneineer  of  the  United  States  Nayj,  to  prove  not 
only  that  thepartionlar  cut-off  which  afforded  the  ea9U9  belli  could  not 
possibly  effect  the  alleged  saving ;  but  that  the  only  possible  saving 
which  could  be  effected  by  that,  or  any  other  cut-off,  amounted  at  the 
xnaximum  to  18  per  cent.,  and  that,  therefore,  a  saving  of  thirty  per 
cent,  was  a  physical  impossibility.  This  statement  is  startling  enough; 
but  Chief  Engineer  Isherwood  does  his  work  thoroughly ;  and  he  pro- 
ceeded to  strengthen  his  evidence  by  swearing  that  no  one  believed  his 
"  new  discovery  '*  to  be  true,  until  1860,  and  that  since  then  all  the 
new  marine  engines  for  the  navy  were  built  and  building  upon  it.    It 
is  nothing  new  to  us  to  learn  that  American  engines  generally  are 
constructed  without  much  regard  to  the  strict  principles  which  can 
alone  secure  economy.    The  indicator  and  its  use  are  almost  unknown 
in  the  States.  This  little  instrument  affords  the  only  known  means  of 
ascertaining  the  exact  duty  performed  by  steam  within  a  cylinder ;  and 
in  its  absence,  we  can  only  form  a  vague  idea  of  the  really  useful  ef- 
fect produced  by  the  combustion  of  fuel.    A  constant  habit  of  obser- 
vation, and  a  thorough  practical  acquaintance  with  a  large  number  of 
steam  engines  of  different  constructions,  working  under  varying  con- 
ditions, can  alone  give  that  knowledge  which  will  permit  us  to  build 
engines  capable  of  doing  a  large  duty  with  little  coal.  This  knowledge 
is  tolerably  well-diffused  throughout  the  workshops  of  Great  Britain ; 
the  young  engineer  being  generally  afforded  every  opportunity  for 
testing  the  actual  performance  of  engines  by  the  aid  of  the  indicator. 
More  can  be  learned  in  this  way  in  half-an-hour  than  can  be  derived 
from  theoretical  instruction,  however  good,  in  a  year ;  and  we  cannot 
expect  men  who  are  almost,  or  altogether,  unacquainted  with  the  na- 
ture and  properties  of  the  instrument,  to  turn  out  first-class  engines. 
It  is  very  probable  that  we  shall  be  accused  of  attaching  an  undue  im- 
portance to  so  small  a  thing.  Those  who  have  studied  the  subject  will 
take  a  different  view  of  the  matter,  and  will,  without  doubt,  endorse  a 
statement  which  will  bear  repetition — namely,  that,  without  the  use  of 
the  indicator,  there  can  be  no  real  knowledge  of  what  does  or  does  not 
constitute  a  good  engine.  Until  its  use  extends  in  America,  we  do  not 
look  for  much  improvement  in  steam  engineering.  Although  our  West- 
em  friends  are  somewhat  lax  in  their  practice  elsewhere,  we  did  not 
expect  that  their  navy  would  afford  such  precedents  as  Mr.  Isher- 
wood's  evidence  indicates — evidence,  too,  which  comes  upon  ns  with 
all  the  force  which  can  be  conferred  by  an  oath,  and  all  the  strength 
which  can  be  derived  from  the  high  position  of  the  swearer.  Mr.  Isher- 
wood has,  we  fear,  led  many  a  feeble  mind  astray.    The  engineers  of 
Waahington  possess  a  great  deal  of  common  sense,  however  Mr.  Mat- 
tingly '8  friends  sent  to  New  York  for  Mr.  Dickerson,  an  adept  in  the 
engineerine,  and  a  man  learned  in  the  law  as  well— a  combmaUon  of 
professional  attainments  all  too  rare  in  England.    Mr.  Dickerson  a 
powers  of  cross-examination  threw  a  new  light  on  the  subject,  froia 
which  it  appears  that  the  "red  tapeism  "  is  all-powerful  in  the  Nayal 
Depiu^ment  of  President  Lincoln's  Administration.  To  afinal  sugRea- 
tio%  that  the  question  should  be  fairly  put  to  the  test  on  the  met  t^^. 
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tomac,  in  presence  of  judge  and  jury,  the  defendants  turned  a  deif 
ear.  The  experiment  was  made,  notwithstanding,  on  board  the  steaoH 
^hip  ^'  Collyer ;"  when  it  turned  out  that  with  600  fts.  of  ooal  an  hour, 
she  could  run  at  the  rate  of  twenty-seven  revolutions  a  minute  with  eX" 
pansion,  and  that  but  twenty  a  minute  could  be  got  without  expansion, 
^nd  with  700  9>s.  an  hour.  This  evidence  was  deemed  bo  conolosivt 
that  a  verdict  was  at  once  given  for  the  complainant. 

It  is  not  difficult  to  imagine  what  English  engineers  will  think  of  all 
this.  Mr.  Isherwood's  evidence  is  opposed  to  all  theory  and  all  prae- 
tice,  that,  did  he  hold  a  different  position,  or  were  he  less  talented,  hia 
word  would  simply  be  passed  over  with  a  smile,  or,  perchance,  a  hearty 
laugh.  The  value  of  expansion,  properly  carried  out,  is  pretty  weU 
understood  among  us;  and  it  would  be  unfair  to  deny  that  many 
American  engineers  attach  a  proper  importance  to  the  principle  as 
well.  When  the  chief  engineer  of  a  great  navy  gives  utterance  to  sen- 
timents and  opinions  so  widely  opposed  to  those  held  by  other  experts, 
a  natural  curiosity  is  experienced  to  know  where  he  got  them.  We 
will  try  and  enlighten  our  readers. 

In  the  early  part  of  the  year  1860,  the  United  States  Navy  Depart- 
ment, in  the  plenitude  of  its  wisdom,  deemed  it  right  that  certain  ex« 
periments  should  be  made  to  determine  the  relative  economy  of  using 
steam  with  different  measures  of  expansion.  Not  content  with  the  evi- 
dence afforded  them  by  the  practical  operations  of  the  Cornish  pump- 
ing engine,  the  locomotives  on  the  New  York  railroads,  or  the  marine 
engines  in  use  on  the  rivers  and  seas  of  the  Western  Continent,  the 
gentlemen  of  the  Department  resolved  on  instituting  thorough  ex{>eri- 
mental  research  into  the  whole  subject,  and  with  this  object  in  Tiew, 
they  appointed  Chief  Engineer  Isherwood  and  three  other  engineers, 
as  a  committee,  to  make  the  experiments.    As  very  valuable  results 
were  anticipated,  it  is  natural  that  we  should  suppose  that  more  than 
one  engine  was  reported  on ;  that  the  best  engines  in  the  navy  would 
be  selected,  and  the  necessary  data  derived  from  the  perfonnaace  of 
the  engines  tried,  at  sea,  under  the  ordinary  conditions  of  working 
first,  and,  subsequently,  under  such  extraordinary  conditions  as  seem- 
ed best  adapted  to  the  attainment  of  the  end  in  view.  Such  a  concInsieQ 
is  not  more  natural  than  erroneous.  But  one  steamer,  the  ^^MicbiMn," 
was  selected.    At  the  time  of  the  experiments,  February,  1860,  she 
was  out  of  commission,  frozen  up  in  Lake  Erie;  the  hull  had  been  re-' 
oently  repaired,  and  the  old  boilers  replaced  with  new  ones,  eonstmcted 
on  Martin's  patent,  with  vertical  water  tubes,  instead  of  horixoatal 
flues  over  the  furnaces.    The  engines  were  two  in  number,  of  a  form 
not  much  known  in  England;  the  cylinders,  86  ins.  in  diameter,  and 
having  a  stroke  of  8  ft.,  lying  in  an  inclined  position,  and  at  an  angle 
6f  28  deg.  with  the  keel.    Not  content  with  confining  the  experiment 
to  the  narrow.basis  afforded  by  a  single  steamboat,  Mr.  Isherwood  and 
his  colleagues  still  further  restricted  it,  by  retaining  only  one  of  the 
two  cylinders  in  use ;  the  other  being  uncoupled  from  the  erank-shaft, 
and  put  out  of  communication  with  the  boilers.    The  valves  were  of 
tlu»«  ordinary  double  beat  poppet  kind,  habitually  used  ia  Amerieaa^ 
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j^ddl^  l^ngiBes.  The  Bteam  yalves  were  made  to  act  as  ekpansibm 
fvalvee,  by  means  of  an  arrangement,  known  as  *^  Sickles'  cut-off."  The 
distance  between  the  boiler  and  the  engine  was  25  ft.;  and  the  total 
length  of  the  steam-pipe  orer  17  ins.  in  diameter,  exposed  to  the  refrir 
l^rating  inflnence  of  the  atmosphere,  was  80  ft.;  and  the  pipes  being 
pet  on  a  slight  incline,  the  water  of  condensation  naturally  found  its 
way  into  the  cylinder.  The  steam-pipee  were  clothed  with  felt  and 
•  wood  lagging.  The  heads  of  the  cylinders,  the  valve  chest,  and  the 
long  nozzles,  peculiar  to  this  form  of  engine,  were  without  covering  of 
nnj  kind.  It  is  needless  to  enter  into  any  minute  detail  of  the  experi*- 
jnents.    We  have  already  alluded  to  Mr.  Isherwood's  talents,  and  he 

?^ared  no  trouble  to  obtain  exact  results  from  the  engine  under  trial. 
be  vessel  was  moored  fast,  the  ice  cut  away  from  about  the  floata^ 
and  the  whole  power  of  the  engine  exerted  in  paddling  the  water  back*- 
w«rds.  Each  experiment  lasted  72  consecutive  hours,  during  which 
the  engine  was  neither  slowed  nor  stopped.  We  have  dwelt  on  Mr. 
Isherwood's  proceedings  in  this  matter  at  some  length,  because  very 
little  about  them  is  known  in  this  country  that  we  are  aware  of,  al*> 
though  they  have  attracted  a  great  deal  of  attention  in  the  States 
Already^  and  are  likely  to  attract  very  much  more.  Let  us  hasten  to 
the  results.  With  the  steam  cut  off  at  j^ths  of  the  stroke,  the  cour 
0«iBption  of  coal  amounted  to  4*847  fts.  per  hour ;  cut  off  at  Vo^^^^ 
to  4-824  fts.;  at  |ths,  to  8-725  Sbs.;  at  ^%ths,  to  8-677fts.:  at  ^th,  to 
8-428  &>s.;  at  ^th,  to  3-801  lbs.;  and  at  ^^^ths,  to  4*281  lbs.  From  thes^ 
results  we  find  that  the  gain  by  expansion  is  decided  up  to  a  cut-off 
at  j^th  of  the  stroke,  and  that  there  is  no  advantage  to  be  derived  froiiL 
expansion  afterwards,  unth  the  particular  engine  under  consideration^ 
The  results  perfectly  satisfied  Mr.  Isberwood.  He  prepared  a  very 
elaborate  repcNrt — a  model  of  its  kind — in  the  course  of  which  he  at- 
tempts with  much  plausibility,  to  upset  Marriott's  law  as  applied  to 
the  expansion  of  steam,  and  laid  it  before  the  Hon.  Isaac  Toucey,  Sec- 
retary of  the  Navy.  As  a  result,  it  now  appears,  from  the  Washing- 
ton investigation,  that  the  engines  for  the  American  Navy  have  been^ 
almost  from  that  day  forth,  constructed  without  any  regard  to  the 
carrying  out  of  the  principles  of  expansion.  The  crop  thus  sown  will 
be  reaped  ere  long  in  diminished  speed,  and  increased  coal  bills. 

If  the  engine  of  the  **  Michigan"  had  been  specially  designed  tp 
prove  that  the  advantages  of  expansion  were  a  delusion,  it  could  not 
possibly  have  been  better  adapted  to  that  end.  Mr.  Isberwood  is  a 
careful  and,  we  presume,  a  conscientious  experimenter ;  but  all  his 
oonolusions  in  this  case  are  vitiated  by  being  drawn  from  false  premi- 
sea.  He  has  recently  published  a  large  and  handsome  volume,'*'  to  which 
we  may  have  occasion  to  refer  again,  a  large  portion  of  which  is  taken 
up  with  a  detailed  account  of  these  experiments  and  their  analysis.  It 
required  little  penetration  to  see  where  the  author  has  lamentably 
failed  to  make  out  his  case.  No  provision  whatever,  either  by  superr 
Ideating  or  otherwise,  was  made  to  prevent  condensation  in  the  cylin* 
tier  of  the  '^  Michigan's"  engine.    The  length  of  the  stroke  was  H  ft.; 
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the  number  of  doable  strokes  per  minate,  with  the  steftm  at  full  pM» 
tnre,  was  a  little  over  20;  with  the  steam  oat  off  at  |th,  rather  leal 
than  14.  The  steam  had  to  trarerse  some  80  ft.  of  steam  pipe,  lighdy 
clothed,  in  an  atmosphere  onlj  raised  above  29  deg.  by  the  best 
abstracted  from  the  engine  and  boilers,  to  be  sabseqaently  isolated  for 
a  space  of  three  or  fonr  seconds  at  a  time  within  a  cylinder,  lagged, 
it  is  tme,  at  the  sides,  bnt  wholly  exposed  to  the  atmosphere  at  the 
ends.  The  cylinder  was  8  ft.  in  diameter,  the  area  of  each  lid  wssoTcr 
7  square  feet.  It  requires  no  very  abstruse  calculation  to  point  out  the 
value  of  this  area  as  a  refrigerator  during  each  tedious  stroke.  Then, 
we  have  the  valve  chests  and  nozzles  all  aiding  the  same  work.  Koris 
this  all.  Mr.  Isherwood,  on  his  own  showing,  proves  that  the  loss  due 
to  clearance  and  nozzle  space  in  the  '^Michigan's"  engine  amounted 
to  a  positive  reduction  of  average  pressure  equal  to  12  per  cent,  when 
the  steam  wss  cut  off  at  |th  of  the  stroke,  and  to  nearly  8  per  cent 
when  the  cut-off  took  place  at  |th  of  the  stroke.  Some  men  are  so 
men  tally  constituted  that  they  only  regard  any  fact  from  one  point  of 
view.  Instead  of  gathering  from  his  experience  that  it  was  advisable 
that  clearance  of  all  kinds,  should  be  reduced  to  a  lower  limit  than  that 
found  in  the  particular  engine  experimented  on,  Mr.  Isherwood,  with 
a  strange  perversity,  takes  this  very  loss  of  pressure  as  evidence  that 
expansion  is  wasteful  in  practice,  and  shoula  not  be  employed!  Our 
readers  can  form  their  own  estimate  of  the  value  of  conclusions  so  ar- 
rived at. 

It  is  doubtful  if  the  history  of  nations  can  show  a  more  astounding 
instance  of  folly  in  a  case  where  the  safety  of  a  countrv  was  involved, 
and  that  country  actually  at  war,  than  that  presented  by  the  recent 
proceeding  of  the  Bureau  of  American  Marine.  On  the  evidence  af- 
forded by  series  of  experiments  on  a  single  engine  in  an  old  and  small 
steamer  on  an  inland  lake,  conducted  by  four  engineers,  far  removed 
from  supervision  of  any  kind ;  the  engine  being,  on  the  showing  ef 
those  most  interested  in  proving  the  reverse,  totally  unsuited  in  e?erf 
respect  for  the  application  of  expansion — the  piston  moving  at  bnt  178 
ft.  per  minute,  and  the  steam  not  superheated  in  the  slightest  degree 
*— those  in  authority  have  determined,  in  their  wisdom,  to  set  aside  all 
the  teaching  of  the  last  fifty  years.  They  have  wilfully  shut  their  eyes 
to  the  work  of  improvement  going  on  daily  in  England  and  France, 
and  have,  with  a  temerity  almost  without  a  parallel,  staked  the  futnre 
of  a  great  navy  and  enormous  sum  of  money  on  the  truthfulness  of  a 
single  obscure  experiment,  bearing  but  a  remote  analogy  in  its  condi- 
tions to  those  under  which  steam  should  properly  be  employed.  It  ifl 
as  though  the  American  engineering  world  had  retrograded  the  third 
part  of  a  century.  We  shall  expect,  next,  to  hear  war  steamers  de- 
nounced, and  the  old  liner  pronounced  just  the  thing  to  defend  the  in- 
terests of  the  people,  or  push  on  a  war  of  aggression  on  distant  shores. 
Americans  are  very  clever.  They  have  taught  us  many  things.  This 
time,  in  the  attempt  to  teach  the  world  something  new,  they  have  over- 
shot the  mark,  and  only  repeated  an  old  story  in  our  ears — the  story 
of  human  folly. 
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On  the  Effects  of  Surface  dmdeneere  en  Steam  Boilere. 
By  Mr.  James  Jack,  of  Liverpool. 

Trom  Ncnton'B  London  Jonmal  of  Arts,  WthnMjt  IML 

Some  three  or  foar  years  ago  condensation  of  the  exhaust  steam 
from  marine  engines  by  surface  contact  was  looked  upon  as  an  experi- 
ment, and  few  steamship  owners  could  be  induced  to  try  this  system, 
which  was  new  to  them :  and  notwithstanding  the  development  and 
complete  success  of  tubular  surface  condensers,  both  in  the  merchant 
ships  and  in  the  navy,  more  than  a  quarter  of  a  century  ago,  and  the 
reduction  thereby  effected  in  the  consumption  of  fuel,  the  objection 
was  raised  that  surface  condensation  could  not  have  the  advantages 
^eged,  or  it  would  never  have  been  discontinued.  At  the  present  time, 
however,  it  is  no  longer  an  experiment,  but  a  reality ;  for  not  only 
have  surface  condensers  been  largely  introduced  with  new  engines,  but 
in  many  cases  injection  condensers  have  been  taken  out  of  working 
vessels,  and  surface  condensers  put  in  their  place.  As  the  writer's  firm 
has  constructed  and  fixed  a  considerable  number  of  surface  condensers 
during  the  last  three  or  four  years,  and  as  certain  actions  have  been 
found  to  take  place  on  the  tubes  and  plates  of  the  boilers  with  these 
surface  condensers,  of  such  a  character  that  the  full  advantages  of  the 
use  of  distilled  water  could  not  with  impunity  be  obtained,  it  is  the 
purpose  of  the  present  paper  to  give  the  particulars  of  these  effects, 
mnd  thus  to  induce  discussion  upon  the  subject,  and  elicit  information 
which  will  enable  the  great  advantages  in  the  saving  of  fuel  resulting 
from  the  employment  of  surface  condensers  to  be  appreciated.    As  the 
boilers,  where  surface  condensers  are  used,  are  insidiously  and  rapidly 
acted  on,  the  danger  of  delay  and  of  accident  from  explosion  is  thereby 
greatly  increased, — ^rendering  the  question  one  of  serious  importance. 
Surface  condensation  may  be  considered  an  old  idea;  for  Savory 
adopted  the  principle  in  1690,  in  what  may  be  called  the  first  steam 
engine — having  applied  cold  water  to  the  outside  of  the  cylinder ;  and 
even  Watt  devoted  much  time  to  it,  although  he  afterwards  finally 
abandoned  it — ^stating  that  the  objection  of  the  size  and  expense  of  the 
tubular  condenser  for  large  engines  made  him  resolve  to  sacrifice  part 
of  the  power  to  convenience,  and  to  employ  large  pumps.     It  was 
about  1882  that  surface  condensation  became  practically  carried  out. 
Mr.  Samuel  Hall,  having  seen  its  advantages,  constructed  a  surface 
condenser,  consisting  of  a  casing  containing  a  number  of  small  tubes; 
and  succeeded  in  overcoming  the  difficulty  of  making  a  tight  joint  be* 
tween  the  water  and  steam  spaces,  which  should  allow  for  the  expan- 
sion and  contraction  of  the  tubes.    These  condensers  were  introduced 
into  both  naval  and  mercantile  ships ;  but,  although  attended  with 
considerable  advantages,  they  ultimately  fell  into  disuse.    Several- 
modifications  have  since  been  proposed  with  different  arrangements 
and  constructions  of  the  tubes,  with  the  water  inside  iimtead  of  outside 
the  tubes,  or  with  a  combined  jet  and  surface  condensation.     There 
was  a  difficulty  at  first  in  obtaining  some  effective  packing  for  the  ends 
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of  the  tubes :  but  after  the  long  experience  of  India-rubber  for  the 
purpose,  it  may  now  be  pronounced  a  success ;  for  out  of  mal^y  thou- 
sands of  joints  w.hich  the  writer's  firm  haye  made,  not  a  single  case  of 
leakage  has  occurred. 

Surface  condensation  is  a  process  by  which  both  the  sensible  and 
latent  heat  of  the  steam  are  conveyed  away ;  and  although  the  adop^ 
tion  of  any  new  system  is  necessarily  slow^  the  writer  does  not  doubt 
but  that  surface  condensation  will  ultimately  entirely  supersede  the 
jet.  There  are  evils,  however,  which  require  remedying  before  surface 
condensation  can  be  universally  adopted  for  steamships — ^not  in  the 
condenser  itself,  but  in  the  effects  produced  on  the  boilers  by  distilled 
water  or  something  contained  in  it  resulting  from  surface  condensation. 
The  writer  will  accordingly  refer,  first,  to  the  effects  of  surface  con*- 
densation  on  the  boilers,  and,  secondly,  to  the  probable  cause  of  this 
destructive  action. 

A  number  of  marine  boilers  which  have  come  under  the  writer's 
observation,  and  may  for  convenience  be  .distinguished  by  the  letter 
A,  had  been  in  use  for  longer  or  shorter  periods,  none  less  than  six 
months,  supplying  steam  to  engines  having  injection  condensers.  Salt 
water  had  been  used  for  feeding  the  boilers,  and  a  considerable  incrus- 
tation had  consequently  taken  place.  Without  going  to  the  troable 
and  expense  of  cleaning  these  boilers,  they  were  sent  to  sea  imme- 
diately after  the  surface  condensers  were  fitted  in.  Everything  went 
on  satisfactorily,  and  on  returning  from  the  first  voyage,  the  boilers 
were  examined.  It  was  found  that  the  greater  portion  of  the  incrus- 
tation had  fallen  off,  and  that  the  surfaces  of  the  boilers — that  is  the 
inner  surfaces — ^were  in  very  good  condition  for  transmitting  heat ; 
showing  that  the  adoption  of  distilled  water  for  feed  had  been  advau- 
tagcous.  Boilers  of  this  class  have  uniformly  had  the  incrustation 
nearly  all  removed  by  the  action  arising  from  the  use  of  the  surface 
condensers  during  the  first  voyage,  and  in  every  case  the  surfaces  of 
the  boilers  have  been  found  in  good  condition  and  still  remain  so,  some 
of  them  now  for  as  long  a  term  as  four  years.  Indeed  surface  con- 
densation has  here  been  in  every  sense  a  decided  success. 

The  appearance  of  the  inside  of  the  boilers,  however,  was  not  that 
of  clean  iron.  The  surface  seemed  to  be  impregnated  with  some  grey* 
ish  matter,  or  to  be  altered  in  its  chemical  nature.  That  this  impreg- 
nation or  alteration  of  the  surface  prevented,  and  still  prevents,  inju- 
rious action  on  the  metal,  will  be  gathered  from  a  description  of  another 
lot  of  marine  boilers,  distinguished  by  the  letter  B,  which  were  in  all 
cases  new  boilers — sometimes  with  new  engines  and  surface  condensera, 
in  other  instances  with  old  engines  and  new  surface  condensers.  In 
port,  before  starting,  a  number  of  these  boilers  were  filled  with  fresh 
water,  while  another  number  were  filled  with  salt  water.  An  exami- 
nation after  the  first  voyage,  during  which  only  distilled  water  had  been 
used  for  feeding  the  boilers,  showed  the  following  effects,  which  were 
increased  in  every  subsequent  voyage,  until  the  practice  was  adopted 
of  feeding  with,  say,  from  one-sixth  to  one^tenth  of  salt  water.  First, 
both  above  and  below  the  water-line  the  surfaces  of  the  plates,  tubes, 
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and  rivets  were  covered  with  a  deposit  resembling  bydrated  oxide  of 
iron,  which,  when  the  water  was  evaporated,  was  in,  the  state  of  a  fino 
impalpable  brownish  colored  powder.  This  deposit  was  thickest  above 
the  water-line,  sometimes  averaging  f-inch  thick.  When  the  boilers 
were  emptied,  a  thick  slimy  deposit  adhered  all  over  the  inside,  an 
analysis  of  which  showed  that  it  consisted  of — 

Oxide  of  Iron  .....  77*50 

Moisture  .  .  •  •  .  19-7o 

Grease        .  .  .  .  .0  85 

Sulphate  of  Lime  .....    0-80 

Oxide  of  Copper        .....  0-60 

Traces  of  Alumina  and  Chloride  of  Sodium  and  Magnesium 

Loss        .  •     0-50 


100-00 


Secondly,  underneath  this  deposit  the  plates  and  tubes  were  found 
to  be  eaten  into,  indented,  or  ^^  pitted."  The  indentations  varied  iu 
diameter,  from  the  smallest  speck  to  f-inch,  and  in  depth  from  the 
merest  impression  to  the  entire  thickness  of  the  plates  or  tubes.  And 
although  they  were  formed  all  over  the  boilers,  they  were  most  fre- 
quently found  and  were  most  numerous  just  over  the  fireplaces,  and 
in  those  parts  immediately  in  connexion  with  the  greatest  heat.  In 
some  of  these  parts,  the  surface  was  entirely  covered  with  the  indenta- 
tions ;  while  in  other  parts,  as  much  as  a  square  foot  of  plate,  although 
subjected  to  the  greatest  heat,  was  free  from  them.  The  plates  and, 
tubes  in  all  cases,  have  been  of  the  best  iron,  and  by  good  makers ; 
and  the  ^^pittings"  occur  in  what  looks  like  iron  of  good  quality  with 
a  good  fibre  ;  no  slag  or  cinder  being  perceptible.  So  destructive  was 
this  pitting  in  boilers  using  the  same  water  over  and  over  again,  that 
in  one  instance,  the  tubes  of  new  boilers  were  actually  eaten  through 
at  the  end  of  two  or  three  voyages,  extending  over  only  a  few  months 
altogether,  and  it  became  necessary  to  put  in  new  tubes,  and  to  use  a 
portion  of  salt  water  for  feed  to  keep  up  an  incrustation,  so  that  the 
boilers  should  not  be  acted  upon.  If  the  iron  of  the  boilers  had  been 
all  of  one  make,  it  would  naturally  have  been  concluded  that  the  pit- 
ting was  due  to  the  quality  of  the  iron ;  but  as  the  iron  of  different 
boilers  had  been  obtained  from  different  makers  from  time  to  time,  the 
quality  of  the  iron  could  not  be  blamed. 

The  presence  in  the  boiler  of  a  soft  metal — such  as  copper  from  the 
condenser  tubes — it  was  considered,  would  induce  a  galvanic  action 
such  as  might  affect  the  iron  in  some  way.  But  the  analysis  which 
was  made  of  the  deposit  scraped  from  the  boiler,  shows  that  there  was 
scarcely  a  trace  of  any  foreign  metal  there.  Indeed,  it  might  have 
been  eoncluded,  that  a  soft  metal  could  not  be  present ;  for  the  tubes 
of  the  condenser  and  the  copper  pipes  were  all  in  a  perfect  condition. 
Even  at  the  joints,  made  tight  by  India-rubber,  hardened  by  vnloan^' 
izing,  there  was  scarcely  a  speck  of  corrosion. 

A  search  was  then  made  to  ascertain  whether  the  gluey  deposit  was 

S ^resent  that  arises  from  the  decomposition  of  the  tallow  and  oil  used 
or  lubrication ;  as  the  writer  had  firequently  heard  that  such  a  depoail 
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took  place  in  boilers  where  HalFs  surface  condensers  were  nsed.  For 
the  purpose  of  ascertaining  this,  the  mud  cocks  of  a  vessel  were  not 
opened  for  some  time  before  arriving  in  port ;  and  the  fires  were  then 
put  out  on  arrival,  and  the  mud  discharged,  when  the  only  substance 
found  was  the  watery-brownish  deposit  before  referred  to.  The  deposit 
remaining  in  the  bottom  of  the  boiler  was  carefully  examined,  but  here 
again  there  was  only  the  same  deposit.  As  it  was  believed  that  the 
lubricating  material  carried  into  the  boilers  with  the  feed  might,  by 
continued  subjection  to  heat,  form  an  acid  capable  of  producing  the 
effects  observed,  the  kind  of  lubricating  material  employed  was  noticed, 
in  order  to  ascertain  whether  animal  or  vegetable  oils  acted  most  in- 
juriously ;  but  it  was  found  that  the  action  went  on  as  much  with  the 
one  oil  as  with  the  other.  In  case,  however,  a  fat  acid,  formed  as  al- 
ready mentioned,  might  be  the  cause,  pieces  of  chalk  were  put  into 
the  boilers,  and  from  time  to  time  fresh  pieces  were  added ;  carbonate 
of  soda  was  also  mixed  with  the  feed  water  in  regular  doses :  but  all 
to  no  purpose,  the  action  went  on,  getting  worse  and  worse. 

No  alternative  was  therefore  left,  nor  is  there  at  present  any  other, 
as  far  as  the  writer  has  been  able  to  learn,  but  to  feed  the  boilers  with 
a  portion  of  salt  water  sufficient  to  keep  a  thin  incrustation  over  the 
surface  of  the  iron.  It  was  suggested  that  the  deposit  was  nothing 
else  than  rust  or  oxide  of  iron,  and  that  it  was  formed  by  the  chlorine 
present  in  the  small  proportion  of  salt  water,  which  would  combine 
with  the  iron  to  form  chloride  of  iron ;  and  this  being  readily  decom- 
posed by  oxygen,  oxide  of  iron  would  result.  The  difficulty  here, 
however,  was  to  know  whence  the  oxygen  was  obtained ;  tor  the  quan- 
tity of  air  entering  with  the  feed  water  must  have  been  very  small 
indeed.  It  was  also  suggested  that  hydrochloric  acid  might  be  present 
from  the  small  quantity  of  sea  water  that  may  have  found  its  way  into 
the  boilers ;  but  then  the  difficulty  was  to  know  where  a  quantity  of 
the  acid  was  to  come  from  sufficient  to  act  over  such  an  extended  sur- 
face, and  so  rapidly  as  the  results  showed. 

It  was  found,  however,  by  Mr.  Rollo,  one  of  the  writer's  partners, 
that  in  a  pair  of  boilers  at  a  sugar  refinery,  there  was  the  same  brown- 
ish deposit  adhering  all  over  the  boilers,  and  those  parts  subjected  to 
the  greatest  heat  were  'Spitted  **  in  precisely  the  same  manner  as  the 
second  lot  of  marine  boilers  previously  designated  by  the  letter  S. 
Exactly  the  same  effects  were  being  produced.  These  boilers  were 
supplied  with  the  same  water  over  and  over  again,  a  small  quantity  of 
fresh  water  being  added  from  time  to  time  to  make  up  for  the  loss. 
As  the  steam  was  passed  only  through  iron  pipes  for  melting  the  sugar, 
the  damage  to  the  boilers  could  not  result  either  from  the  steam  coming 
in  contact  with  a  soft  metal,  or  from  any  lubricating  material.  The 
boilers  were  of  the  Cornish  construction,  with  one  flue,  and  were  worked 
at  about  the  same  pressure  as  the  marine  boilers  B  already  referred 
to,  say  20  lbs.  per  square  inch  pressure.  A  pair  of  boilers,  of  exactly 
the  same  construction,  placed  alongside  the  first  pair  and  working  at 
about  the  same  pressure,  but  fed  with  water  which  had  not  been  dis- 
tilled, were  then  examined,  to  learn  what  state  they  were  in.    Bat^  . 
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aUhoQgh  put  in  ftbont  the  same  titoe  as  the  two  first  ezamiiied,  these 
boilers  were  found  in  good  condition  and  likely  to  last  for  years,  as 
there  was  not  a  sign  of  corrosion  or  ''pitting; "  whereas  the  two  boilers 
working  with  distilled  water  had  to  be  repaired. 

The  practical  knowledge  thus  acquired  necessarily  led  to  the  eon- 
elosion  that  the  distilled  water  itself  was  the  cause  of  the  corrosion, 
instead  of  any  galranic  action  or  any  fatty  acid.  In  reference  to  the 
question  whether  distilled  water  has  any  particular  action  on  metals, 
toe  chemist  Berthier  found  that  nodular  protuberances  deposited  on 
iron  pipes  containing  distilled  water  consisted  of  21  per  cent,  of  prot- 
oxide of  iron,  58  per  cent,  of  peroxide  of  iron,  5  per  cent,  of  carbonic 
acid,  14^  per  cent,  of  water,  and  1^  per  cent,  of  silica.  The  iron  pipes 
contained  also  a  perrerulent  substance,  which  could  be  produced  at 
pleasure  with  distilled  water  to  which  a  trace  of  carbonate  of  soda  and 
common  salt  had  been  added,  but  not  with  an  addition  of  caustic  alkali. 
Distilled  water  is  known  to  act  powerfully  on  lead,  and  this  action  is 
attributed  by  Dr.  Clark  to  the  remarkable  property  that  distilled 
water  has,  as  compared  with  ordinary  water,  of  dissolving  free  carbo- 
nic acid. 

The  writer  does  not  presume  to  state  confidently  that  distilled  water 
IB  really  itself  the  active  destroyer  of  iron  boilers ;  but,  from  the  ob- 
servations that  have  now  been  referred  to,  and  the  information  he  has 
been  able  to  obtain,  he  thinks  there  is  sufficient  evidence  that  distilled 
water  is,  if  not  the  sole  cause,  at  least  an  active  agent  in  producing 
the  corrosive  effects  that  have  been  described.  If  this  suggestion 
abould  lead  to  the  remedy  of  the  evils  that  have  been  experienced 
where  distilled  water  alone  has  been  used,  another  difficulty  will  have 
been  overcome  towards  the  complete  introduction  of  surface  condensers. 

Mr.  J.  Ramsbottom  said  he  had  been  much  interested  in  the  paper 
just  read,  and  the  conclusions  arrived  at  coincided  with  the  results  of 
bis  own  experience  with  stationary  and  locomotive  engines,  not  with' 
distilled  water,  indeed,  but  with  peat  water,  which  was  almost  as  pure 
as  distilled  water.  He  had  been  informed  that  the  boiler  of  the 
winding  engine  which  formerly  worked  the  Woodhead  Tunnel  on  the 
Sheffield  and  Manchester  line  was  corroded  through  in  a  very  short 
time,  being  fed  exclusively  with  the  peat  water  from  the  Yorkshire 
moors ;  and  on  putting  down  a  second  boiler  in  its  place,  the  precau- 
tion was  taken  of  mixing  with  the  peat  water  a  portion  of  water  from 
one  of  the  shafts,  the  result  of  which  was  that  the  corrosion  was  almost 
stopped,  but  an  incrustation  of  deposit  was  then  formed  inside  the 
boiler.  In  the  same  range  of  hills  he  found  that  the  locomotives  work- 
ing the  Huddersfield  and  Manchester  line,  with  almost  pure  water, 
had  their  boilers  corroded  in  the  same  way ;  and  he  had  now  adopted 
the  plan  of  putting  a  portion  of  carbonate  of  lime  in  the  tanks,  to  pre- 
vent the  corrosion. 

Mr.  C.  Markham  had  also  found  the  use  of  nearly  pure  water  inju- 
rious to  boilers,  and  the  evil  effects  continued  until  the  iaterior  of  the 
boiler  became  sufficiently  coated  with  calcareous  matter  to  prevent  the 
corrosion  going  on.  The  effect  produced  by  using  pure  water  in  boilers 
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that  had  previously  been  worked  with  water  eontainiBg  a  |reat  qwii»- 
tity  of  lime  was  very  remarkable :  some  of  the  locomotives  on  the 
Midland  Railway  were  supplied  with  water  that  contained  mocK  lime, 
causing  a  great  deposit  in  the  boilers  ^  and  when  any  of  these  eaginea 
were  sent  down  to  Sheffield,  where  the  water  came  from  the  moors 
and  was  very  pare,  the  effect  of  the  change  was  that  the  deposit  waa^ 
speedily  removed  in  large  masses ;  and  he  had  seen  a  barrowful  of  the 
calcareoos  matter  removed  and  washed  out  of  a  locomotive  bailer  after 
it  had  worked  for  a  single  day  with  the  Sheffield  water.  So  long, 
however,  as  an  incrustation  of  lime  remained  on  the  plates,  it  had  the 
advantage  of  protecting  them  from  any  injury  by  corrosion  from  purar 
water. 

Mr.  J.  McF.  Gray  thought  the  ^^  pitting  "  observed  in  the  case  of 
locomotive  boilers  working  with  pure  water  was  due  to  the  brass  tabes 
used  in  the  boilers :  for,  on  examining  the  pitted  plates  by  the  micro* 
scope,  he  had  detected  a  minute  speck  of  brass  in  the  centre  of  so  many 
of  the  ^^pits"  as  he  thought  would  warrant  the  conclusion  that  th^ 
was  the  cause  of  all  the  pittine,  in  consequence  of  the  galvanic  action 
produced  by  the  particles  of  l)ra8s.  The  corrosion  of  the  iron  had 
accordingly  been  prevented  in  those  cases  by  suspending  a  piece  of 
zinc  among  the  boiler  tubes,  which  neutralized  the  action  of  the  braas. 
The  pitting  had  not  been  so  extensive  in  the  hottest  plates  of  the 
boilers  as  in  other  parts,  because  at  the  hottest  parts  the  ebuHition  of 
the  water  was  more  violent,  so  that  there  was  less  facility  for  the  par- 
ticles of  brass  becoming  deposited  there  upon  the  plates  to  cause  the 
corrosive  action.  From  the  paper  it  appeared  not  to  be  expected  that 
distilled  water  would  be  able  to  be  used  successfully  in  boilers :  but 
if  the  difficulty  arose  merely  from  the  water  used  being  distilled  water, 
it  might  easily  be  got  over  by  aerating  the  water,  since  the  only  dif- 
ference in  distilled  water  was,  that  it  was  not  charged  with  air  like 
ordinary  water.  The  real  objection,  he  considered,  to  surface  con- 
densation was  that  the  same  water  was  then  used  over  and  over  again 
without  change ;  and  he  thought  this  must  be  the  reason  of  the  corro- 
sion observed  in  the  boilers  of  sugar  refineries,  die  steam  being  con* 
densed  over  the  surface  of  the  evaporating  pans,  whereby  the  water 
became  in  course  of  time  impregnated  with  particles  of  brass  or  copper 
from  the  pans  and  pipes,  gradually  accumulating  in  the  unchanged 
water.  In  the  sugar  plantations  of  the  West  Indies,  where  there  was 
a  difficulty  in  getting  fresh  water,  and  the  same  had  to  be  used  over 
and  over  again,  the  water  was  found  to  get  sour,  as  it  was  termed,  and 
became  more  and  more  injurious  to  iron,  the  longer  it  was  used  with- 
out change.  He  therefore  thought  the  corrosion  observed  was  to  be 
attributed  to  the  specks  of  brass  carried  into  the  boiler  by  the  water 
where  there  was  surface  condensation  of  the  steam. 

Mr.  D.  Rollo  observed  that  the  object  of  the  paper  was  not  to  dis- 
courage the  use  of  surface  condensation,  but  to  point  out  the  difficul- 
ties that  had  been  met  with  in  its  application,  with  a  view  to  ascertain- 
ing how  they  could  be  removed.  With  regard  to  the  boilers  at  the 
sugar  refinery  that  had  been  referred  to,  the  corrosion  could  not,  he 
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thoogbi,  bare  been  eauded  in  tbat  case  by  tbe  presenoe  of  brass  par* 
tides  in  tbe  water ;  for  the  steam  passed  only  between  tbe  two  cast  iron- 
plates  of  the  evaporating  pans,  and  when  condensed,  returned  again 
to  tbe  boiler,  without  coming  in  contact  with  any  brass  at  all  in  the 
apparatus,  the  leakage  being  made  up  by  the  addition  of  a  little  fresh 
water.  There  were  four  boilers,  all  working  together, — two  fed  with 
the  distilled  water  returned  from  the  evaporating  pans  and  two  with 
fresh  water :  the  two  latter,  at  the  time  of  examination,  were  found  in 
perfect  condition  after  four  years  work,  haviue  only  a  large  deposit 
or  scale  of  lime  over  the  surface  of  the  iron ;  while  the  other  two  fed 
with  the  distilled  water,  after  the  same  time  of  working,  had  become 
quite  unsafe  from  corrosion,  and  had  to  be  very  extensively  repaired. 
They  had  tried  various  remedies  for  the  evil ;  suspending  zinc  plates 
in  the  boilers,  but  with  what  result  had  not  yet  been  ascertained ;  cast 
iron  pipes  instead  of  copper  pipes  for  conveying  the  steam ;  and  tinned 
tubes,  sine,  and  gal vaniaed-iron  tubes  in  the  conaensers  instead  of  brass* 
Block  tin  tubes  had  also  been  tried,  but  were  found  not  to  have  strength 
enough  to  support  their  own  weight  when  placed  horizontally.  All 
these  trials  therefore  still  left  the  question  of  the  cause  of  corrosion 
undecided :  but  he  thought  it  could  not  be  the  action  of  copper,  because 
tbe  analysis  that  had  been  made  of  the  deposit  found  in  the  boilers 
using  surface  condensers  showed  a  very  small  proportion  of  copper, 
the  main  metallic  ingredient  being  iron,  and  there  was  not  sufficient 
copper  collected  from  the  boilers  in  the  voyage  of  a  steamship  to  ac* 
count  for  such  an  extent  of  corrosion  as  was  met  with.    Where  much 

frease,  however,  was  used  in  the.  engine,  he  had  seen  the  inside  of  a 
oiler  present  an  appearance  which  he  thought  rendered  it  just  possible 
that  the  fatty  matter  or  acids  contained  in  the  grease  had  something 
to  do  with  deteriorating  the  quality  of  the  water  and  causing  its  corro* 
aive  action. 

Prooeedingt  Hecfa.  Xng.  Soctotj,  Augoft  2, 1868. 


SteelShip$. 

Trom  tbt  Jowul  of  th«  Sodetj  of  Artt,  No.  6Tff. 

Two  large  ships,  built  of  steel  plates,  were  recently  launched  in  the 
Mersey.  Though  some  small  vessels  have  been  built  of  the  same  ma- 
terial, this  is  the  first  instance  in  which  steel  has  been  used  for  ocean 
ships.  The  steel  now  manufactured  for  shipbuilding  purposes  is  said 
to  have  an  advantage  over  iron,  in  being  more  ductUe  and  malleable, 
as  well  as  stronger  and  lighter.  These  qualities  bring  with  them,  it  is 
also  said,  greater  economy  in  building  and  increased  capacity,  both  most 
important  considerations.  Mr.  Jones,  one  of  the  builders,  states  that 
in  the  Formhyj  one  of  the  newly*launched  vessels,  of  1276  tons  bur- 
den, the  weight  of  steel  used  is  500  tons,  whereas,  if  she  had  been 
constructed  of  iron,  800  tons  of  that  metal  would  have  been  required. 
In  a  vessel  like  the  Warrior^  he  declared  that  by  using  steel  greater 
strength  might  be  obtained  with  a  saving  of  one-half  in  the  weight  of 
metal.  Mr.  Reed,  Constructor  of  the  Navy,  made  a  special  journey  from 
London  to  attend  the  launch  and  examine  the  ships.    He  remarked 
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that  merehant  ships  can  be  built  to  test  a  principle,  when  war  shi^ 
cannot,  as  the  former  can  be  examined  and  repaired  annually,  while 
the  latter  are  sent  abroad  for  periods  of  three  or  four  years.  He  per- 
fectly agreed  with  what  had  been  said  of  the  importance  of  steel  for 
the  construction  of  small  ships,  and  stated  that  the  Government  took 

freat  interest  in  the  question  of  employing  steel  as  a  material  for  ship- 
uilding. 


Proeeeding$  of  the  Anociatum  for  the  Prevention  of  Steam  £oiUr 
£xplo9ion$y  Manchester. 

From  ih«  Joaraal  of  the  Sodvty  of  Arts,  No.  654. 
(Report  of  the  Chief  Engineer,  April  28th,  1863.) 
During  the  past  month  there  have  been  examined  288  engines  and 
406  boilers.  Of  the  latter,  6  have  been  examined  specially,  11  inter- 
nally, 79  thoroughly,  and  810  externally ;  in  addition  to  which,  2  hare 
been  tested  by  hydraulic  pressure.  The  following  defects  have  be«n 
found  in  the  boilers  examined  : — Fracture,  5  (one  dangerous);  corro- 
sion, 30  (one  dangerous) ;  safety-valve  out  of  order,  1 ;  water-gauges, 
ditto,  8  ;  pressure  gauges,  ditto,  9 ;  feed  apparatus,  ditto,  1 ;  blow-out 
taps,  ditto,  32;  furnaces  out  of  shape,  4;  over-pressure,  4;  blistered 
plates,  4. — Total,  98  (two  dangerous).     Boilers  without  glass  water- 

fauges,  6 ;  without  blow-out  taps,  18 ;  without  back  pressure-ralyes, 
1. 

Some  explosions  occur  at  too  great  a  distance  from  Manchester  to 
admit  of  a  personal  investigation,  and  of  these  little  or  no  reliable  in- 
formation can  be  obtained  at  the  time.  Of  one  such  which  took  place 
last  year,  and  of  which  the  fact  of  its  occurrence  only  was  therefore 
recorded  in  the  reports,  there  has  since  been,  through  the  kindness  of 
the  engineer  who  investigated  the  explosion  immediately  after  it  hap- 
pened, full  information  with  regard  to  it,  as  well  as  a  drawing  of  the 
boiler  after  rupture,  both  of  which  are  placed  at  the  disposal  of  the 
Association.  From  these  it  appears  that  the  boiler  in  question  was  of 
plain  Cornish  construction,  and  that  the  explosion  resulted  from  collapse 
of  the  internal  flue  tube. 

The  explosion  was  attended  with  fatal  consequences,  the  rush  of 
steam  and  water  from  the  flue  blowing  down  the  end  wall  of  the  boiler- 
house,  abutting  against  a  public  thoroughfare,  in  which  the  workmen 
of  the  establishment,  most  unfortunately,  were  assembling  around  the 
gates  of  the  premises,  a  few  minutes  before  bell  time.  The  steam, 
water,  and  bricks  were  all  scattered  amongst  the  group,  and  five  lires 
sacrificed. 

The  length  of  the  boiler  was  2G  feet ;  the  diameter  of  the  shell,  7 
feet ;  that  of  the  internal  flue,  4  feet ;  and  the  thickness  of  the  plates 
in  both,  three-eighths  nominally,  while  at  the  centre  of  the  flue  it  was 
found,  after  the  explosion,  to  have  been  but  little  more  than  one-quar- 
ter. The  boiler  had  been  purchased  second-hand,  while  the  workman- 
ship is  reported  to  have  been  inferior,  and  the  flue  tube,  though  sup- 
posed to  be  circular,  to  have  proved  actually  oval  at  the  middle  of  its 
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length.    This  flae  was  not  strengthened  by  flanged  seams  or  hoops,' 
while  the  working  pressure  was  60  lbs.  to  the  square  inch. 

Under  these  circumstances  it  is  clear  that  the  simple  weakness  of 
the  flue  was  the  cause  of  the  explosion,  which  must,  therefore,  be  add- 
ed to  the  already  lon^  list  of  those  which  could  have  been  prevented 
by  the  simple  precaution  of  strengthening  the  flue,  either  with  flanged 
aeams  or  hoops,  while  the  weakness  could  not  have  escaped  detection 
on  competent  inspection,  or  practical  exposure  on  the  application  of 
the  hydraulic  test. 

No.  6  explosion,  like  the  preceding  one,  occurred  at  a  considerable 
distance  from  Manchester,  and  although  it  took  place  last  month,  was 
only  reported  within  the  last  few  days ;  and  there  has  as  yet  been  no 
opportunity  of  obtaining  further  particulars  with  regard  to  it  than 
that  the  boiler  was  of  plain  cylindrical,  egg-ended  construction,  exter- 
nally fired,  and  was  thrown  by  the  explosion  to  a  considerable  distance 
from  its  original  seat,  which  is  always  the  case  with  this  description  of 
boiler* 

Neither  of  the  two  boilers  just  referred  to  were  under  the  inspection 
of  this  Association. 

Three  explosions  have  occurred  during  the  past  month  to  boilers 
not  under  the  inspection  of  the  Association,  by  which  nine  persons 
were  killed,  and  four  others  injured.  All  of  these  explosions  occurred 
80  far  from  Manchester  that  only  one  of  them — viz :  No.  8,  which 
was  by  far  the  most  important — had  been  personally  investigated. 

The  following  is  the  monthly  tabular  statement : — 

Tabxtlar  SxATEMKin?  OF  EXPLOSIONS  FROM  March  28,  1868,  TO  April  24, 

1863,  INCLUSITB. 


Index  No. 

Date. 

General  Description  of  Boiler. 

1^ 

il 

Total. 

No.  7. 
No.  8. 

No.  9. 

April  7. 
April  8. 

Plain  cylindrical  Externally  fired, 

Eour  cylindrical  egg-ended  Externally 
fired, 

One  ordinary  sindie  flue  or  "Cornish" 
Internally  fired, 

(These  five  boilers  all  exploded  simul- 
taneously.^ 

Plain  cylindrical  Externally  fired. 

0 
9 

0 

0 
4 

0 

0 
13 

0 

Total, 

. 

. 

9 

4 

18 

No.  8.  Explonon, — This  explosion  occurred  at  an  iron-works,  and 
is  one  of  the  most  remarkable  that  have  come  under  the  notice  of  this 
Association — ^five  boilers,  working  side  by  side,  having  in  this  instance 
exploded  simultaneously,  the  shells  of  all  of  them  being  rent  asunder, 
and  thrown  to  a  considerable  distance  from  their  original  brick-work 
setting,  which  was  completely  destroyed,  and  reduced  to  a  heap  of 
ruins.  The  fragments  and  boiler  fittings  were  shot  in  every  direction, 
many  of  them  falling  through  the  roofs  of  the  adjoining  buildings,  and 
one  through  that  of  the  dwelling-house  of  the  proprietor.    Two  of  the 
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boilers  were  thrown  over  a  tramway,  and  landed  in  a  ploughed  field  be- 
yond; one  of  them  raking  the  rails  in  its  course,  cutting  them  completely 
through  at  the  solid  metal,  and  tearing  np  the  roadway,  a  piece  of 
one  of  the  rails,  that  had  been  shorn  off,  being  carried  away  to  a  dis- 
tance with  the  boiler. 

The  five  boilers  were  ranged  side  by  side,  all  of  them  being  connect- 
ted,  both  by  the  steam-pipe  and  feed-pipe.  Their  direction  was  very 
nearly  north  and  south,  the  furnaces  being  at  the  south  end.  No.  1 
boiler,  commencing  at  the  west,  was  of  Cornish  construction  and  inter- 
nally-fired, while  the  remaining  four  were  cylindrical,  with  egg-ends, 
and  externally -fired.  The  length  of  all  the  boilers  was  about  25  feet, 
while  the  diameter  was  6  feet  in  No.  1,  and  5  feet  in  the  remaining 
four,  the  thickness  of  the  plates  being  seven-sixteenths  in  the  former, 
and  three-eighths  in  the  latter.  The  boilers  were  each  fitted  with  one 
feed-back  pressure- valve  and  feed  stop- valve  combined,  one  glass  water- 
gauge,  one  alarm  low-water  steam  whistle,  worked  by  a  float  fixed 
inside  the  boiler,  and  one  lever  safety-valve,  of  4  inches  diameter,  in 
addition  to  a  Bourdon's  pressure-gauge  fixed  on  the  steam-pipe  at  some 
distance  from  the  boilers.  The  safety-valve  admitted  of  nearly  60 
pounds  per  square  inch,  but  it  was  stated  that  45  pounds  had  been  the 
limit  at  which  the  boilers  had  been  worked,  since  the  weight  had  al- 
ways been  placed  at  some  distance  from  the  end  of  the  lever.  ESven 
the  higher  pressure,  however,  would  not  have  been  excessive  for  boil- 
ers of  such  dimensions,  as  far  as  the  cylindrical  shells  are  concerned. 

The  rents  were  extremely  complicated  by  the  effects  of  the  explosion, 
and  although  highly  important  to  do  so,  it  is  in  these  cases  difficult  to 
determine  which  are  the  rents  from  which  the  explosion  sprung,  and 
which  are  those  that  resulted  from  it;  or  otherwise,  which  rents  are  the 
primary  ones,  and  which  the  secondary  ones.  It  appeared,  however,  that 
all  the  egg-ended  boilers  had  rent  in  two,  transversely,  one  portion 
flying  northward  and  the  other  southward,  the  rent  occurring  at  one  of 
the  transverse  seams  over  the  furnace,  while  the  larger  portion  had  in 
every  instance  flown  northwards.  In  some  cases  bothenas  were  blown 
out,  and  the  plates  ''  vandyked  "  and  curled  up,  the  distortion  being 
such  as  is  difiicult  to  describe.  These  latter  effects  were  due  to  the 
flight  of  the  parts  and  the  consequent  shock  on  grounding,  and  may  be 
considered  as  secondary,  while  it  is  clear,  from  the  direction  in  which 
the  parts  had  flown,  as  well  as  from  the  character  of  the  rentp  them- 
selves, that  the  primary  ones,  from  which  the  explosion  had  sprang, 
were  those  at  the  transverse  seams  over  the  furnace. 

The  Cornish  boiler  was  also  rent  transversely,  at  about  the  middle 
of  its  length,  both  through  the  shell  and  flue  tube,  the  end  furthest 
from  the  furnace  being  demolished,  the  shell  being  opened  out,  ripped 
spirally,  and  the  end  plate  torn  off.  The  other  half  of  the  boiler  was 
comparatively  uninjured,  the  whole,  though  thrown  from  its  original 
Beating,  holding  together,  and  the  furnace  retaining  its  cylindrical 
shape. 

There  is  no  reason  for  attributing  the  explosion  either  to  a  deficiency 
in  the  number  of  the  fittings,  to  unwise  or  excessive  pressure,  or  to 
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shortness  of  frater,  but  to  the  weakness  of  the  transverse  seams  over 
the  furnace, — to  which  all  externally-fired  boilers  are  found  to  be  lia- 
ble,— aggravated  in  the  present  instance  by  the  use  of  sedimentary 
water  and  the  mode  of  introducing  it,  by  which  it  was  injected  directly 
upon  the  plates  at  the  bottom  of  the  boiler,  and  immediately  over  the 
fire. 

There  still  remains  to  be  explained  the  fact  of  the  whole  series  of 
five  boilers  having  exploded  simultaneously. 

The  percussive  force  of  water,  as  an  important  element  in  producing 
the  destructive  effects  in  steam  boiler  explosions,  has  lately  excited 
considerable  attention,  and  is  a  subject  of  much  interest.    The  view  is 
as  follows : — The  temperature  of  water  in  a  steam-boiler  working  at 
60  pounds  pressure,  is  300°,  which  is  88°  above  the  boiling  point  at 
atmospheric  pressure.     On  the  occurrence  of  a  rent  above  the  water- 
line,  or  the  rending  off  of  a  steam  dome,  the  bio  wing-off  of  the  man-hote 
cover,  or  the  fracture  of  a  steam-pipe,  &c.,  the  steam  above  the  surface 
of  the  water  would  escape  and  remove  the  pressure  from  it.     The  88° 
of  free  heat,  with  which  the  whole  body  of  water  is  charged,  over  and 
above  that  necessary  for  maintaining  it  at  the  boiling  point  at  atmo- 
spheric pressure,  would  instantly  flash  a  considerable  portion  of  it  into 
steam,  while  the  globules,  not  being  generated  at  the  surface  merely 
but  throughout  the  whole  mass,  would  blow  up  the  water  with  consider- 
able force,  converting  it  into  a  projectile,  having  a  velocity  equal  to 
tbat  due  to  the  pressure.      This  would  give  it  a  destructive  force  far 
g;reater  than  that  of  the  simple  statical  pressure  of  the  steam  ;  just  as 
in  the  injector  the  stream  of  water  acquires  a  force  of  penetration  that 
renders  it  superior  to  the  pressure  of  the  steam  that  imparted  it,  and 
which  enables  it  to  enter  a  boiler  working  at  a  higher  pressure  than  the 
one  supplying  the  injector.     It  is  thought,  by  its  advocates,  that  on 
this  principle  it  is  possible  that  an  explosion  might  happen,  without 
either  the  existence  of  any  previous  weakness  of  the  boiler,  the  occur- 
rence of  any  primary  rent,  or  excessive  pressure,  but  simply  from  the 
sndden  removal  of  the  steam  from  the  surface  of  the  water,  when  it 
urould  be  violently  projected,  as  just  explained,  against  the  upper  part 
of  the  shell.    It  has  been  proposed  to  submit  this  to  the  test  of  ex- 
periment, and  to  accomplish  the  instantaneous  clearance  of  the  steam 
space,  either  by  condensation,  effected  by  the  introduction  of  a  jet  of 
cold  water,  or  by  the  opening  of  a  large  valve.    Such  an  investigation 
irould  certainly  be  most  interesting  and  useful,  while  the  result  would 
be  highly  prized  by  the  engineering  world.  Of  the  fact  of  the  sudden 
liberation  of  the  steam  throwing  up  the  water  there  can  be  no  question, 
since  that  is  already  a  matter  of  experience ;  whether,  however,  the  en- 
tire steam  space  can  be  so  instantaneously  cleared  as  to  allow  sufficient 
velocity  of  the  water  being  attained — on  the  accomplishment  of  which 
the  force  of  impact  depends — appears  to  me  a  matter  of  question,  and  I 
cannot  but  think  that  steam  would  be  generated  with  sufBcient  rapidity 
on  the  surface  of  the  water,  to  retard  the  velocity  of  the  mass,  as  well 
as  to  form  a  cushion  which  would  soften  the  blow  against  the  shell  of 
the  boiler.     This  is  a  nice  point,  and  must  await  the  issue  of  the  ez- 
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periment  for  determination.  I  have  for  8ome  time  since,  in  ezaomiiw 
exploded  boilers,  carefully  searched  for  indications  of  this  action,  uA 
it  appeared  at  first  that  there  were  manifestations  of  it  in  the  explodon 
under  consideration.  For  instance,  the  feed  water  had  been  introdnocd, 
as  previously  stated,  at  the  top  of  the  boiler,  the  feed  stop-valve  bdog 
bolted  to  the  side  of  the  steam  dome,  and  the  water  carried  by  the 
feed-pipe  through  the  steam  space.  The  failure  of  this  feed-pipe  would 
have  allowed  the  water  to  play  amongst  the  steam,  and  thus  prodme 
the  very  condensation  desired  in  the  proposed  experiment  just  men- 
tioned ;  added  to  which,  the  steam  domes  were  torn  off  from  the  shells, 
as  if  by  upward  impact,  and  blown  in  a  different  direction  to  the  boil- 
ers themselves.  The  feed  water,  however,  proved  to  have  been  heated 
by  the  exhaust  steam  from  the  engine,  and  thus  would  have  produoel 
but  tardy  condensation  ;  and  even  if  the  flight  of  one  boiler,  on  the 
rending  of  the  transverse  seams  over  the  furnace,  had  carried  away 
the  steam  pipe,  or  rent  off  the  domes  of  the  others,  which  is  highly 
probable,  and  thus  by  suddenly  relieving  the  steam-pressure,  set  up 
this  percussive  action — still,  the  force  of  the  impact,  which  must  haie 
been  upward,  can  hardly  be  supposed  lo  have  developed  the  transverse 
rents  previously  described,  or  to  have  thrown  one-half  of  the  boiler  to 
the  south  and  the  other  to  the  north.  With  a  full  appreciation  of  the 
Talue  of  the  impact  theory,  it  is  not  thought  that  it  implies  in  the  pre> 
sent  instance,  as  having  produced  primary  rents,  important  as  it  may 
have  been  in  developing  secondary  ones,  but  every  opportunity  will  be 
taken  of  watching  for  its  manifestation,  and  communicating  the  results 
to  the  members. 

The  cause  of  the  simultaneous  explosion  is  thought  to  have  been  as 
follows : — A  single  externally-fired  egg-ended  boiler,  say  No.  3,  rent 
at  one  of  the  transverse  seams  over  the  furnace  in  the  first  instance.  The 
escape  of  steam  and  water  from  the  bottom  of  the  boiler  then  lifted 
the  remaining  ones,  and  threw  them  up  in  the  air  several  feet  hisb, 
blowing  down  at  the  same  time  the  brickwork  seating,  so  that  ue 
boilers  on  coming  again  to  the  ground,  fell  upon  a  loose  irregular  bed, 
and  all  became  so  strained  that  each  rent  and  exploded  in  turn.  That  the 
percussive  action  of  the  steam  was  sufficient  to  have  done  this,  is  illus- 
trated by  the  fact,  that  one  of  the  cast  iron  rolls  from  the  mill  was  lift- 
ed by  it  at  the  time  of  the  explosion  to  the  height  of  several  feet. 

A  reference  may  be  of  assistance,  to  a  very  similar  explosion  which 
occurred  last  year,  the  particulars  being  given  in  the  monthly  report 
for  March,  1862.  In  that  instance  there  were  four  boilers  set  aide  by 
side,  and  connected  together ;  three  of  these  were  egg-ended  and  ex- 
ternally-fired, while  the  fourth  was  a  Cornish  boiler.  The  three  for- 
mer were  at  work  and  all  exploded  simultaneously,  while  the  latter,  not 
having  steam  up,  escaped,  but  had  evidently  been  lifted  some  consider- 
able height  by  the  explosion  of  the  others,  and  on  its  fall  rent  at  the 
bottom  of  the  shell  transversely,  and  the  flue  tube  was  also  dislocated 
at  its  connexion  with  the  end  plate.  The  fall  had  made  such  serioas 
rents  in  the  shell,  that  had  there  been  anv  steam  in  the  boiler  at  the 
time,  an  explosion  must  inevitably  followed.  This,  it  is  thought,  affords 
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the  key  to  the  explanation  of  the  simidtaneoiis  ezT^osioQ  of  the  fii^ 
boflers  under  consideration,  and  whioh,  it  is  ooncladed,  was  due  simply 
to  the  fracture  of  a  sinele  externally-fired  hoiler,  at  the  transverse 
seams  over  the  fire,  in  the  first  instance ;  and  to  the  effect  upon  the 
others,  of  the  percussive  action  of  the  steam  and  water  escaping  there- 
from, in  the  second. 

Explosions  No.  7  and  No/,9  were  very  similar  in  character  one  to  the 
other.  Neither  of  the  exploded  boilers  haying  been  personally  examined, 
only  the  following  scanty  particulars  have  been  obtained: — 

No.  7  explosion  occurred  at  a  colliery  to  a  cylindrical  externally- 
fired  boiler,  36  feet  long  and  6  feet  in  diameter.  This  boiler  formed 
one  of  a  series  of  five,  being  the  second  from  the  engine-house.  It  was 
rent  by  the  explosion  into  four  pieces,  while  the  escape  of  steam  and 
water  blew  up  the  boiler  seated  next  to  it,  which  was  the  centre  one 
of  the  series,  flattening  it  on  one  side,  reversing  it  end  for  end  in  position, 
and  rolling  it  over  the  other  boilers,  finally  depositing  it  on  the  ground 
beyond.  It  will  be  seen  that  the  treatment  of  this  boiler,  on  the  rup- 
ture of  the  one  alongside  of  it,  corroborates  the  view  given  with  regard 
to  the  cause  of  the  simultaneous  explosion  of  the  five  boilers  referred 
to  above,  and  it  is  hoped  that  fuller  particulars  may  be  obtained. 

No.  9  explosion  occurred  at  an  iron-works,  to  a  cylindrical  exter- 
nally-fired boiler,  about  85  feet  long  and  5  feet  diameter,  which  was 
the  outer  boiler  of  a  series  of  five. 

It  will  be  observed  that  the  seven  boilers  which  have  exploded  dur- 
ing the  month  have  all  been  of  the  egg-ended,  externally-fired  class, 
with  the  solitary  exception  of  the  Cornish  one,  which  suffered  only 
through  the  explosion  of  the  others ;  and  it  is  trusted  that  the  fact  of 
the  constantly  recurring  failure  of  these  externally-fired  boilers  will  at 
length  dispel  the  false  estimate  so  generally  entertained  of  their  safety. 
The  proprietor  of  the  iron-works  at  which  No.  8  explosion  occurred, 
St  once  adopted  the  wisest  course,  and  resolved  upon  having  no  more 
of  Uie  externally-fired  class  upon  his  works,  but  laying  down  ^^Lan- 
cashire" boilers  in  their  place ;  experience  haying  shown  him  that  the 
plates  over  a  furnace  of  an  internally-fired  boiler  may  fail  without  mov- 
ing it  off  its  seat,  or  causing  any  loss  of  life ;  while  with  an  egg-ended 
boiler  its  entire  rupture  and  the  flight  of  the  parts,  as  in  No.  7  explo- 
sion, is  the  result. 

In  another  case  one  of  our  members,  employing  several  of  these  ex- 
ternally-fired boilers,  has  found  them  to  crack  at  tne  transverse  seams, 
without  warning,  for  a  length  of  two  feet,  and  consequently  determined, 
as  in  the  previous  instance,  to  condemn  them  altogether ;  while  to 
prevent  rupture  in  the  meantime,  before  they  can  be  replaced,  con- 
templates lashing  the  two  ends  together  with  strong  longitudinal  stays, 
80  as  to  prevent  their  flying  apart  should  failure  at  the  transverse 
aeams  occur. 

XLVII.— Third  Sbbiis.— No.  8.— March,  1864.  16  f 
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On  the'Behavior  of  Chloride,  Bromide^  and  Iodide  of  Silver  in  Light,  end 
the  Theory  of  Photography.    By  Hbkman  Vogel. 

f  Vrom  tbe  London  GhemlMl  Vewt,  Not.  900,  and  266. 

(Continued  from  page  127.) 

(The  next  question  entered  upon  by  the  author  is  that  of  the  influence 
which  foreign  matters  exert  on  the  changes  which  chloride,  iodide,  and 
bromide  of  silver  undergo  in  the  light.  Water  appears  to  have  no  in- 
fluence on  the  action  of  light.  In  the  case  of  chloride  of  silver,  acetic 
and  dilute  sulphuric  acid  seemed  to  exert  no  iniuence  on  the  changes 
of  color,  but  nitric  acid  appeared  to  delay  the  coloration.  AgCl  placed 
in  yellow  fuming  NO^  colored  slowly,  partly  in  consequence,  the  author 
aupposeS)  of  some  absorption  of  the  chemical  rays.  Fuming  SO,  com- 
pletely prevented  the  coloration;  after  a  week's  exposure  the  AgCT 
remained  perfectly  white.  AgCl  is  slightly  soluble  in  fuming  SO3,  and 
forms  with  it  a  compound  insensible  to  light.  UGl  prevents  the  color- 
ation of  AgCl,  perhaps  in  consequence  of  the  formation  of  a  compound 
on  which  light  has  no  action.  A  solution  of  sulphate  of  iron  also  hin- 
dered the  coloration  of  AgCl  by  absorbing  the  greater  part  of  the 
chemical  rays. 

The  influence  of  dilute  acids  on  the  coloration  of  bromide  of  silver 
is  insignificant.  That  exposed  under  nitric  acid  was  much  less  colored 
than  that  exposed  for  the  same  time  under  water.  On  boiling  colored 
AgBr  in  NOg,  sp.  gr.  1-2,  the  grey  violet  mass  changed  to  a  uniform 
yellow  grey,  but  no  silver  was  dissolved. 

The  influence  of  acids  on  the  changes  of  AgI/3  are  the  most  striking. 
Five  glasses  were  simultaneously  exposed  containing  AgI/9  with  nitric 
acid  (sp.  gr.  1'2),  sulphuric  acid  (,HO,5S03),  acetic  acid,  nitric  acid, 
and  water.  After  a  few  minutes  the  difierences  in  color  were  remark- 
able. The  iodide  under  water  appeared  of  a  deeper  grey  than  that 
under  the  acids ;  but  that  under  nitric  acid,  was  still  yellow.  After  an 
hour's  exposure  that  under  the  NO 5  still  appeared  a  pure  yellow,  un- 
der SO  3  it  was  somewhat  grey,  under  acetic  and  citric  acids  of  a 
darker  shade,  but  that  under  water  was  darkest.  After  a  day's  expo- 
sure the  iodide  under  NO  5  also  became  grey. 

When  NO  5  is  poured  upon  grey  Agl,  the  iodide  is  quickly  restored 
to  its  original  yellow  color,  but  no  silver  is  dissolved;  but  some  decom- 
position takes  place  on  long  standing.  SO3  also  exerts  a  slight  bleach- 
ing power. 

Agl^  exposed  under  a  solution  of  KI  did  not  change  in  the  least. 
When  a  solution  of  KI  on  grey-colored  Agl,  the  latter  turned  yellow 
immediately.  In  the  former  experiment  iodine  was  set  free  in  conse- 
quence of  the  decomposition  of  some  KI.  The  author  proved  that  a 
solution  of  KI  in  water  is  quickly  decomposed  on  exposure.  Paper 
soaked  in  solution  of  KI,  and  exposed  under  a  negative,  gave  a  yellow 
picture  on  a  white  ground,  the  former  turning  blue  when  a  dilute  starch 
solution  was  applied. 

The  author  comes  next  to  the  influence  of  nitrate  ofnlver.  In  the 
case  of  chloride  of  silver  exposed  m  a  solution  of  one  part  AgONO^ 
to  five  parts  HO,  the  action  of  light  seemed  to  be  a  little  accelerated. 
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When  bromide  of  silrer  was  exposed  with  the  solation  of  nitrate  it  be- 
came intensely  colored  in  a  few  minutes.  In  diffused  light  the  change 
was  remarkable ;  but  when  exposed  to  direct  sanlight  the  AgBr  in  a 
few  minutes  became  of  a  dark  blackish  grej  with  a  shade  of  violet, 
Agl  under  the  same  circumstances,  was  colored  in  a  few  minutes  of 
deep  grey  with  a  greenish  shade.  This  deep  coloration  took  place  when 
a  dilute  solution  of  AgONOg  was  employed.  When  AgBr  and  Agl 
were  both  exposed  together  in  a  solution  of  AgONO^,  the  AgBr  be- 
came more  deeply  colored  than  the  Agl. 

To  account  for  these  appearances,  the  author  first  exposed  simple 
Bolutions  of  nitrate  of  silver,  and  satisfied  himself  that  even  when  pure 
water  was  employed  some  decomposition  took  place,  and  silver  waJ 
■eparated.  He  believes  that  the  nitrate  of  silver  is  first  reduced  to  the 
state  of  suboxide,  which  is  acted  on  by  the  free  nitric  acid  and  further 
reduced  to  metaliic  silver.  It  was  found  that  AgBr  exposed  in  the  ni- 
trate solution  showed  the  presence  of  free  silver,  and  the  author  infers 
that  the  reduction  of  nitrate  promotes  the  reduction  of  the  bromide, 
and  believes  the  darker  coloration  to  be  the  consequence  of  this 
double  action. 

In  chloride  of  silver  exposed  in  solution  of  nitrate  the  author  found 
that  a  separation  of  silver  took  place. 

In  the  case  of  Agl  exposed  in  a  solution  of  AgONOj  the  author 
also  believes  that  some  reduction  takes  place.  A  solution  of  NaOS^O ^ 
poured  on  iodide  so  exposed  leaves  behind  a  small  quantity  of  greyish- 
black  granules,  which  may  be  separated  by  long  washing  and  decanta- 
tion.  They  dissolve  in  NO  5  and  the  solution  gives  a  precipitate  with  HCl. 

Schnauss  ascribes  the  intense  coloration  which  takes  place  with  Agl 
nnder  the  nitrate  to  the  formation  of  a  compound  of  Agl+AgONOj, 
which  is  peculiarly  sensible  to  light.  He  found  that  on  boiling  Agl  in 
a  concentrated  solution  of  the  nitrate,  silky  crystals  were  deposited, 
which  very  quickly  blackened  in  the  light.  Sutton  and  Schnauss  both 
suppose  the  sensibility  of  Agl  to  depend  upon  the  presence  of  a  trace 
of  nitrate  which  cannot  be  removed  by  washing.  The  author  himself 
regards  the  heightened  sensibility  of  Agl  in  contact  with  AgONO^  as 
the  result  of  a  simple  contact  action.  He  denies  that  a  trace  of  nitrate 
has  the  effect  ascribed  to  it,  and  quotes  the  following  experiments  to 
support  his  position : — 

He  took  paper  prepared  with  Aglj8,  and  after  well  washing,  left  it 
for  five  minutes  in  a  solution  of  common  salt  (five  per  cent.).  Jf  any 
traee  of  nitrate  had  remained  it  would  then  have  been  converted  into 
chloride.  The  paper  was  then  again  well  washed,  and  afterwards  ex- 
posed. It  behaved  in  exactly  the  same  way  as  paper  not  treated  with 
common  salt.  ' 

The  author  then  gives  the  following  re$umi  of  the  results  he  obtained 
in^is  experiments  : — 

1.  Chloride  of  silver,  whether  prepared  with  an  excess  of  silver  salt 
or  with  excess  of  HCl  or  NaCl,  is  decomposed  in  the  light,  becoming 
colored  violet,  not  black ;  chlorine  being  set  free,  and  a  8ubchlorid<| 
left  behind.  .    ..-i 
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2.  This  deeompoeition  takes  place  when  all  noklure  is  exdnded, 
V^d  under  Englm  SO.  and  NOg. 

8.  HGl  and  faming  SO,  completely  prevent  the  decompofiition ;  En- 
glish SO,  and  NO^  onlv  delaj  it. 

4.  Sulphate  of  iron  solotion  also  delajg  the  action  by  absorbbg  some 
of  the  chemcal  rays. 

5.  A  solution  of  AgONOg  hastens  a  little  the  coloration  of  Agd 
by  light.  In  this  case  free  silver  instead  of  a  subchloride  is  formed  in 
consequence  of  the  decomposition  of  the  nitrate. 

6.  Bromide  of  silver,  whether  prepared  with  an  excess  of  silver  salt, 
or  of  EBr  solution,  is  colored  a  pale  grey  violet  in  the  light,  giving 
bromine  and  leaving  a  subbromide  of  silver* 

7.  This  subbromide  decomposes  in  NH,,  giving  metallic  silver  and 
a  solution  of  AgBr. 

8.  Nitric  aciddelays  the  action  of  li^ht  on  AgBr  more  than  on  AgCL 

9.  By  heating  the  colored  AgBr  with  NO5  the  color  is  changed  to 
a  yellow  grey,  and  no  silver  is  dissolved. 

10.  Nitrate  of  silver  solution  greatly  hastens  the  action  of  light  oq 
AgBr,  and  in  this  case  not  only  a  subbromide  but  metallic  silver  also 
is  produced. 

11.  AgCl  precipitated  from  an  excess  of  silver  solution  decomposea 
sooner  in  the  light  than  AgBr  precipitated  under  like  conditions.  AgCl 
precipitated  in  excess  of  NaCl  solution,  on  the  contrary,  decomposes 
more  slowly  than  AgBr  precipitated  by  an  excess  of  NaBr. 

12.  Agl  precipitated  by  an  excess  of  KI  solution  is  not  in  the  least 
affected  by  light. 

13.  Agl  precipitated  in  an  excess  of  silver  solution  becomes  colored 
a  pale  ^rey  in  the  light.  No  iodine  is  set  free,  and  any  chemical  de- 
composition is  in  the  highest  degree  improbable. 

14.  Acids,  even  diluted,  delay  the  coloration  of  Agl  in  the  light. 

15.  Nitric  acid,  specific  gravity  1*2,  restores  the  yellow  of  darkened 
iodide,  but  no  silver  is  dissolved. 

16.  KI  solution  instantly  turns  the  deep  yellow  Agl  precipitated  in 
an  excess  of  silver  salt  to  a  pale  yellow  and  destroys  its  sensibility ;  it 
also  turns  the  grey  colored  iodide  to  a  pale  yellow. 

17.  AgONOff  greatly  promotes  the  action  of  light  on  Agl. 

18.  Of  the  three  salts  AgCl,  AgBr,  Agl,  when  exposed  in  contact 
with  AgONO,,  AgBr  becomes  most,  and  AgCl  the  least  colored. 

19.  Pure  solid  AgONO^  does  not  decompose  in  the  light,  but  a  small 
quantity  of  silver  separates  from  a  solution  in  the  form  of  small  black 
granules. 

20.  Solid  KI  does  not  decompose  in  the  light,  but  free  iodine  is  soon 
separated  on  the  exposure  of  a  solution. 

The  author  next  occupies  himself  with  the  changes  which  are  pro- 
duced in  the  developing  process. 

What  are  th4  changes  produced  in  the  developing  proeeee  f 
The  author  starts  with  a  review  of  the  various  opinions  advanced 
by  Schnauss,  Sutton,  Hardwich,  Monckhoven,  Devanne,  and  others. 
This  we  omit,  and  proceed  with  the  original  experiments  here  detailed. 
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In  the  first  plaoe  he  ]prepared  »  nwnber  of  pspars,  bj  floatiDg  them 
first  on  the  solutions  of  iodide  of  potassimui  bromide  <^  potassium^  umI 
chloride  of  sodium,  and  afterwards  on  a  solution  of  nitrate  of  silver 
containing  8  per  cent,  of  AgONOs  •  These  were  well  washed  and  then 
dried. 

The  AgCl  paper  was  quite  white,  the  AgBr  pale  yellow,  the  AffI 
dark  yellow.  Papers  se  prepared  were  oarefuUy  preserved  from  the 
light  for  some  weeks,  during  which  time  they  wore  but  very  slightly 
colored. 

The  developer  employed  was  a  solution  of  one  gramme  of  pyro*- 

ftUic  acid,  and  one  gramme  of  citric  acid  in  250  grammes  of  water, 
our  drops  of  a  5  per  cent,  nitrate  of  silver  solution  were  added  to 
five  cubic  centimetres  of  the  foregoing  solution.  The  object  of  the  citric 
acid  was  to  delay  the  reduction  of  the  silver  salt  by  the  pyrogallic 
acid. 

When  pure  pyrogallic  acid  is  mixed  with  a  silver  solution  a  precipi- 
tate is  almost  immediately  produced  of  granular,  pulverulent  silver, 
mixed  with  a  black  substance,  which  may  be  extracted  by  means  of  am* 
monia.  Such  a  precipitate  is  obtained  on  the  unexposed  as  well  as 
the  exposed  parts  of  the  paper ;  but  when  an  acid  is  employed  the  pre- 
cipitate appears  more  slowly,  and  first  on  the  exposed  part,  and  only 
later  when  the  decomposition  has  proceeded  to  the  end  does  the  unexposed 
part  become  faintly  colored.  It  is  easy  to  remove  the  developer  before 
the  coloration  of  the  unexposed  part  takes  place. 

First  experiment.  Strips  of  the  chloride,  iodide,  and  bromide  of 
silver  paper,  prepared  as  described,  and  also  a  strip  dipped  only  in  so* 
lution  of  AgONOo  and  afterwards  washed,  were  exposed  to  difiused 
daylight  for  one  minute,  half  of  the  paper  being  covered.  The  exposed 
part  of  the  Agl  paper  was  colored  pale  grey,  the  AgBr  pale  grey  vio^ 
let,  the  AgCI  pale  violet. 

The  developer  before  mentioned  was  poured  over  the  papers  simul* 
taneously.  The  exposed  parts  presently  became  darker,  the  Agl  soon- 
est, then  the  AgBr,  last  the  AgCl.  The  coloration  gradually  deepened, 
and  in  the  end  the  Agl  became  of  a  deep  black  grey,  the  AgBr  a  clear 
brownish  grey,  and  the  AgCl  a  pure  brownish  yellow  shade. 

The  paper  prepared  with  nitrate  of  silver  only  was  but  faintly 
colored  on  the  exposed  part,  but  left  in  the  air  for  some  minutes  it 
became  brownish,  a  proof  that  a  trace  of  silver  was  left  after  the  wash*- 
ing. 

2.  The  same  experiment  was  repeated,  but  in  place  of  the  developer 
before  mentioned,  a  solution  of  pyrogallic  acid  without  any  silver  so- 
liUian^  was  poured  over  the  papers.  By  this  the  papers  were  not  color- 
ed even  after  a  minute. 

From  these  experiments  it  results: — 

1.  That  pyrogallic  acid  alone  does  not  effect  any  change  in  exposed 
Agl,  AgBr,  and  AgCl  paper. 

%  That  the  haloid  salts  of  silver  in  the  nascent  state  possess  the  pro* 
perty  of  attracting  and  fixing  the  separated  granular  and  pulverulent 
silver. 
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8.  That  ]>ftper  ioaked  in  rilrer  Bolntion  onl j,  and  eyen  after  Imig 
washing,  retains  a  traoe  of  silrer,  and  browns  in  the  light,  bdlamg 
irith  the  developer  just  like  AgCI,  A^Br,  Agl,  paper. 

The  author  afterwards  repeated  his  experiments  with  papers  pre- 
pared according  to  Bnnsen  and  Boscoe's  method  by  complete  immer- 
sion in  the  solutions,  and  ascertained  that  of  the  three  silver  salts, 
after  exposure  to  light  under  perfectly  similar  circumstances,  the  Agl 
is  most  deeply  colored  by  the  developer,  and  the  AgCl  the  least  This 
is  remarkable,  inasmucn  as  AgGl  is  the  salt  which  is  most  deeply 
colored  by  light  alone,  and  undergoes  the  greatest  chemical  change ; 
while,  on  the  contrary,  Agl  undergoes  the  least  visible  alteration  im 
the  light,  and  probably  suffers  no  chemical  change.  It  follows  that  the 
change  occasioned  by  light,  which  renders  these  capable  of  attracting 
silver  particles,  is  not  parallel  with  the  chemical  changes,  and,  indeed, 
may  be  different  from  them. 

For  this  reason  we  must  assume  another  action  of  sun-light  besides 
the  chemical.  This  action,  which  fits  iodide  of  silver  and  other  bodies 
to  attract  and  fix  particles  of  silver  the  author  calls  the  graphic  ac- 
tion. 

The  capability  of  certain  bodies  after  exposure  to  attract  the  silver 
particles  (and  also  mercury  particles  as  in  Daguerre's  process)  he  calls 
the  photographic  tetmbUity. 

The  dark  coloration  which  they  assume  under  the  developer,  the  phh 
tographic  coloration. 

In  opposition  to  these  the  author  places  the  chemical  action^  that  is, 
the  disposition  to  chemical  decomposition,  or  composition  conferred 
by  light:— 

^he  photo-chemical  neMihility^  that  is,  the  capability  of  certain  com- 
pounds of  uf^dergoing  decomposition  in  sunlight,  and 

The  photo-chemical  coloration^  that  is,  the  color  changes  that  they 
suffer. 

Thus,  we  may  say,  that  iodide  of  silver  possesses  the  most  photo- 
graphic sensibility,  chloride  of  silver  the  least,  while  bromide  of  silver 
stands  between  the  two. 

The  author  then  proceeds  to  describe  the  photographic  behavior 
of  the  silver  haloids  in  the  presence  of  other  bodies. 

1.  Influence  of  Water — AgCl,  AgBr,  and  Agl  papers,  half  of  each 
being  wetted  with  distilled  water,  were  exposed,  while  still  moist,  for 
a  minute,  and  afterwards  the  developer  was  poured  over.  The  dry 
and  the  moist  parts  behaved  photographically  almost  alike. 

2.  Influence  of  Acids. — We  may  sum  up  this  by  saying,  that  from 
the  author's  experiments  it  follows  that  acids  weaken  or  destroy  the 
photographic  sensibility.  Papers  moistened  with  nitric  acid  after  ex- 
posure were  quite  indifferent  to  the  action  of  the  developer,  while  the 
part  not  moistened  darkened,  showing  that  the  acid  had  destroyed  the 
impression  of  the  light.  Dilute  sulphuric  and  acetic  acids  delay  and 
weaken  the  action  of  the  developer. 

8.  Influence  of  Iodide  of  Potassium — Agl  paper  moistened  with  a 
fresh  solution  of  Kl  was  insensible  to  light,  and  also  to  the  developer 
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ftad  p^per  moistened  after  expoeare  did  not  beeome  oolored  by  the 
developer ;  hence  the  author  conolades  that  KI  perfectly  destroys  the 
photographic  sensibility  of  Agl  both  daring  and  after  the  exposure. 


The  Effect  of  Fire  on  Ca$t  Iron. 

from  tiM  L<«ndoii  BttUder,  No.  1076. 

Attention  has  been  directed  by  Dr.  Percy,  to  the  fact  that  seTeral 
of  the  cast  iron  girders  at  the  German  Bazaar,  were  much  bent,  and 
the  columns  distorted,  by  the  operation  of  the  fire  which  occurred  there 
some  weeks  ago.  The  subject  is  one  of  great  importance  with  reference 
to  the  use  of  cast  iron  for  building  purposes.  The  girders  in  question 
were  18  feet  long  and  18  inches  deep  in  the  middle,  tapering  off  slight- 
ly towards  each  end,  and  flanged,  as  usual,  at  the  bottom.  Of  those 
entire  after  having  fallen  to  the  ground  two  were  bent  laterally  in  a 
striking  and  a  nearly  equal  degree.  The  flexure  was  gradual  from 
end  to  end.  The  deviation  from  a  straight  line  at  the  end  was  22 
inches.  No  cracks  could  be  anywhere  detected.  Many  of  the  cast 
iron  columns,  which  are  still  upright,  Dr.  Percy  says,  have  been  sin- 
gularly twisted  at  the  upper  part,  as  though  the  metal  there  had  been 
softened  by  heat,  and  had  yielded  without  cracking,  to  the  effect 
of  pressure  from  above.  As  far  as  he  could  judge,  there  was  no  very 
decided  evidence  of  fracture  in  either  girders  or  columns  from  the  in- 
jection of  water  upon  them ;  and  yet,  from  the  fused  glass  and  other 
objects  which  lay  scattered  about,  it  was  certain  that  they  must  have 
been  exposed  to  a  pretty  high  temperature. 

We  may  endorse  Dr.  Percy's  observation,  that  a  museum  of  objects 
in  illustration  of  accidents,  such  as  the  bursting  of  boilers,  breakage 
of  railway  axles  and  tires,  railway  collision,  &c.,  would  be  as  interest- 
ing as  it  would  assuredly  be  important  in  a  practical  point  of  view. 


New  Process  for  Silvering  Glass.  By  M.  A.  Martin. 

From  the  liOndon  Artlzan,  Oct^lSOS. 

Among  the  large  number  of  processes  for  silvering,  Drayton's  pro- 
cess is  the  best  adapted  for  telescope  glasses ;  but,  as  this  process 
requires  great  skill  on  the  part  of  the  operator,  I  have  endeavored 
to  find  some  method,  which,  by  its  simplicity  and  sureness,  might 
become  general.  After  carefully  studying  and  experimenting  on  all 
the  known  processes  (aldehyde,  sugar  of  milk,  glucosate  of  lime,  &c.), 
I  have  arrived  at  one,  which,  from  its  simplicity  and  the  firm  adherence 
of  the  layer  of  silver  deposited,  seems  to  fulfil  all  the  necessary  con- 
ditions. I  begin  by  preparing: — 1.  A  solution  of  10  grammes  of  ni- 
trate of  silver  in  100  grammes  of  distilled  water.  2.  An  aqueous  solu- 
tion of  pure  ammonia,  marking  18  degrees  on  Carter's  areometer. 
8.  A  solution  of  20  grammes  of  pure  caustic  soda  in  500  grammes  of 
distilled  water.  4.  A  solution  of  25  grammes  of  ordinary  white  sugar 
in  200  grammes  of  distilled  water.  Into  this  pour  1  centimetre  cube 
of  nitric  acid  at  86  degrees,  boil  for  twenty  minutes,  to  produce  the 
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interversion  of  the  sugar,  and  then  make  up  the  volume  of  500  eenti^ 
metres  cube  with  distilled  water,  and  50  eentimetres  of  alcohol  at  86 
degrees.  This  done,  I  prepare  an  argentiferous  liquid  by  pouring  into 
a  flask  12  cubic  centimetres  of  the  solution  of  nitrate  of  silver  (1), 
then  8  cubic  centimetres  of  ammonia  at  13  degrees  (2),  then  20  centi- 
metres of  the  solution  of  soda  (3) ;  and  lastly,  make  up  a  volume  of 
100  centimetres  by  60  centimetres  of  distilled  water.  If  the  propor- 
tions have  been  properly  observed  the  liquid  will  remain  limpid,  and 
a  drop  of  solution  of  nitrate  of  silver  will  produce  a  permanent  preci- 
pitate ;  then  after  being  left  quiet  for  twenty-four  hours  the  solution 
18  ready  for  use.  Glean  the  surface  to  be  silvered  with  a  cotton  plug 
impregnated  with  a  few  drops  of  nitric  acid,  then  wash  it  with  distilled 
water,  drain  and  place  it  on  supports  on  the  surface  of  a  bath,  com- 
posed of  the  argentiferous  liquid,  to  which  has  been  added  one-tenth 
or  one-twelfth  of  the  solution  of  sugar  (4).  Under  the  influence  of  dif- 
fused light  the  liquid  becomes  yellow,  then  brown,  and  after  from  two 
to  five  minutes  the  whole  of  the  surface  of  the  glass  will  be  silvered; 
after  ten  or  fifteen  minutes  it  will  have  attained  the  required  thickness; 
it  must  be  washed  first  with  ordinary  water,  then  with  distilled  water, 
and  stood  upon  its  edge  to  dry  in  the  air.  The  surface  will  then  be 
covered  with  a  light,  whitish  veil,  easily  removed  by  a  little  polishing 
rouge  on  chamois  leather,  leaving  a  brilliant  surface  perfectly  adapted 
by  its  physical  constitution  for  the  purposes  for  which  it  is  intended. 


Railway  Grease. 

Trom  the  Chemical  News,  No.  207. 

The  process  of  manufacture  is  exceedingly  simple.  The  fats  are 
melted  in  a  boiler,  and  brought  up  to  130°  to  190^  F.  The  water  and 
soda  crystals  are  heated  in  another  vessel  to  200°  F.,  and  both  run 
into  a  wooden  tub,  with  constant  stirring,  which  is  continued  at  inter- 
vals until  the  mixture  is  cold.  Slow  cooling  insures  a  firm  article, 
and  large  batches,  which  retain  their  heat  for  a  considerable  time,  are 
therefore  preferable.  Care  is  taken  for  obvious  reasons  to  avoid  the 
introduction  of  sand  or  gritty  matter.  The  proportions  of  materials 
vary  in  different  establishments,  and  in  the  same  establishments  at  dif- 
ferent seasons  of  the  year,  the  grease  for  July  use  being  too  firm  for 
December,  and  vice  versa.  25  per  cent,  is  the  lowest  quantity  of  fat 
that  can  be  safely  used  in  the  coldest  weather,  while  25  per  cent,  is 
amply  sufficient  for  our  warmest  summer  use.  The  following  propor- 
tions have  been  used  with  excellent  results : — 


Tallow 
Palm  oil 
iSperm  oil 


Winter. 

cwt. 

qr. 

lb. 

8 

8 

0 

2 

2 

0 

0 

1 

7 

1 

0 

U 

12 

8 

12 

Summer. 

cwt 

qr. 

,  lb. 

4 

2 

0 

2 

2 

0 

0 

0 

27 

1 

0 

8 

12 

0 

26 

SodacPTfltals  .  1      0    14  10     8 

Water  .  .  12      8    12  12     0  26 

These  proportions  produced  one  ton  of  grease  (allowing  2J 


per  cent. 
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for  Io8s\  That  marked  ^<  summer"  ran  1200  miles.  The  sperm  oil, 
ftlthougn  small  in  quantity,  has  an  excellent  effect ;  but  some  makers^ 
for  economy,  use  rosin  oil  instead,  although  the  result  is  questionable* 
^^Chemical  Teehohgyt  by  Richardson  and  Watts. 


Ekdro-MagneHc  Phonograph. 

From  the  Journal  of  the  Sodoty  of  Arts,  No.  609. 

This  machine  is  capable  of  being  attached  to  piano-fortes,  organs, 
and  other  keyed  musical  instruments,  by  means  of  which  they  are  ren- 
dered melographic,  that  is,  capable  of  writing  down  any  music  that  is 
played  upon  them. 

So  keenly  have  ^musicians  at  all  times  felt  the  extreme  tediousness 
of  writing  music  by  hand,  and  the  impossibility  of  preserving  the  most 
valuable  impromptu  pieces  in  their  full  and  flowing  beauty,  that  im- 
mediately on  the  introduction  of  the  piano-forte  into  England  strenu- 
ous efforts  were  made  by  men  of  inventive  skill  to  supply  the  instrument 
with  the  means  of  registering  the  music  performed  upon  it.  ^^  The  first 

!)iano-forte  seen  in  England  was  made  by  one  Father  Wood,  an  Eng- 
ish  monk  at  Rome,  and  by  him  sold  to  Samuel  Crisp,  Esq.,  who  sold 
it  again  to  Fulke  Greville,  Esq.,  for  one  hundred  guineas/'*  This  was 
about  1757. 

The  Rev. — Creed  would  appear  to  have  been  one  of  the  first,  if  not 
the  first,  to  think  of  constructing  a  melographic  instrument,  and  in 
the  year  1747  he  sent  to  the  Royal  Society  a  paper,  entitled  "A  demon- 
stration of  the  possibility  of  making  a  machine  that  will  write  extem- 
pore voluntaries,  or  other  pieces  of  music,  &c."t 

There  are  also  obscure  accounts  of  a  machine  made  in  1770,  by  a 
monk  named  Engramelle. 

In  a  German  work  of  1774,  John  Fredrick  Unger,  a  counsellor  of 
justice  at  Berlin,  claims  priority  of  invention  against  Mr.  Creed,  though 
it  seems  most  probable  that  each  made  a  similar  invention  unknown  to 
the  other. 

There  is  no  doubt  whatever  that  the  Academic  of  Serlin  was  pre- 
aented  by  Hohlfield — an  ingenious  mechanic  who  received  some  sug- 
gestions from  Euler — with  a  machine  which,  to  a  limited  extent, 
answered  its  purpose.  It  consisted  of  two  cylinders  moving  paper  be- 
tween them,  on  which,  by  means  of  a  crayon,  each  key  made  a  mark 
when  pressed  down  in  the  act  of  playing.  But  not  only  was  the  action 
of  playing  very  fatiguing,  but  the  music  roust  have  been  of  a  most  incon- 
Tenient  width — that  of  the  key-board — and  without  any  stave,  acciden- 
tals, &c.;  in  fact,  a  mere  series  of  dots  showing  such  and  such  keys 
were  pressed  down  in  the  course  of  the  performance,  but  utterly  fail- 
ing to  mark  the  time,  key,  or  accidentals.  The  Acad6mie,  however,  in 
consideration  of  the  great  ingenuity  of  the  contrivance^  rewarded  the 
inventor  with  a  handsome  gratuity. 

*  BiWBtealt'f  Htatofy  of  tta*  «Pi«BO-VorU.' 
f  FhiL  Tniu.  toI.  zIIt^  p.  4A6. 
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In  1827,  M.  QwvtjT^  mftde  trial,  before  the  Oommittee  of  the  Fine 
Arts  of  the  Inatttute  of  France,  of  a  melographic  piano,  which  con- 
sisted of  a  clockwork  movementi  which  unwound  from  one  cylinder  to 
another  a  thin  plate  of  lead,  on  which  were  impressed,  by  the  action 
of  the  keys  of  the  instrument,  certain  peculiar  signs,  which  might  be 
translated  into  the  ordinary  notation  by  means  of  an  explanatory 
table. 

''  After  the  experiment,  the  plate  of  lead  was  removed,  to  make  the 
translation,  and  a  commission  was  appointed  to  report ;  but  as  no  re- 
port was  ever  made,  it  is  probable  that  the  translation  was  not  found 
to  be  exact.  At  the  same  time  M.  Baudouin  read  before  the  Institote 
a  paper  accompanying  it  with  drawings,  concerning  another  melogra- 
phic piano :  upon  the  merit  of  which  we  do  not  find  that  the  Institute 
pronounced.* 

These  accounts  prove  two  important  facts  ;  the  great  efforts  made 
and  the  small  success  achieved — this  want  of  success  proceeded  from 
the  lack  of  a  proper  motive  power,  none  having  used  electro-magnet- 
ism— for  it  must  be  evident  to  all  acquainted  with  music  that  these 
were  as  yet  nothing  more  than  partially  successful  experiments,  and 
produced  no  further  result  than  stimulating  inventors  to  continued  ex« 
ertions. 

The  causes  of  failure  were  many,  the  most  serious  being  the  over- 
sight of  endeavoring  to  derive  the  mechanical  power  from  the  keys  of 
the  piano,  whereas  some  power,  which,  while  depending  upon  the  action 
of  the  key  for  its  liberation  and  manifestation,  should  at  the  same  time 
exert  its  force  without  strain  upon  the  key,  still  remained  a  desideratum. 
Such  a  power  is  electro-magnetism,  as  the  mere  motion  of  a  piano  key, 
without  any  alteration  in  the  touch  required — may  be  made  to  call 
forth  a  force  of  any  magnitude  required.  Now,  in  Unger's  machine 
the  power  was  derived  from  the  keys  alone,  and  by  direct  action,  thus 
rendering  the  touch  of  the  piano  so  heavy  that  no  one  could  perform 
properly  upon  it.  For  this  reason  it  is  unnecessary  to  consider  further 
Its  defects.  M.  Garreyre's,  besides  being  equally  objectionable  on  the 
score  of  its  unavoidably  heavy  touch,  and  arbitary  and  unmeaning 
signs,  produced  at  the  best,  but  an  indented  sheet  of  lead,  a  medium 
for  writing  music  on  most  inconvenient  and  unmanageable. 

A  machine  which  should  register  in  plain  black  and  white  on  com- 
mon paper  the  music  performed,  giving  the  score  on  the  ordinary  stave, 
using  the  flat,  sharp,  and  natural  signs,  as  in  all  modern  music,  accu- 
rately registering  time,  bars,  legato  and  staccato,  8va,  alto,  and  basso 
passages,  and  adapted  to  all  keys,  still  remained  a  desideratum,  for 
from  1827  to  1863  no  further  progress  was  made,  though  many  con« 
tinned  to  give  their  attention  to  the  subject. 

But  in  1863  Mr.  Fenby  applied  electro-magnetism,  and  a  machine 
was  patented  by  him,  January  13th,  in  that  year,  which,  without  al- 
tering the  touch  or  appearance  of  an  ordinary  piano,  is  stated  to  bet 
capable  of  registering  the  most  complicated  music. 

Before  giving  any  detailed  description  of  the  construction  and  eapa- 
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>flitie8  of  the  phonograph,  it  may  be  well  to  point  out  the  obstaclea  to 
be  overcome  in  the  notation,  and  thus  to  separate  the  possible  from 
the  impossible. 

.  The  most  obvious  difficulty — and  one  which  if  not  overcome  would 
render  all  other  excellencies  nearly,  if  not  quite,  futile — is  the  means 
of  marking  the  various  durations  of  the  notes  from  the  breve  to  the 
dcmisemiquaver,  &c.  This  was  a  difficulty,  inasmuch  as  the  ordinary 
open,  closed,  and  tailed  notes  cannot  possibly  be  rendered  available  in 
an  instrument  registering  that  which  is  performed  upon  it. 

The  following  considerations  will  render  this  apparent.  The  longest 
note  is  practically  but  the  fusion  of  a  number  of  shorter  notes,  from 
which  it  follows  that  on  any  particular  key  being  depressed,  as  in  play- 
ing, its  first  touch  would  be  the  shortest  note  of  the  notation,  and  the* 
machine  would  immediately  print  such  shortest  note,  and  could  not  after* 
wards  alter  it ;  for  to  suppose  a  piece  of  machine  to  render  shorter  or 
longer  notes  by  arbitrary  signs,  having  but  a  fictitious  relation  to  their 
dttration,is  to  suppose  its  possession  of  a  reasoning  power,  the  absurd- 
ity of  which  needs  no  comment.  From  these  considerations,  and  others 
which  will  readily  occur  to  the  mind  of  the  reader,  it  is  manifest  that 
some  system  is  required  in  which  the  duration  of  sound  and  the  per- 
formance of  the  printing  may  be  co-existent,  and  thus  produce  a  com- 
plete reciprocity  of  action  between  the  two.  In  other  words,  a  short 
note  must  be  capable  of  becoming  a  long  one  in  the  printing  as  in  the 
pljwing. 

Bearing  these  facts  in  mind  will  lead  to  a  complete  comprehension 
and  appreciation  of  the  system.  Each  note  shows  the  portion  of  time 
occupied  in  playing  it  by  the  length  it  occupies  in  the  bar,  and  con- 
sists of  a  horizontal  black  line  proportionate  in  length  to  the  duration  of 
the  note,  while  the  rest  of  the  notation  needs  no  comment,  it  being  in 
all  respects  identical  with  that  at  present  in  use. 

Having  considered  the  notation,  the  next  thing  to  which  our  attention 
will  naturally  turn  is  the  mechanical  appliances  employed  to  produce 
this  notation.  First,  then,  as  to  the  touch  of  the  piano :  this  remains, 
to  all  intents  and  purposes,  the  same  as  if  without  the  phonograph  at- 
tached, as  the  mechanical  power  is  not  derived  from  the  motion  of  the  , 
keys,  but  from  a  voltaic  battery ;  the  only  part  performed  by  the  key 
being  to  bring  a  small  brass  stud,  on  its  under  side,  in  contact  with  a 
slender  spring;  this  causes  an  electro-magnet  to  bring  a  tracer  against 
the  paper  which  is  continually  moving  at  a  fixed  rate  and  thus  marks 
the  note.  When  the  key  is  no  longer  depressed,  the  tracing  ceases,  and 
the  rod  slides  back;  this  mechanism  being  capable  of  registering  the 
slowest  or  most  rapid  playing.  The  accidentals  are  printed  by  revolv- 
ing type,  acted  on  by  the  same  sliding-rod  and  magnet.  The  acciden- 
tals are  adapted  for  all  keys,  so  that  any  number  of  flats  or  sharps  may 
be  correctly  registered;  the  machine  being  capable  of  distinguishing 
accidentals,  flats,  sharps,  and  naturals  from  those  which  are  proper  to 
the  key  in  which  the  music  may  bo  pitched.  That  is  to  say,  if  die  key 
of  A  natural  be  used,  F,  C,  and  G,  when  played  sharp,  will  have  no 
sharp  sign  in  the  body  of  the  music,  whereas  if  the  naturals  of  these 
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Botes  be  stnick,  or  the  sharps  of  any  others,  Boitable  accidentala  will 
be  printed. 

Having  now  reviewed  the  notes  and  signs  proper  to  them,  the  ban 
will  be  oonsidered.  The  barring  of  the  mosic  is  performed  in  a  simple 
manner,  precluding  the  possibility  of  derangement,  and  is  yet  so  accn- 
rate  in  adjustment  that  it  correctly  follows  the  accentuation  of  the  most 
complicated  piece  of  music.  When  a  rallantando  movement  occurs,  the 
bar  or  bars  through  which  it  runs  will  be  actually  lengthened  in  such 
a  proportion  as  will  accurately  denote  the  character  and  expression 
of  that  part  of  the  music.  The  same  manifest  advantages  occur  in  the 
matter  of  legato  and  staccato  movements. 

The  machine  requires  only  blank  paper,  as  it  rules  the  stave  and 
prints  the  score  simultaneously.  The  inventor  furnishes  a  small  bat- 
tery of  convenient  and  simple  form.  The  charge  consists  of  sulphate  of 
copper  and  water :  one  charge  lasting  for  some  months.  The  whole  is 
in  a  neat  drawer  at  the  bottom  of  the  machine,  and  offers  nothing  of 
difficulty  or  unpleasantness  in  its  management,  and  requiring  to  be  touch- 
ed only  to  supply  water  to  it. 


•  Propertie$  of  a  new  Gun  Metal. 

rrom  the  Lond.  Mechuiics'  Hagaxloe,  SeptembeTi  186S. 

Messrs.  Deville  and  Oaron  have  lately  been  making  experiments  on 
the  properties  of  a  new  gun  metal,  a  compound  of  silicium  and  copper. 
When  copper  contains  rather  less  than  five  per  cent,  of  silicium,  it 
presents  a  fine  bronze  color,  is  fusible,  and  rather  harder  than  bronze, 
but  is  perfectly  ductile,  and  can  be  readily  worked  without  clogging  the 
tools  as  bronze  does.  Its  tenacity  is  remarkable,  being  equal  to  that 
of  iron.  Silicium  is  the  basis  of  sand,  and  the  manufacture  of  its  com- 
pounds with  copper  may  be  made  by  fusing  together  a  mixture  of  sand^ 
sodium,  and  copper,  with  some  common  salt  and  fluor  spar  as  flux. 


Soluble  Silk. 

From  the  Lond.  Practical  MechanSc'i  Jofanul,  Oct,  IMS. 

This,  which  was  the  philosopher's  stone  on  the  search  for  which  the 
late  Mr.  Schwabe  of  Manchester  expended  the  energies  o(  a  life,  has 
apparently  at  last  been  found  by  M.  Persoz,  the  younger,  and  the 
modui  operandi  is  due  to  the  discovery  of  dialym  by  our  own  Profes- 
sor Graiiam,  master  of  the  mint.  Persoz  has  found,  as  we  noticed, 
many  months  ago,  that  silk  is  soluble  in  solution  of  chloride  of  Ihne, 
but  he  had  sought  in  vain  for  any  chemical  agent  by  which  the  dis- 
solved silk  might  be  separated  from  its  saline  solvent.  He  at  length 
tried  dialysis,  and  by  its  means,  separated  the  whole  of  the  chloride  of 
zinc,  leaving  the  silk  alone  in  the  state  of  a  limpid,  colorless,  tasteless 
liquid,  which  by  evaporation  or  drying  produces  a  gold-colored  and 
hrittle  varnish.  It  remains  still  then  to  get  back  the  silk  with  all  its  ori^« 
nal  physical  properties  unaltered. 
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The  Produetum  of  Ocut  Steel  direeifyfrem  Pig  JfenH. 

Vrom  the  Loud.  M«dtt»lllc«'  Mi«udM,  JumSM. 

None  of  the  foreign  papers  seem  to  have  noticed  the  attempts  of 
Gazanaye  to  obtain  cast  steel  directly  from  pig  iron.  The  idea  itself 
appears  to  be  very  ingenious,  but  of  course  the  qnestion  is  whether  it 
is  applicable  in  practice.  The  foundation  of  this  new  method  is  the 
influence  of  steam  on  .a  thin  stream  of  pig  iron.  If  we  take  an  iron 
tube  of  a  certain  diameter  with  sides  of  the  necessary  strength,  form 
a  ring  out  of  it,  and  fix  on  its  circumference,  towards  the  centre,  three 
or  more  tubes,  we  have  a  tube  ring  with  three  or  mof  e  radii.  The  radius 
is  made  fast  to  the  tubular  pipe ;  the  ends  of  these  tubes,  which  are 
open,  do  not  quite  reach  to  the  centre  of  the  ring,  and  have,  therefore, 
between  the  ends  an  empty  space,  in  which  the  pig  iron  is  allowed  to 
flow  in  a  stream  of  a  certain  strength.  The  stream  led  from  the  boiler 
into  the  tubular  pipe  flows  out  of  the  openings  of  the  three  tubes,  and 
operates  directly  upon  the  pig  iron.  It  is  said  that  the  oxygen  of  the 
steam  oxidises  the  carbon  of  the  pig  iron,  the  silicium,  a  portion  of  the 
sulphur,  phosphorus,  and  other  impurities  in  the  pig  iron ;  the  hydro* 
gen  combines  with  the  carbon,  sulphur,  phosphorus,  arsenic,  and  other 
bodies,  with  which  it  forms  combinations  of  hydrogen.  The  carbonized 
and  purified  metal  falls  into  a  crucible  or  other  vessel  placed  imme- 
diately under  the  apparatus.  The  metal  obtained  contains  impurities, 
and  must,  therefof  e,  be  smelted  in  crucibles  in  a  blast  or  reverberatory 
furnace.  This  is  the  essential  part  of  the  process ;  the  simplicity  of 
the  method  and  the  cheapness  oifthe  product  are  evident. 

Now  arises  the  questions  :-«Is  it  possible  to  obtain  steel  in  large 
quantities  by  this  method?  will  it  be  of  the  same  quality  as  the  small 
quantity  obtained  on  trial  %  and,  if  it  is  possible,  at  what  price  can  it 
be  obtained? 

bi  answer  to  these  questions,  Gasanave  asserts  that  bv  his  method 
steel  can  be  obtained  in  great  quantities,  not  inferior  to  the  best  steel, 
and  proportionately  (Reaper  \  for  bis  b^st  quality  steel  can  be  obtain- 
ed for  JS18  per  ton.  This  is  difficult  to  believe,  but  the  inventor  af- 
firms that  it  is  so.  and  at  the  same  time  warrants  the  excellent  quality 
of  his  steel.*  In  the  present  method  of  obtaining  steel,  good  iron  must 
be  usedy  which  is  cemented,  and  the  cemented  iron,  that  is  the  steel, 
is  smelted  in  crucibles.  By  Gazanave's  method  cementation  of  the 
iron  is  avoided,  so  that  the  cast  steel  may  be  obtained  in  unlimited 
qualities.  If  this  new  method  turns  out  practicable,  it  will  be  possible 
to  work  up  the  whole  daily  production  of  a  blast-furnace  into  steel. 
For  this  only  the  apparatus  is  required,  which  is  not  very  costly,  and 
which  would  be  erected  near  the  blast  furnace  and  stream  of  pi^  iron. 
The  stream  would  be  divided  into  rays  of  the  necessary  strength,  and 
each  one  directed  into  an  apparatus.  By  Bessemer's  process  about  ten 
tons  of  steel  are  obtained  per  day  at  Sheffield ;  while  by  Gazanave*s 
method  sixy  and  seventy  tons  per  day  could  be  pbtained,  and  a  blast 
furnace  is  being  erected  at  Gharleroi  which  will  produce  about  seventy* 
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four  tons  per  dar.  The  Bamples  of  steel  furnished  by  this  new  ph 
cess  are  reported  to  be  very  good.  They  were  cfbtained  from  piff  iron 
smelted  with  coke,  but  it  is  supposed  that  charcoal  pig  iron  woala  gi?e 
better  results. — Colliery  Quardian. 


ffft  tin  Jottraal  of  tiM  fnuikllii  IiiiUtvt*. 

Vahe  Motum.'^OiU^ffi. 

Mayer' 8y  or  as  tie  modifieatum  U  called  in  thie  eountry^  IferrieVs  Vain* 
By  John  D.  Van  BtJBEK,  Jb.,  G.£.,  2d  Asst.  Eng.  tT.S.N. 

The  object  sought  in  this  paper  is  to  obtain  formulae  for  deeigning 
the  parts,  and  to  discuss  the  circumstances  of  the  motion,  oCthia  yalve. 
^his  yalve  is  a  momentarily  adjustable  (hxiroff.  Fig.  1,  sbowa  an  out- 
line of  a  longitudinal  section  of  the  valye  ana  its  eccentrics.  8&  is  the 
yalve-seat ;  pp,  are  the  ports  leading  to  the  cylinder  aa,  b  its  exhaust 
passage ;  fp^  eteam  ports  of  the  main  yalye  YVf  and  e  its  ezhausl-port. 
II  are  two  small  slides  driyen  by  an  independent  eccentric  oyer  the 
back  of  the  main  yalye,  and  adjustable  upon  the  stem  by  means  of 
right  and  left  hand  screws  and  nuts  ;  so  that  by  turning  the  stem  the 
yalyes  can  be  made  to  approach  or  recede  from  each  other^  according 
to  the  degree  otexpaneian  required,  o  is  the  shaft  with  eccentrics  at- 
tached. To  simplify  the  sketch  the  steam-chest,  &c«|  are  omitted.  The 
action  of  the  valye  will  be  readily  understood  by  reference  to  the 
figure*  The  steam  can  enter  the  cylinder  only  through  the  ports  pp, 
and,  by  adjusting  the  yalyes  lly  these  ports  can  be  dosed  at  almost 
anjr  point  of  the  motion  of  the  pbton  aa.  It  will  be  seen  that  the 
main  yalye  is  simply  a  modification  of  the  ordinary  three-ported  loco- 
motiye  slide.  The  yalyes  II  are  usually  roqfed  oyer,  and  this  roof  or 
back  connected  with  the  condenser  by  means  of  a  pipe  and  ring  pack- 
ins  against  the  steam-chest  bonnet^  thus  making  the  yalye  a  balancei 
valve. 

The  following  notation  will  be  adopted  in  this  discussion ; 

E=length  of  crank  of  shaft. 

r^  IB  crank-arm  or  half  throw  of  eccentric  of  main  valve. 

r=xcrank-arm  or  half  throw  of  eccentric  of  cut-off  valves  tt. 

(•a*  cover  or  lap  of  main  valve. 

Za^Iead  of  main  valve. 

<2=distance  between  outer  edges  of  ports  j)  and  valves  /when  the  main 
valve  is  in  its  central  position. 

Vi*  length  of  faces  of  cut-off  valves  tt. 

psa  breadth  of  steam  ports  pp. 

6=distance  between  inner  edges  of  ports  pp* 

a;=:angle  made  by  crank  B  with  axis  of  cylinder,  at  the  instant  when 
steam  is  cut  off. 

tf=angle  made  by  f^  at  same  time,  with  same  line. 
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SappoM  now  the  enuik  is  at  b\  or  the  piston  at  the  top  of  its  stroke. 
By  following  out  the  motion,  it  will  be  perceived,  that  to  make  the 
arrangement  efecti?e  as  an  adjostable  etU-off,  the  eecentrid  oTthe 
valves  tt  mnst  be  set  180°  ahead  of  the  crank  r,  provided  no  roe|. 
shcfts  intervene  between  rr^  and  their  respective  valves.  The  eccen- 
trics must  be  set  180°  ahead  of  their  proper  position  without  rock- 
shafts,  when  rock-shafts  are  used«  Let  the  eccentriq  rods  be  supposed 
to  be  always  parallel  to  the  axis  of  the  cylinder.  Then  observing  that 
the  distances  from  the  centre  of  the  shaft  to  the  edges  of  the  port  p 
and  valve  /  are  equal  when  tho  edges  come  together,  w«  shall  have 
for  any  angle  x. 

L— Ti  cos  tf-L-r,   cos.(90°+sin.^^!^±^+a:)-L'+rcos.a;    (1) 
But 

L+d— L'+rcos.  sin. — ~  .  .  ...  ,    (1)'. 

and  by  substitution  in  (1) 


d=r  COS.  sin.  — -T— rj  cos.  (90°+sin.  —^±L^xy-r  cos x  {a) 
or,=  ^  •r.M^i-O'— ^i  <^os.  (90°+sin.-l!^  +x)-r  cos.  z       (2) 


since  sm.  sm.— -;3^ — ■•""z~>  *"**  cos.=^i ^gin. 


Vfl     c+l 

or,  since  —  cos.  (90°+ a)—  +sin  a. 

<^-    Jfi*— {c+/)«  +ri  sin.  (sin.— j^  » +a:)— f  cos.  x.        (2)» 

The  arc  sin. being  that  through  which  r|must  move  from  its 

central  position  to  give  e+l. 

Formula  (2)^  therefore  shows  how  far  the  edge  of  I  must  be  from 
that  of  p  when  the  main  valve  is  in  its  central  position,  in  order  to 
cause  a  cutting  off  of  the  steam  when  the  angle  of  the  crank  is  x. 

Again,  suppose  the  arms  r^  and  r  to  have  moved  to  the  positions  e 
and  S,  Fig.  2,  respectively;  both  valves  will  now  be  traveling  ia  the 
same  direction,  and  if  the  velocities  of  the  two  valves  are  equal  when 
the  edges  come  together,  then  will  the  main  valve  get  ahead  of  the  cut- 
off valve,  and  the  port  p  will  again  be  opened  if  any  further  motion 
ensue  (supposing,  as  we  must,  that  I  was  behind  p  before  the  edges 
came  together).  Therefore,  for  that  position  of  the  crank,  above  half* 
stroke^  which  corresponds  with  equal  velocities  of  the  two  valves,  II  are 
useless,  and  for  all  points  beyond  to  the  end  of  the  stroke.  The  main 
valve  must  therefore  be  provided  with  sufficient  lap  to  cut  off  the 

*  Sin  -^x  means  the  arc  or  angle  whose  sine  u  equal  to  x,  and  similar}/  for  cos—'. 

1 1*  and  l'  are  the  lengths  of  the  eccentric-rods  of  rj  and  r  respectivelj. 
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steam  when  the  oraiik  aasnines  thiB  limiting  position,  and  in  practice 

the  lap  flhoald  be  slightly  greater  than  this  amount. 

To  find  this  limiting  position,  refer  to  fig.  2,  and  let  t^be  the  angu- 
lar Telocity  of  the  shaft,  then  by  the  conditions, 

Ti  w  Bux.0t^rweoB.  a:»  .  ,  .  ,  (3) 

But  tf,-ar~f  QO^Hjin.-!^^  )=3:+sin.  -1^^-90° 


and  a?*i^a?— 90^. 

-1- 


.'. — r,  cos.(  x+sin. )""  ^  ^^*  ^* 

and  since  cos.  (a+i)»cos.  a,  cos.  b — sin.  a,  sin.  5,  generally. 
.♦.-r.  COS.  X  ^r,'-ic+iy  ^^^  ^^^  £±/^^  ^^  ^^ 


-.J 


.^.t^.a^^-;-i^+^r.  ....         (4) 

Therefore  the  main  yalve  must  have  sufficient  lap  to  cut  off  the  steam 
when  the  crank  makes  an  angle  Xy  whose  tangent  — — ^'   i!a 

with  the  axis  of  cylinder.  The  positive  sign  must  be  used  for  the 
radical,  and  the  tangent  will  then  oe  negative^  showing  the  angle  to  be 
over  90^. 

To  find  how  much  is  necessary  to  accomplish  this  end,  we  have 
(see  Boume'i  TreatUe,  SUde-valvejj 

^-i'  ....  (6) 

where  s''  is  the  distance  of  the  piston  from  the  end  of  the  stroke  when 
the  steam  is  cut-off. 

.•.  S"=R(1 — COS.  x). 

.%c«lap==riJl±p?l£— JZ  •  .  .  (6) 

and  we  must  assume  such  a  value  to  x  in  equation  (6)  that  when  e  cal- 
culated by  (6)  is  substituted  in  (4),  the  value  of  x  found  by  (4)  shall  be 
Mghtly  greater  than  the  aeeumed  value  of  x.  This  angle  x  is  gene- 
raUy  about  120^,  and  therefore  one  trial  will  generally  fix  how  much 
lap  \c)  must  be  given  in  order  that  the  main  valve  shall  cut  off  before 
the  cut-off  valves  besin  to  unewer  the  ports  pp. 

This  maximum  value  of  x  substituted  in  equation  (2)  will  give  the 
maximum  value  of  d  required,  and  will  therefore  determine  the  length 
of  the  screw  on  the  stem  as ;  and  if  2;a>0,  in  equation  (a),  the  value  of 
d  then  obtained  will  be  the  proper  distance  between  the  edges  of  p  and 
^  when  the  main  valve  is  in  its  central  position,  necessary  to  cause  the 
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rtwun  to  be  cut-off  when  die  piston  is  at  the  top  of  its  stroke.   A 

▼«liie  m=^^^u. ,  will  give  equation  (a)  i—O,  as  it  shouUL 

To  prevent  the  uncovering  of  the  porti  pp  tit  the  inner  edges,  the 
Ibces  of  the  valves  il  must  have  a  length  corresponding  with  the  maxi- 
mum separation  of  the  edges  after  steam  has  been  cut  oiF,  t.  e.  I  must 
equal  the  breadth  of  the  port  p  plus  the  distance  which  the  outer  edge 
of  I  passes  over  the  outer  edge  of  p,  when  this  distance  is  a  maximum. 
D'ow  suppose  the  steam  cut  oiF  when  a?ssO;  it  will  be  seen  that  the 
maximum  value  of  d  is  the  maximum  distance  to  which  the  outer  edge 
of  /  will  attain  beyond  /»  and  therefore, 

Breadth  of  faoe=w— d+p  .  .  •  •      0) 

where  d  has  its  maximum  value. 

There  however  must  be  a  corresponding  distance  between  the  inner 
edges  of  the  ports  pp  to  accommodate  all  these  conditions.  Let  a  repre- 
sent the  distance  between  inner  edges  of  valves  llj  and  suppose  the 
main  valve  to  be  in  its  central  position;  then,  we  shedl  have 

2v+a+d^2r  cos.  sin.  l!^+6+2p-i.  .  .        (8) 

Since  for  the  other  end  of  the  $troke  the  outer  edges  of  the  other 
ent-off  valve  and  port  p,  must  be  in  the  same  relative  position  as  the 
two  under  discussion. 

.-.  J=  2{v  +  d)—2  r  COS.  sin.  — -^ 2p+a.  .  (9) 

but  we  ma  J  make  a«0,  when  the  valves  are  adjusted  for  amaximon 

value  of  a?;  also  v— id+p,  and  r  cos.  sin.  —^  -   \''i  "(^+')* 

r.-.J-4i-^%/r,a -((?+/)• (10) 

whej^e  d  has  its  maximum  value,  determined  by  the  value  of  xinequs* 
tioii  (4).     Observe  equation  (8)  that  the  valves  //  travel  2r  cos.  sin. 

^ — i-.y  while  the  main  valve  passes  from  its  central  position  around 

180^ 

ReaqtiMaSan. 

d=  -|/f,«— {(?+Zf  +r,  sin. ^sin.  ^^    •  +»^— f  cos*  a?.         (11) 

^'-V^^.      ...         m 

-Ji.  .  .  .  -        (18) 


.=r,  lit 


COS.  X 


eaarf+p  ......  (1*) 
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The  main  valve  is  designed  in  the  same  manner  as  the  common  lo- 
comotive slide.  It  will  be  observed  that  r,  must  at  least  be  equal  to 
de+p^  in  order  that  the  port  may  be  fuUv  opened ;  and  therefore  r^=^ 
c+p  determines  r,.  The  lead  is  assumed,  according  to  the  judgment 
of  the  designer,  but  generally  varies  from  ^^  inch  to  f  inch,  for  engines 
with  high  velocities  the  lead  being  greater  than  is  required  for  en- 
gines with  low  velocities.  This  lead  will  of  course  depend  somewhat 
upon  the  length  of  the  port  p  and  the  capacity  of  the  cylinder,  but  may 
safely  be  assumed  Ibetween  the  above  limits.  U  ry=r  the  formul» 
will  be  somewhat  simplified. 

Example. 

Let  r.=5",  r-5-5",  Z=0-2". 

Now  assume  that  the  cut-off  valves  are  efficient  only  up  to  a  value 
of  2b120^,  or  for  fths  the  stroke  of  piston ;  therefore  equation  (18). 

c-6 Jl±££?li^!^ji=:5    |i=±— 0-l"-|"— 0-l=2-4" 
anbstituting  this  value  of  c  in  equation  (12), 

...  tan.  ,=^^^=_^=-1.4727=tan.  124«  11' 
or  by  logarithms 
log.  tan.  ir=log.— Vl|^=:— 0-1681144=log.  tan.  124^  11'' 

Therefore  this  value  of  c  is  sufficient,  and  the  main  valves  will  cut 
off  the  steam  before  the  limiting  angle  for  II  is  attained — being  4^11' 
before  the  edges  of  the  valve  I  comes  in  contact  with;>,  the  steam-port 
of  vr;  d  need  not  therefore  be  calculated  for  an  angle  greater  than  120^. 

.-.  (eq.  11)  i=  ^x  ^55=2^+6  Bin.(l20°+sin.-Il|^^)  + 

5-5xt 

d=l'Wl&2l+5  sin.  (120^+sin.  -^•52)+2-75. 
But  the  arc  whose  sine  is  0-52=31°  2(K 
.-.  rf=l-lv^  18^+5  sin.  (120^+81°  20')+2-75 
=4-697+6  sin.  28°  40'+2-75 
since  sin.  (180— a;)=8in  x. 

...  rf=4-697+5x0-47971+2-75=9-85" 

But  t;=2)+(i=rj—(?+i=5— 2-4+9-85=12-45" 

and  h=4td——  V^^'"^^+^^'=39-40— 9"-894=80"-016. 

The  length  of  the  screws  on  the  stem  ss  must  therefore  be  i+length 
of  the  nut. 

Much  of  the  arithmetical  vrork  above,  might  have  been  omittedy 
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but  it  18  thought  the  method  will  be  more  readily  comprehended  by 
giving  aU  the  details  of  the  computation. 

The  small  valvee  are  therefore  efficient  between  the  limits  x^mQ  and 
x=sl20°,  and  the  engine  may  be  stopped  by  means  of  the  expansion 
gear.  By  contracting  these  limits  the  ports  may  be  made  smaller.  For 
instance,  if  it  is  not  required  to  cut  off  the  steam  below  ^th  the  stroke 
from  commencement,  t.  e.  to  expand  the  steam  more  than  through 
three-fourths  the  stroke,  the  value  of  v  may  be  diminuhed  hy  the  value 
d  haifor  x=^QO^*    b  will  be  diminished  by  tmce  the  value  d  has  fw 

The  above  dimensions  are  by  no  means  meant  for  a  criterion,  since 
the  asaumptions  must  vary  with  the  case  and  judgment  of  the  designer; 
but  are  simply  used  as  an  illustration — although  correct  for  the  as- 
sumed conditions. 

MvnX  Aewtomy,  Newport,  B.  L,  Jan.  96, 1864. 


Jin  Account  of  some  Researches  on  Radiant  Heat    By  John  Ttkdaxj., 
Esq.,  F.R.S.,  Prof.  Nat.  Phil,  Royal  Inst. 

In  his  former  researches  on  the  radiation  and  absorption  of  heat  by 
gaseous  matter,  the  speaker  compared  different  gases  and  vapors  at  a 
common  thickness  with  each  other ;  one  part  of  his  present  object  was 
to  compare  different  thicknesses  of  the  same  gaseous  body  with  each 
other  as  to  their  action  upon  radiant  heat.  A  few  years  ago  he  would 
be  deemed  a  bold  man  who  would  attempt  to  measure  the  action  of  an 
inch,  or  indeed  of  many  feet  of  a  gas,  on  radiant  heat;  but  the  present 
experiments  commence  with  plates  of  gas  only  0*01  of  an  inch  in  thick- 
ness, and  extend  to  thicknesses  of  49*4  inches.  Thus,  the  greatest 
thickness  is  to  the  least  nearly  in  the  ratio  of  1  to  5000.  The  appa- 
ratus employed  for  the  smaller  thicknesses  was  a  hollow  cylinder,  one 
end  of  which  was  closed  by  a  plate  of  rock-salt.  Into  this  fitted  a 
second  cylinder,  with  its  end  also  closed  by  a  plate  of  the  salt.  One 
cylinder  moved  within  the  other  like  a  piston,  and  by  this  means  the 
two  plates  of  salt  could  be  brought  into  flat  contact  with  each  other, 
or  could  be  separated  to  any  required  distance.  The  distance  between 
the  plates  was  measured  by  a  vernier.  The  cylinder  was  placed  hori- 
zontal, being  suitably  connected  with  a  source  of  heat.  This  latter 
consisted  of  a  plate  of  copper,  against  which  a  steady  sheet  of  flame 
was  caused  to  play. 

The  absorption  of  radiant  heat  by  carbonic  oxide,  carbonic  acid, 
nitrous  oxide,  and  defiant  gas  was  determined  with  this  apparatus, 
and  such  differences  as  might  be  anticipated  from  former  researches 
were  found,  defiant  gas  maintained  its  great  superiority  over  the 
other  gases  at  all  thicknesses.  A  layer  of  this  gas,  not  more  than  0*01 
of  an  inch  in  thickness,  intercepted  about  1  per  cent,  of  the  total  ra* 
diation;  and  the  delicacy  of  the  apparatus  may  be  inferred  from  the 
fact  that  this  absorption — great,  relative  to  the  thickness  of  the  layer 
of  gas,  but  small  absolutely — corresponded  to  a  deflection  of  11  degrees 
of  the  galvanometer.    (It  would  be  certainly  possible  to  measure  the 
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meti&tk  of  a  Uj%t  of  this  gas  of  less  tlii<dfnew  than  the  paper  on  whidi 
theee  words  are  printed.)  A  layer  of  olefiant  gas,  2  inehes  in  thick*- 
nesB,  intercepts  nearly  80  per  cent,  of  the  entire  radiation.  The  in* 
dnence  of  a  diathermic  envelope  surrounding  a  planet  may  be  strikingly 
illnatrated  by  reference  to  this  gas.  A  shell  of  olefiant  gas,  2  inches 
ihiokf  snrroonding  the  earth,  would  offer  no  appreciable  hindrance  te 
the  solar  rays  in  their  earthward  coarse ;  bnt  it  would  intercept,  and 
in  sreat  part  return,  80  per  cent,  of  the  terrestrial  radiation  ;  under 
ancn  a  canopy  the  surface  of  the  earth  would  probably  be  raised  to  a 
stifling  temperature.  A  layer  of  the  gas,  ^*^  of  an  inch  thick,  inter- 
cepts 11*6  per  cent,  of  the  whole  radiation.  Such  a  layer,  if  diffused 
throuffh  a  stratum  of  air  10  feet  thick,  would  be  far  more  attenuated 
than  Sie  aqueous  vapor  actually  difiused  through  the  air;  still  it  would 
■produce  an  absorption  greater  than  that  which  the  speaker  had  assigned 
to  the  atmospheric  vapor  within  10  feet  of  the  earth's  surface.  In  the 
presence  of  such  facts,  the  arguments  which  we  might  be  disposed  to 
base  on  the  smallness  of  the  quantity  of  atmospheric  vapor  are  entirely 
^Toid  of  weight. 

In  measuring  the  action  of  larger  thicknesses  of  gas,  the  following 
method  was  pursued : — A  brass  cylinder,  49*4  inches  in  length,  had  its 
two  ends  stopped  with  plates  of  rock-salt,  and  a  suitable  source  of  heat 
]ilaced  at  one  end ;  the  rays  from  this  source  passed  through  the  tube, 
and  were  received  by  a  thermo-electric  pile  placed  at  its  opposite  end; 
this  radiation  was  exactly  neutralised  by  the  heat  emitted  from  a 
cube  of  boiling  water  and  incident  on  the  opposite  face  of  the  pile; 
The  interception  of  any  portion  of  the  heat  emanating  from  the  source 
by  a  gas  or  vapor  introduced  into  the  tube  destroyed  the  equilibrium 
previously  existing,  and  the  amount  intercepted  was  declared  by  the 
^Ivanometer.  The  thickness  traversed  by  the  calorific  rays  was  va- 
•ried  in  the.  following  way: — The  tube  was  divided  into  two  distinct 
compartments  by  the  introduction  of  a  third  plate  of  rock*salt.  Let 
US  agree  to  call  the  compartment  most  distant  from  the  pile  the  fir§i 
ckanibtr^  and  that  adjacent  to  the  pile  the  $eeand  ehamber.  The  ex* 
periments  besan  with  the  first  chamber  short  and  the  second  chamber 
long,  and  enaed  with  the  first  chamber  long  and  the  second  chamber 
short.  The  alteration  consisted  solelv  in  the  shiftmg  of  the  interme^ 
diate  plate  of  salt,  which  lengthened  tne  first  chamber  and  diminished 
tiie  second  one  by  the  same  quantity;  the  sum  of  the  lengths  of  both 
chambers  beine  the  constant  quantity,  49*4  inches. 

The  absorption  effected  in  the  first  chamber  actine  alone  was  first 
determined  ;  then  the  absorption  effected  in  the  second  chamber  acting 
jalone;  and,  finally,  the  absorption  effected  when  both  the  chambers 
were  occupied  by  the  gas  or  vapor.  This  arrangement  enabled  the 
speaker  to  check  his  experiments,  and  also  to  examine  the  effect  of  the 
MfHng  which  occurred  in  the  first  chamber  on  the  absorption  of  the 
aecond  one.  The  thermal  coloration  of  the  various  gases  was  render* 
ed  sirikinffly  manifest  by  these  experiments.  For  the  vast  majority  of 
ike  rays,  for  example,  carbonic  oxide  and  carbonic  acid  are  transpa* 
jmit.  rlaeipg  a  stratum  of  carbonic  oxidci  8  inches  in  lengthy  in  front 
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of  a  oolmnii  of  the  nmo  m,  41*4  inches  long,  these  8  inches  intereept* 
ed  6  per  cent,  of  the  whole  radiation ;  placed  h$hmd  a  colvmn  41*4 
inches  long,  the  absorption  of  the  same  8  inches  was  sensibly  niL  So 
also  with  carbonic  acia ;  8  inches  in  front  absorbed  6^  per  cent.,  while 
placed  behind  the  effect  was  almost  sero.  Similar  remarks  apply  to 
the  other  gases,  the  reason  manifestly  being  that  when  the  8-inch  stra- 
tam  is  in  front,  it  stops  the  main  portion  of  the  rays  which  gifo  it  its 
thermal  color,  while,  when  it  is  placed  behind,  these  same  rays  hsTO 
been  almost  wholly  withdrawn,  and  to  the  remaining  94  per  cent.,  or 
thereabouts,  of  the  radiation  the  gases  are  sensibly  transparent. 

An  extension  of  this  reasoning  enables  ns  at  once  to  conclude,  that 
the  sum  of  the  absorption  of  the  two  chambers  taken  separately  must 
always  be  greater  than  the  absorption  effected  by  a  single  column  of 
the  ^as  of  a  length  e(}ual  to  the  sum  of  the  two  chambers.  This  con- 
clusion is  illustrated  m  a  striking  manner  by  the  experiments ;  and  it 
is  further  fonnd  that  when  the  mean  of  the  sums  of  the  absorption  is 
divided  by  the  absorption  of  the  sum,  the  quotient  is  sensibly  the  same 
for  all  gases.  It  may  also  be  inferred  from  considerations  similar  to 
the  foregoing,  that  the  sum  of  the  absorptions  must  diminish,  and  ap- 
proximate to  the  absorption  of  the  sum,  as  the  two  chambers  become 
more  unequal  in  length,  and  that  the  sum  of  the  absorptions  of  the 
two  chambers  is  a  maximum,  when  the  medial  rock-salt  plate  diTides 
the  long  tube  into  two  equal  compartments. 

In  these  days  a  special  interest  attaches  itself  to  the  radiation  of  any 
gas  through  itself  or  through  any  other  gas  having  the  same  period  of 
vibration.  The  speaker  referred  to  the  results  of  an  elaborate  series  of 
experiments  on  this  interesting  question.  The  experimental  tube,  49*4 
inches  long,  was  divided  into  two  compartments  by  a  partition  of  rock- 
salt.  All  external  sources  of  heat  were  abolished,  and  the  pile,  fnmiah* 
ed  with  its  conical  reflector,  stood  at  the  end  of  the  tube.  The  com- 
partment nearest  the  pile  contained  the  gas  which  was  to  act  as  absorbei^ 
while  that  most  distant  from  the  pile  held  the  gas  which  was  to  act  as 
radiator.  It  is  known  that  the  destruction  of  the  motion  of  a  sensible 
mass  of  matter  is  always  accompanied  by  the  evolution  of  heat.  A 
weight  falling  to  the  earth,  and  a  ball  striking  a  target,  are  heated  on 
collision.  The  same  is  true  for  atoms,  and  in  the  present  experiment 
the  gas  in  the  radiating  chamber  was  heated  by  the  collision  of  its  own 
particles  against  the  inner  surface  of  the  tube  when  they  rushed  in  to 
fill  the  vacuum.  The  radiation  was,  in  fact,  what  the  speaker  had  named 
^'  dynamic  radiation."  The  lengths  of  the  two  chambers  were  varied, 
the  radiating  column  being  lengthened  and  the  absorbing  one  shorten- 
ed at  one  and  the  same  time ;  the  sum  of  both  was  always  the  constant 
length  49-4  inches. 

The  experiments  with  the  vapors  were  thus  executed.  Both  the 
chambers  into  which  the  tube  was  divided  were,  in  the  first  place,  00- 
cupied  by  the  vapor  to  be  examined ;  the  usual  pressure  being  ^  of 
an  atmosphere.  The  entrance  of  the  vapor  was  so  slow,  and  its  quan- 
tity so  small,  that  the  radiation  due  to  the  warming  of  the  Taper  by 
its  own  collision  was  insensible.  The  needle  being  at  sero,  dry  air  was 
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allowed  to  enter  the  chamber  most  distant  from  the  pile.  This  air  be- 
came heated  dynamically,  commnnicated  its  heat  to  the  vapor,  and  the 
latter  immediately  disoharged  the  heat  thus  commnnicated  to  it  against 
the  pile.  It  is  quite  evident,  that  not  only  does  this  case  resemble, 
but  that  it  is  actually  of  the  same  mechanical  character  as  that  in  which 
a  vibrating  tuning-fork  is  brought  into  contact  with  a  surface  of  some 
extent.  The  fork,  which  before  was  inaudible,  becomes  at  once  a  copi- 
ous source  of  sound.  What  the  sounding-board  is  to  the  fork,  the  com* 
pound  molecule  is  to  the  elementary  atom.  The  tuning-fork  vibrating 
alone  is  in  the  condition  of  the  atom  radiating  alone,  the  sound  of  the 
one  and  the  heat  of  the  other  being  alike  insensible.  But  in  association 
with  sulphuric  or  acetic  ether- vapor  the  elementary  atom  is  in  the  con- 
dition of  the  tuning-fork  applied  to  its  sound-board,  communicating 
through  the  molecule  motion  to  the  luminiferous  ether,  as  the  fork 
through  the  board  communicates  its  motion  to  the  air. 

The  experiments  demonstrate  the  ^eat  opacity  of  a  gas  to  radiations 
from  the  same  gas.  They  also  show  in  a  very  striking  manner  the  in- 
fluence of  attenuation  in  the  case  of  vapor.  The  individual  molecules 
of  a  vapor  may  be  powerful  absorbers  and  radiators,  but  in  thin  strata 
they  constitute  an  open  sieve  through  which  a  large  quantity  of  radi- 
ant heat  may  pass.  In  such  thin  strata,  therefore,  the  vapors,  as 
used  in  our  experiments,  were  generally  found  far  less  energetic  than 
die  gases,  while  in  thick  strata  the  same  vapors  showed  an  energy 
greatly  superior  to  the  same  gases.  The  gases,  it  will  be  remembered, 
were  always  employed  at  a  pressure  of  one  atmosphere. 

A  few  striking  experiments  were  referred  to  m  illustration  of  the 
influence  of  a  paper  lining,  or  a  coat  of  varnish  or  lampblack,  within 
the  experimental  tube,  in  dynamic  radiation  it  is  not  possible  to  do 
entirely  away  with  the  action  of  the  interior  surface  of  the  tube  itself. 
When  the  tube  is  of  brass  and  well  polished  within,  the  entrance  of 
the  air  produces  a  deflection  of  7*5  degs.,  this  being  due  to  the  emis- 
sion from  the  warmed  surface  of  the  tube.  A  lining  of  paper  two  feet 
long  raises  the  radiation  sufSoiently  to  drive  the  needle  through  an  arc 
of  oO  degrees,  while  a  ring  of  paper  1^  inches  lone  placed  within  the 
tube  radiates  sufficient  to  urge  the  needle  through  an  arc  of  56  de- 
grees. 

The  speaker  finally  examined  the  diathermancy  of  the  liquids  from 
which  his  vapors  were  derived,  and  the  result  leaves  no  shadow  of  a 
doubt  upon  tne  mind,  that  both  absorption  and  radiation  are  molecular 
phenomena,  irrespective  of  the  state  of  aggregation.  If  any  vapor  is  a 
strong  absorber  and  radiator,  the  liquid  whence  it  comes  is  also  a  strong 
absorber  and  radiator.  The  molecule  carries  its  power,  or  want  of 
power,  throuffh  all  its  states  of  aggregation.  The  order  of  absorption 
in  liquids  and  vapors  is  precisely  the  same ;  and  the  speaker  looked 
forward  with  hope  to  the  application  of  these  results  to  other  portions 
of  the  domain  of  thermotics. 

Frooeedingi  Kojal  Iiutitation,  June  12, 1863. 
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rnm  tiM  LoodoD  Pnetleftl  MeQhuiic'f  JowimiI,  IbK,  18M. 

The  inquiry  into  the  cause  of  the  recent  explosion  on  th^  Great 
Western  Railway  took  place,  20th  Noyember,  1863,  near  the  scene  of 
the  occurrence.  It  will  be  remembered  that  Dr.  Lankester  adjourned 
the  inquests  on  the  deaths  of  the  three  men  who  were  killed  t)y  the 
bursting  of  the  engine,  in  order  that  he  might  have  scientific  eriaenoe 
in  respect  of  the  state  of  the  boiler  both  before  and  after  the  explosion, 
and  also  on  the  subject  of  the  management  of  locomotives  generally. 
Captain  Tyler,  R.  B.,  Government  Inspector  of  Railways,  attended, 
and  assisted  in  examining  the  other  witnesses.  The  ofScer  also  sub- 
mitted himself  for  examination,  and  read  a  detailed  report  which  he 
had  drawn  up  after  an  inspection  of  the  remains  of  the  Jrerseus.  John 
Thompson,  the  'driver  of  the  Perseus,  stated  that  on  the  morning  of 
the  day  before  that  on  which  the  accident  took  place  he  drove  the  en- 
gine from  Swindon  to  London.  In  the  course  of  that  journey  he  drove 
It  with  a  pressure  of  115  lbs.  on  the  square  inch,  and  he  observed  no- 
thing wrong  with  its  boiler.  He  made  a  note  in  the  engine-drivers' 
booK  of  some  slight  repairs  that  had  to  be  done  with  other  parts  of  the 
Perseus,  and  the  boiler  was  washed  out.  The  Perseus  had  been  running 
12  years,  but  there  were  hundreds  of  older  engines  on  the  Great  West- 
ern line.  Mr.  L.  Toung,  boiler  maker  in  the  company's  workshop  at 
Swindon,  stated  that  the  last  occasion  on  which  the  interior  of  the 
boiler  of  the  Perseus  was  thoroughly  examined  was  in  1855,  when  new 
}>ipes  were  put  into  it.  Since  then  repairs  had  been  done  to  the  boiler 
on  one  or  two  occasions ;  but  he  had  seen  nothing  to  make  him  think 
that  there  was  corrosion  in  the  place  where  it  subsequently  gave  way. 
When  there  was  a  suspicion  of  weakness  in  any  part  of  a  boiler,  smul 
holes  were  tapped  and  a  gauge  was  introducecl  to  try  the  thickness  of 
the  metal ;  but  if  there  was  no  such  suspicion  no  regular  examination 
of  the  boiler  took  place  except  when  new  pipes  were  being  put  in. 
The  pipes  put  into  the  Perseus  in  1855  were  in  it  when  it  exploded, 
and  in  the  interim  the  engine  had  run  175,000  miles.  The  duration 
"of  pipes  was  usually  measured  by  the  number  of  miles  which  the  enrine 
had  run,  and  they  usually  lasted  for  a  mileage  of  from  100,000  to 
200,000  miles.  Mr.  Daniel  Gooch,  chief  engineer  of  the  locomotive  de- 
partment, was  the  next  witness.  He  stated  that,  including  both  broad 
and  narrow  gauges,  there  were  about  500  engines  in  the  rolling  stock 
of  the  Great  Western  Company.  The  Perseus  was  a  first-class  broad- 
gauged  engine,  and  was  not  an  old  one  as  compared  with  others  be- 
longing to  the  company.  Itwas  12  years  old,  while  there  were  more  than 
200  which  were  much  older.  Some  had  been  running  24  or  25  years 
without  new  boilers.  The  Perseus  had  never  had  new  boilers.  It  was 
the  duty  of  each  engine-driver  after  every  journey  to  make  a  written 
report  of  anything  that  his  locomotive  required  to  have  done  to  it,  and 
the  engine  was  not  let  out  again  until  the  necessary  repairs  were  com- 
'  pleted.  The  Perseus  had  803  pipes.  If  the  pipes  of  an  engine  were 
taken  out  they  could  not  be  put  in  again.  New  ones  must  be  supplied. 
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and  they  cost  from  25s.  to  27s.  each.  In  replj  to  Captain  Tyler,  Mr. 
Oooch  said  that  he  did  not  approre  testing  boilers  for  strength  *of 
plates  by  the  hydraulic  process.  This  test  was  applied  when  the  en- 
gine was  at  rest,  and  the  strain  to  which  the  boiler  was  subjected,  and 
-which  was  much  greater  than  any  that  it  was  ever  required  to  bear 
when  running,  was  calculated  to  injure  it.  He  was  persuaded  that  if 
the  hydraulic  test  was  applied  they  would  have  many  more  explosions. 
I^one  of  thegreat  companies  applied  it.  The  engineers  of  the  London 
and  North- Western,  the  Great  Northern,  and  the  South- Western  were 
against  it.  Captain  Tyler  obseryed  that  the  hydraulic  test  was  applied 
by  the  engineers  of  some  lines,  and  with  very  beneficial  results.  Some 
locomotives  had  given  away  under  it.  Mr.  Gooch  further  stated  that 
he  had  several  boilers  of  greater  age  than  that  of  the  Perseus  tested, 
and  he  found  them  all  sound.  As  to  pipes,  there  was  one  engine  on 
the  line  which  had  run  280,716  miles  with  the  same  set  of  pipes.  Mr. 
Qt>och,  as  well  as  the  engine-driver  and  boiler  maker,  attributed  the 
bursting  of  the  boiler  to  corrosion  of  a  part  of  one  of  the  plates  in 
the  centre  of  the  boiler  barrel.  Captain  Tyler  concurred  with  the  of- 
ficers of  the  company  as  to  the  immediate  cause  of  the  accident,  but 
thought  that  the  hydraulic  test  mi^ht  have  been  applied  with  great 
advantage,  and  expressed  his  opinion  that  the  running  of  an  engine 
for  seven  years  without  a  thorough  examination  of  the  interior  of  the 
boiler  was  a  most  dangerous  proceeding.  He  observed,  however,  that 
there  was  no  Government  regulation  on  this  point,  and  that  there  was 
considerable  difference  of  opinion  as  to  the  merits  of  the  hydraulic  test. 
He  brought  under  the  notice  of  the  Court  and  the  officials  of  the  Ghreat 
Weetem  Company  a  bdiler  manufactured  by  a  firm  at  Ipswich,  in  which 
the  pipes  were  so  placed  that  they  could  be  removed  in  a  mass  and 
replaced  again.  This  invention  had  not  as  yet  been  applied  to  railway 
locomotives,  but  was  confined  to  agricultural  engines.  It  was  not,  how- 
ever, clear  to  him  that  it  might  not  be  made  available  for  railway  en- 
gines. The  jury  found  that  the  death  of  John  Elridge,  James  Wilson, 
and  Christopher  Thomson  (the  men  killed  by  the  explosion),  was  acci- 
dental ;  but  they  recommended  to  railway  companies  a  periodical  ex- 
anunation  of  the  boilers  of  their  locomotives  at  intervals  not  exceeding 
three  years. 

Here  we  have  exactly  the  case  of  the  Rugby  explosion  over  again, 
and  the  same  doraiatic  absurdity  on  the  part  of  the  locomotive  engineer- 
ing evidence — absurdity,  if  not  something  worse,  that  scarcely  needs 
dissection.  Ah !  these  tubes,  that  cost  27s.  a  piece,  and  would  so  pro- 
bably blow  out  often  in  the  hydraulic  test — hinc  ilia  laerymm.  What 
a  comfortable  assurance  to  Great  Western  travelers  is  that  of  Mr. 
Gooch!  The  engine  that  exploded  was  12  years  in  use,  and  hadnever 
been  thoroughly  examined  for  eight  years;  but  that  is  nothing,  the 
Company  have  200  engines  a  great  deal  older,  and  in  worse  condition ! 
—Ed. 
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Tides  of  the  White  Sea. 

From  the  London  Athen«am,  Jan.,  1804. 

The  question  as  to  the  existence  of  a  diurnal  periodicity  in  the  tides 
of  the  White  Sea  may  now  be  considered  as  decided  in  the  affirmative; 
for  we  find  in  the  last  number  of  the  Bulletin  of  the  Imperial  Academy 
of  Sciences  of  St.  Petersburg  a  short  notice  of  a  report  presented  by 
Messrs.  Lenz  and  Kupifer,  in  which  the  fact  is  stated  for  the  first  time. 
M.  Zaroubine,  an  ofBcer  of  the  Corps  of  Pilots  at  Archangel,  has 
made  a  long  series  of  observations,  and  drawn  up  tables  of  the  results, 
which  have  been  laid  before  the  Academy,  and  discussed  by  the  report- 
ers, who  affirm  his  conclusion  that  a  diurnal  periodicity  in  the  flux  and 
reflux  of  the  tides  in  the  White  Sea  is  thereby  demonstrated.  The 
report  and  a  selection  of  the  tables  are  to  be  published;  but,  we  fear, 
in  Russian  only,  and  in  a  Russian  periodical. 


Tatmi  Gold. 

From  the  London  Chemieal  News,  No^  31S. 

A  beautiful  gold-colored  alloy,  sold  under  the  above  name,  gave,  on 
analysis,  the  following  results : — . 

Copper  .  .  .  86*4 

Zinc  .  12*2 

Tin  .  .  .1-1 

Iron  .  .0-3 

The  iron  was  probably  an  accidental  ingredient.     The  alloy  besides 
was  very  thinly  gilt.  It  is  a  good  deal  used  to  make  watch-chains. 

Centralblait^  Ko.  52^  1863. 


FRANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly  Meeting^  February  18,  1864. 

William  Sellers,  President,  in  the  chair. 

John  H.  Towne,  Vice  President. 

Robert  Briggs,  Corresponding  Secretary. 

Washington  Jones,  Recording  Secretary. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

A  letter  was  read  from  the  Smithsonian  Institution,  Washington, 
D.  C. 

Donations  to  the  Library  were  received  from  the  Royal  Astronoxni- 
cal  Society,  the  Royal  Institution,  the  Statistical  Society,  and  t:Iie 
Commissioners  of  Patents,  London ;  la  Societe  Industrielle  de  Mul- 
house^  France;  Prof.  A.  Dallas  Bache,  the  Smithsonian  Institution, 
and  Thos.  U.  Walter,  Esq.,  Washington,  D.  C;  Hon.  Mr.  Brady,  Sen- 
ate, Harrisburg,  Pa.;  the  Pennsylvania  Institution  for  the  Blind,  Prof. 
John  F.  Frazer,  and  John  S.  Cassin,  Esq.,  Philadelphia. 

The  Periodicals  received  in  exchange  for  the  Journal  of  the  Ixi.sti- 
tate,  were  laid  on  the  table. 
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The  Treasurer's  report  for  January  was  read. 

The  Board  of  Managers  and  Standing  Committees  reported  tbeir 
minutes. 

The  Board  of  Managers  reported  the  appointment  of  the  following 
Standing  Committees  of  the  Board. 


On  Publicationi, 

John  H.  Towne, 
Fairman  Rogers, 
Robert  Briggs, 
B.  Henry  Bartol, 
George  Harding. 


On  Instruction, 

John  F.  Frazor, 
Pliny  E.  Chase, 
J.  Vaughan  Merrick, 
Coleman  Sellers, 
Samuel  Sloan. 


Managers  of  Sinking  Fund 
and  Finance, 
George  Erety, 
Washington  Jones, 
John  F.  Frazer, 
Percival  Roberts, 
Samuel  White. 


Candidates  for  membership  in  the  Institute  (6)  were  proposed,  and 
the  candidates  proposed  at  the  last  meeting  (15)  were  duly  elected. 

On  motion,  a  committee  of  five  were  appointed  to  revise  the  By- 
Laws,  and  report,  if  in  their  judgment  they  needed  amendments. 

Committee,  Messrs.  J.  Vaughan  Merrick,  Washington  Jones,  Bloom - 
field  H.  Moore,  Pliny  E.  Chase,  John  H.  Towne. 

On  motion,  a  committee  of  twelve  were  appointed  to  consider  the 
weights  and  measures,  and  coinage  of  the  United  States,  with  regard 
to  the  proposed  introduction  of  the  decimal  system. 

Committee,  Messrs.  Robert  Briggs,  Fairman  Rogers,  J.  Vaughan 
Merrick,  John  F.  Frazer,  John  H.  Towne,  B.  Henry  Bartol,  John  W. 
Nystrom,  Washington  Jones,  Coleman  Sellers,  James  C.  Booth,  Wil- 
liam B.  Bement,  Samuel  J.  Reeves. 

The  Standing  Committees  for  the  ensuing  year  were  appointed  by 
the  President,  and  approved  as  follows: — 


On  the  Library. 

Henry  Ames, 
FUnyE.  Chase, 
James  H.  Gresson, 
James  Dougherty, 
John  Ferguson, 
George  Harding, 
Baper  Hoskins. 
James  T.  Lukens, 
Henrv  G.  Morris, 
William  H.  Merrick. 

Ofi  Cabinet  of  Arts  and 
Manufactures, 
"William  Adamson, 
John  H.  Cooper, 
Charles  G.  Crane, 
'William  Divine, 
Henry  B.  Lawrence, 
Percival  Roberts, 
Kewbold  H.  Trotter, 
Eliasbib  Tracy, 
BamuelS.  White, 
William  Weightman. 


On  Cabinet  of  Minerals  and 
Geological  Specimens. 
Kobert  Briggs, 
Isaac  H.  Conrad, 
John  F.  Frazer, 
J.  Peter  Lesley, 
Samuel  J.  Reeves, 
Robert  E.  Rogers, 
B.  Howard  Rand, 
Coleman  Sellers, 
Richard  Tilghman, 
Elias  Wildman. 

On  Exhibitions, 

Robert  Briggs, 
James  H.  Cresson, 
John  Gardiner,  Jr., 
Edwin  Greble, 
Bloom  field  H.  Moore, 
J.  Yaugban  Merrick, 
William  A.  MitcheU, 
T.  Morris  Perot, 
John  H.  Towne, 
O.  Howard  Wilson. 


On  Cabinet  of  Models. 

James  Agnew, 

William  B.  Bement, 

Charles  H.  Cramp, 

Mordecai  W.  Haines, 

John  Kile, 

W.  Barnet  Le  Van, 

Charles  T.  Parry, 

John  L.  Perkins, 

Samuel  Sloan, 

ti.  Lloyd  Wiegand. 

On  Meetings, 

B.  Henry  Bartol, 
Charles  S.  Close, 
Henry  Cartwright, 
George  Erety, 
Henry  Howson, 
Edward  Longstreth, 
John  W.  Nystrom, 
Percival  Roberts, 
Thomas  Shaw, 
MoAtgom'yP.  Simom. 
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CbarlM  M.  OreHon, 
John  F.  Frazer^ 
Henry  Hartsborne, 
Jamet  Honter, 
James  A.  Kirkpatrick, 


Oft  Meieoroloffy. 

Henry  Morton, 
Jamet  A.  Meigs, 
Fairman  Bogers, 
James  S.  Wnitney, 
Samnel  B.  White. 


Mr.  Chase  continued  the  abstract  of  his  papers  on  Tides  of  Rotation. 
The  principal  theories  that  hare  been  brought  forward  to  account 
for  the  barometric  tides,  attribute  them  to 

1.  Variations  of  temperature, 

2.  Variations  of  moisture, 

3.  Formation  and  dissipation  of  clouds^ 

4.  Electrical  action  of  the  sun, 

5.  Oravitation, 

6.  Centrifugal  force, 

7.  ^^Botation  of  the  earth,  and  its  connexion  with  the  solar  system." 

[  W.  0.  Redfieldj  in  Silliman's  Journal,  vol.  zzv,  page  129.] 
No  one  has  attempted  to  point  out  any  minute  or  precise  correspon- 
dence between  theory  and  observation,  nor  to  furnish  any  satisfactory 
demonstration  of  the  connexion  between  the  observed  phenomena 
and  their  supposed  causes. 

The  prevailing  sentiment  of  the  day  appears  to  incline  towards  the 
temperature  theory,  notwithstanding  the  confessedly  inexplicable  diffi- 
culties that  attend  it.  James  Hudson,  (London  Phil.  Trans.,  1832) 
points  out  ^'the  general  relation  between  the  barometrical  changes  and 
the  variations  of  temperature,"  but  he  admits  that  the  relation  ^^  ap- 
pears to  be  DIRECT  during  the  morning  hours,  and  inverse  during  those 
of  the  day  and  evening.'  Sir  John  Herschcl  says  that  '^  heat  causes 
diurnal  variations,  but  the  effects  surpass  the  natural  operation  of  those 
causes."  Prof.  Espy,  (4th  Meteorolog.  Rep.  p.  12,)  attempts  to  recon- 
cile the  American  observations  with  his  view  of  the  heat  theory :  his 
explanations,  though  plausible,  are  unsatisfactory  and  will  not  bear 
the  test  of  rigid  scrutiny. 

Each  of  the  other  enumerated  causes  undoubtedly  exerts  an  influence 
which  must  be  carefully  investigated,  before  we  can  obtain  a  thorough 
knowledge  of  the  laws  which  control  the  atmosphere.  Such  an  investi- 
gation will  probably  show  a  mutual  connexion  through  which  all  the 
secondary  causes  may  be  referred  to  a  single  force.  Mr.  Redfield's 
hypothesis,  which  is  expressed  in  terms  sufficiently  indefinite  and  gene- 
ral to  include  all  the  rest,  was  anticipated  by  Galileo,  who  attributed 
the  ocean  tides  *^  to  the  rotation  of  the  earth,  combined  with  its  revo- 
lution about  the  sun."  It  appears  that  Galileo's  opinion  attracted  little 
attention,  and  led  to  no  special  investigation,  partly,  perhaps,  because 
it  could  hardly  be  reconciled  with  the  tidal  intervals,  and  partly  because 
a  literal,  as  well  as  figurative,  reasoning  in  a  circle,  apparently  demon- 
strated that  the  motions  in  question  could  produce  no  disturbing  force. 
I  have  endeavored  to  show  the  fallacy  of  this  notion,  and  to  justify 
my  reasoning  by  exhibiting  the  almost  precise  coincidence  between 
the  results  of  my  hypothesis,  and  those  of  observation.  My  views  are 
atill  further  confirmed  by  the  fact  that  the  law  of  tidal  variation  de* 
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xiyed  from  ui  ezdusive  reference  of  the  aerial  motions  to  a  sapposed 
stationary  earth,  ie  precisely  the  same  as  the  law  that  is  deriv^from 
the  consideration  of  the  relative  attractions  of  two  bodies  reTolving 
about  their  common  centre  of  gravity. 

The  following  table  furnishes  material  for  many  instructive  com- 
parisons, some  of  which  deserve  special  notice  on  account  of  the  addition- 
al confirmations  that  they  furnish  to  the  rotation  theory.  The  column 
headed  *^  observed  height  of  barometer,"  gives  the  grand  mean  of  three 
years  observations  at  St.  Helena;  a  represents  the  theoretical  height 
as  computed  by  our  formula;  b  introduces  such  modifications  as  would 
result  from  assuming  the  mean  of  the  equatorial  observations  as  a  nor- 
mal equatorial  altitude. 

Tablx  of  Mxijr  Bxxomktbicxi.  Bbiultb,  Thxobxtical  ahd  Onrarnvsn. 
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n 

^1 

B 
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1 
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1 

Oh 

1-00060 

-2986 

-2970 

—16 

•8002 

17 

—82 

1 

1-00000 

•2819 

-2821 

2 

•2821 

2 

0 

2 

•99946 

-2660 

-2672 

12 

-2640 

—20 

82 

8 

•99906 

•2663 

•2668 

10 

•2607 

—46 

66 

4 

•99894 

-2621 

•2628 

2 

•2468 

—68 

66 

6 

•99908 

•2662 

-2668 

1 

-2607 

—66 

66 

6 

•99988 

•2642 

•2672 

80 

-2640 

—  2 

82 

7 

•99982 

•2764 

•2821 

67 

•2821 

67 

0 

8 

100028 

.2899 

•2970 

71 

•8002 
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—82 

9 

1-00066 

•8003 

•8079 

76 

•8186 

182 

—66 

10 

100086 

•8061 

•8119 

68 

-8184 

128 

—66 

11 

1^00074 

-8026 

•8079 

64 

-8186 

no 

—66 

12 

1-00088 

•2918 

2970 

67 

•8002 

89 

—82 

13 

•99988 

-2777 

•2821 

44 

•2821 

44 

0 

14 

•99988 

•2046 

•2672 

26 

-2640 

—  6 

82 

16 

•99908 

•2662 

•2668 

1 
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-56 

66 

16 

•99906 

-2660 

•2628 

—27 

•2468 

—92 

66 

17 

•99926 
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-2668 

—48 
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—104 

66 

18 
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•2787 

•2672 

—66 

•2640 

—97 

82 

19 

1-00028 

-2898 

•2821 

—77 

•2821 

—77 

0 

20 

1-00081 

•8048 

-2970 

—78 

•8002 

—46 

—82 

21 

100120 

•8168 

•8079 

—84 

•8136 

—28 

—66 

22 

100130 

•8184 

-8119 

—66 

•8184 

0 

—66 

23 

1-00107 

-8117 

-8079 

—88 

•8186 

18 

—66 

It  will  be  seen  that  the  purely  theoretical  height  A  corresponds  more 
nearly  with  the  observations  than  the  mixed  height  B.  It  is  therefore 
evident  that  there  is  a  slight  disturbance,  (which  may  perhaps  be  owing 
either  to  variations  of  temperature,  or  to  a  resisting  medium,)  which 
follows  a  different  law  from  the  principal  disturbance. 

The  changes  are  least  near  the  times  of  high  and  low  tide,  and 

greatest  midway  between  the  two  tides.  If  we  compare  the  average 
igh  and  low  tides,  we  see  that  the  observed  height  is  somewhat  less 
at  high  tide,  and  somewhat  greater  at  low  tide,  than  theory  would  give. 
These  results  would  naturally  follow  from  the  combined  fluidity  an4 
gravitation  of  the  air. 


Digitized  by 


Google 


SIO 


liranklin  liUtiMe^ 


From  Ih.  to  16h.  inclnsiye  (during  most  of  whicli  time  tbe  mdins 
Tector  of  each  particle  of  air  is  increasing,)  the  observed  height  of  the 
*  barometer  is  less  than  the  theoretical  height. 

From  16h.  to  Oh.  inclusive,  (radius  vector  diminishing,)  the  observed 
'height  is  greater  than  the  theoretical  height. 

The  greater  pressure  before  noon  than  before  midnight,  is  precisely 
the  result  which  would  follow  from  the  passage  of  the  earth  through  a 
resisting  medium,  but  it  is  directly  opposed  to  the  supposed  tendencies 
of  varying  temperature. 

The  apparent  difference  in  the  laws  that  govern  the  aeriaTand  ocean 
tides  may  be  partially,  if  not  wholly,  accounted  for  by  considering  the 
difference  of  constitution  in  the  two  media,  and  the  relative  positions 
of  the  observer.  The  air  is  highly  elastic  and  compressible,  while 
water  is  cohesive  and  incompressible ;  the  observer  is  placed  underneath 
the  atmosphere,  but  above  the  ocean.  The  air  can  therefore  readily 
yield  to  an^  expanding  or  condensing  force,  without  much  perceptible 
motion,  while  a  similar  force  applied  to  water  would  produce  motion 
in  the  direction  of  least  resistance ;  any  force  that  tends  to  throw  fluids 
away  from  any  given  portion  of  the  earth,  produces  a  high  aerial  tide, 
but  a  low  barometric  tide,  and  after  some  interval  a  high  oceanic  tide. 

The  frequent  coincidence  of  high  water  with  a  low  barometer,  has 
been  noticed  by  many  observers,  and  it  is  strikingly  presented  in  the 
oomparative  drawings  given  by  Lubbock  in  his  Theory  of  the  Tides. 
The  prompt  effect  of  rotation,  combined  with  the  retardation  of  the 
cumulative  action  which  produces  the  lunar  tides,  may  perhaps  account 
for  the  errors  of  theory  m  Lubbock's  Table  of  the 

Sxifi-HzNSTRUAL  Inequality  at  London. 


Time  of 
Hoon*s 
TraDsit 

B. 

Height. 

Theory. 

Observation. 

Error. 

h.    m. 

0  80 

1  80 

2  80 
8      80 
4      80 
6      80 

6  80 

7  80 

8  80 

9  30 

10  30 

11  80 

feet. 
22-72 
22-54 
22-07 
21-36 
20-65 
19-88 
19-56 
19-98 
20-69 
21-49 
2216 
22-69 

feet. 
22-72 
22-44 
21-92 
21-14 
20-28 
19-57 
1965 
20-26 
21-15 
21-89 
22-42 
22-70 

feet. 

0 

+.10 

X-22 
+.82 
+  26 
+■01 
—33 
—46 
—-40 
—26 
—  11 

The  regular  recurrence  of  the  aerial  tides  at  stated  hours,  is  a  sutEh 
cient  evidence  of  their  dependence  upon  the  relative  positions  of  the 
earth  and  sun.   Though  the  differential  effect  of  the  moon's  attractioft 
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ni  {greater  th«n  that  of  the  sun's,  the  intensity  of  the  solar  attraction 

.18  much  the  greater.  I  am  inclined  to  believe  that  this  intensity  te 
manifested  in  a  greater  stability  of  the  solar  attraction-spheroid^  which 
prevents  its  yielding  readily  to  the  effects  of  rotation. 

Lubbock  quotes  from  Williams'  Narrative  of  Missionary  Enter- 
prises, p.  172,  his  remarks  on  the  '^  well-known  fact  that  the  tides  in 
Tahiti  and  the  Society  Islands  are  uniform  throughout  the  year,  both 
as  to  the  time  of  the  ebb  and  flow,  and  the  height  of  the  rise  and  fall; 
it  being  high  water  invariably  at  noon  and  midnight,  and  low  water 
at  six  in  the  morning  and  evening.  The  total  range  from  low  to  high 
water  seldom  exceeds  eighteen  inches  or  two  feet."  The  earth's  rotation, 

.  producing  an  alternate  half-day's  acceleration  and  retardation  in  the  east- 
ward motion  of  the  water,  should  create  a  tendency  to  tides  of  this  char- 
acter, and  the  situation  of  the  islands  mentioned  is  peculiarly  favorable 
for  the  development  of  that  tendency.  Were  they  near  a  continent  or 
at  the  entrance  of  a  gradually  narrowing  ocean,  they  would  feel  the 
influ'ence  of  the  derivative  tide  which  accumulates  the  attractive  ener- 
gies of  the  moon  for  several  successive  transits,  and  the  tides  would 
vary  with  the  moon,  as  upon  our  own  shores ;  but  the  nearly  unintei^ 
rnpted  ocean  sweep  of  80^  to  the  eastward  may  give  the  combined  ro- 
tation and  solar  waves  such  resistless  force,  that  they  can  easily  oven- 
come  the  weak  intensity  of  the  lunar  attraction.    If  this  hypothesis  is 

.oonfirmed  by  more  accurate  observations,  the  theory  of  Galileo  will  not 
only  help  us  in  our  explanations  of  the  aerial  tides  but  it  will  also  lead 
to  the  recognition  of  a  most  important  element  in  the  ocean  tides. 

Messrs.  Cornelius  &  Baker  exhibited  a  very  beautiful  method  of 
lighting  gas  by  means  of  frictional  electricity y  arranged  for  use  with  a 
bracket,  two  portable  lighters,  and  arable  light,  all  being  simple  in 
arrangement  and  readily  kept  in  order. 

These  instruments  are  constructed  upon  the  principle  of  the  elec- 
trophorus. 

The  electric  bracket  is  arranged  with  a  brass  cup  in  the  form  of  h 
rase,  resting  upon  the  bracket,  with  a  connecting  piece  of  hard  rubber. 
This  cup  is  lined  with  lamb  skin  covered  with  silk,  and  contains  the 
ihard  rubber  electric  piece  which  corresponds  in  form  to  the  inside  of 
the  cup.  A  coiled  covered  wire  connects  the  brass  cup,  with  a  wire 
.attached  to  the  burner,  and  terminating  just  above  the  burner. 

In  order  to  light  the  gas,  the  stop  is  turned,  the  hard  rubber  piece 
lifted  partly  from  the  cup,  thus  liberating  the  spark  and  lighting  the  gas. 

The  Portable  Lighter  consists  of  the  same  vase  or  cup,  with  the  ad- 
dition of  a  non-conducting  handle. 

When  the  brass  cup  is  lifted  from  the  electric  piece  and  held  to  the 
conducting  wire  of  the  burner,  the  gas  is  immediately  lighted. 

Another  portable  instrument  called  Double  Air-  THght  Electrophorus^ 
consists  of  two  metallic  tubes,  each  closed  at  one  end,  and  connected 
together  at  the  other,  with  a  non-conducting  ring  of  hard  rubber,  the 
inside  being  lined  with  lamb  skin.  A  hard  rubber  rod  is  placed  within 
them,  the  length  of  one  of  the  tubes,  and  fitting  them  so  as  to  move 
somewhat  freely  from  end  to  end. 
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When  the  movable  piece  inside  is  allowed  to  fall  to  one  end,  and  the 
tube  is  raised  to  the  connecting  wire  of  the  burner,  this  piece  changes 
its  place  again,  falling  into  the  tube  held  by  the  hand.  The  spark 
leaves  the  upper  end  of  the  tube  at  the  same  time  and  lights  the  gas. 

The  TabU  Light  Burner  consists  of  the  same  instrument  arranged 
upon  a  pivot  regularly  attached  to  the  pillar  light. 

Prof.  J.  C.  Cresson  exhibited  some  specimens  of  Lawrence's  Metallic 
Paint,  which  he  had  used  with  very  satisfactory  results,  both  as  a  coat- 
ing upon  metals,  and  for  making  water-tight  joints,  and  laid  npon  the 
table  the  following  communication  respecting  it : — 

Vwianite. — This  mineral  occurs  sometimes  with  iron  and  copper  py- 
rites, in  which  state  it  is  found  at  St.  Agnes,  Cornwall,  England.  A 
very  fine  variety  occurs  in  the  goldmines  at  Y0r5patuck,  near  Sieben- 
burg,  Transylvania.  It  has  also  been  found  in  Bavaria,  in  the  Isle  of 
France,  and  Brazil. 

In  this  country,  in  two  states  only,  has  it  been  discovered.  Mine- 
ralogists give  it  as  a  recent  formation  from  animal  matter,  and  their 
opinions  are  based  on  a  variety  discovered  at  Ballagh  in  the  Isle  of 
Man,  accompanied  by  animal  matter,  particularly  the  bones  of  the  elk 
and  deer.  At  Edinburgh  large  quantities  have  been  found  under  some 
old  slaughter  houses  at  the  foot  of  the  Castle  Bock.  In  Europe  it  has 
long  been  used  as  a  pigment,  and  preferred  on  both  wood  and  metal, 
where  the  object  is  to  protect  the  material  from  rust,  rot  and  damp- 
ness, hence  it  is  used  largely  on  ships  bottoms  and  hulls,  iron  railings, 
fences,  roofs,  brick  walls,  steam  and  water  pipes,  smoke  stacks,  &c., 
and  as  a  paint  there  is  none  for  the  above  named  purposes  to  equal  it. 

The  metallic  base  of  the  manufactured  article  (paint),  is  a  combi- 
nation of  the  peroxide  and  protoxide  of  iron  with  a  small  percentage 
of  the  peroxide  of  manganese. 

B.  Wood's  cast  iron  Building  Blocks  were  also  exhibited.  They  con- 
sist of  hollow  shells  of  cast  iron,  having  projections  and  holes  arranged 
so  that  they  may  be  connected  together  by  inserting  the  projections 
of  one  block  in  the  openings  of  the  adjacent  one. 

By  filling  the  shells  with  mortar  they  may  be  more  firmly  bound  toge* 
ther ;  the  mortar  being  poured  into  the  upper  row  of  shells,  from  which 
it  flows  readily  to  those  below,  through  openings  made  for  the  purpose. 

Mr.  Thomas  Shaw  exhibited  some  samples  of  Homogeneous  Cast 
Steel,  made  by  Charles  Cammell  &  Co.  One  of  the  specimens  was  a 
section  of  tube  that  was  first  flattened,  and  afterwards  doubled  over 
(cold),  exhibiting  a  ductility  superior  to  copper. 

Mr.  S.  stated  that  he  had  seen  tubes  of  the  same  metal  that  were 
pressed  endwise  into  small  cakes  (not  unlike  collapsing  a  hat),  with- 
out fracturing  the  metal. 

The  various  uses  to  which  this  metal  is  applicable  is  obvious. 

The  following  table  of  experiments  made  at  Derby,  England,  Jan- 
uary 4th  and  5th,  1859,  shows  the  comparative  strength  of  the  above 
metal: 
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H.  E.  Thayer's  improved  Insulator  for  Telegraph  Wires  was  exhi- 
bited. The  body  of  the  insulator  is  composed  of  a  block  of  glass,  pro- 
tected by  a  bell-shaped  casing  of  cast  iron,  through  an  opening  in  the 
top  of  which  the  glass  projects ;  the  casing  being  strongly  cemented  to 
the  glass.  To  that  portion  of  the  glass  projecting  from  the  top  of  the 
casing  is  cemented  a  metal  cap,  from  which  projects  three  prongs,  so 
arranged  that  the  wire  must  be  slightly  bent  in  passing  between  them, 
it  being  thus  prevented  from  slipping.  The  insulator  is  secured  in  its 
place  by  a  pin  which  projects  from  the  pole  into  an  opening  in  the  im- 
derside  of  the  glass.  Both  the  cap  and  casing  are  thus  so  completely 
insulated  that  there  can  be  no  communication  between  the  wire  and 
the  pole. 

The  following  communication  from  Mr.  Thomas  Shaw,  was  read,  vib  : 
I  desire  to  report  a  set  of  experiments  by  Dr.  Howell,  of  New  York, 
(who  was  appointed  by  the  Cooper  Institute)  and  myself,  on  Tempe- 
ratures and  Pressures ;  which  experiments  resulted  in  showing  an  error 
of  12j^  per  cent,  in  Regnault*s  scale,  (the  most  reliable  of  the  several 
scales  published.)  The  apparatus  we  employed  was  a  plain  colomn  of 
mercury,  40  feet  high,  (in  order  to  give  the  pressure  accurately,  al- 
lowing 2*04  inches  to  the  lb.)  and  a  plain  vertical  boiler,  three  feet  long, 
six  inches  in  diameter ;  the  heads  welded  on,  capable  of  standing  a 

{pressure  of  300  lbs.  per  square  inch.  The  said  boiler  was  heated  at  its 
ower  end,  with  gas,  in  order  to  have  no  superheating  at  the  top  of 
the  boiler  where  the  thermometer  was  placed.  The  bulb  of  the  ther- 
mometer was  arranged  to  be  immersed  in  the  steam.  There  was  a  pipe 
communicating  with  the  bottom  of  the  boiler  and  the  mercury  column. 
The  apparatus  was  operated  in  this  wise :  The  boiler  was  filled  half 
full  of  water,  when  the  gas  was  ignited,  heating  the  water  and  con- 
verting it  into  steam.  The  steam  coming  in  immediate  contact  with  the 
bulb  of  the  thermometer,  gave  the  temperature  of  the  same,  and  bj 
virtue  of  the  pressure  of  the  steam,  forcing  the  water  out  of  the  pipe 
communicating  with  the  mercury  column,  said  column  was  elevated, 
thus  giving  the  pressure.  Different  thermometers  were  used,  and  by 
three  successive  experiments  we  were  forced  to  come  to  the  conclusion 
that  there  was  an  error  of  12|  per  cent,  in  the  above  scale,  ».  e.  one 
hundred  &>s.  by  mercury  column  is  112|  lbs.  Begnault's  scale. 

Several  members  replied  to  the  above.  They  did  not  consider  tlie 
experiments  a  sufficient  data  on  which  to  pronounce  BegnauU's  re- 
sults to  be  erroneous. 
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A  Comparison  of  some  of  the  Meteorological  Phenomena  of  Feb.,  1864,  with  thoss 
of  F£B.,  1863,  and  of  the  same  month  for  thirteen  years^  at  Philadelphia^  Pa, 
Barometer  60  feet  above  mean  tide  in  the. Delaware  River.  Latitude  89®  67i^N.; 
Longitude  76®  10 J^  W.  from  Greenwich.     By  James  A.  Kirkpatkick,  A.  M. 


February, 

February, 

February, 

1864. 

1868. 

for  13  years. 

Thermometer— Highest— degree,     . 

67-000 

64-00* 

70-000 

"                     "          date. 

28th. 

10th. 

28d.  1860. 

*«               Warmest  day— Mean, 

49-67 

4600 

59-30 

"                     "           "       date, 

28th. 

27th. 

25th,  1857. 

**               Lowest — degree, 

4-00 

6-00 

—1-00 

"                     "         date, 

17th. 

5th. 

7, '55;   8, '61. 

"               Coldest  day— Mean, 

7-00 

1M7 

6-70 

"                     "        "       date,  . 

17th. 

4th. 

7th,  1866. 

*<               Mean  daily  oscillation, 

15-29 

18-57 

13-56 

"                   "        "     range,    . 

7-18 

7-64 

7-30 

Means  at  7  A.M.,  . 

80-55 

80-46 

29-86 

2  P.  M.,   . 

40-57 

37-70 

38-55 

"                   "            9  P.  M.,   . 

84-74 

34-04 

88-53 

"                   "      for  the  month. 

36-29 

87-07 

38-81 

Barometer — Highest — Inches, 

80-376  in. 

30-671  in. 

80-671  in. 

"                 "        date,     . 

19th. 

4th. 

4th,  1868. 

•*          Greatest  mean  daily  press. 

30-267 

30-587 

30-596 

*«               "         date,       . 

18th. 

4th. 

12th,  1857. 

"          liowest — Inches, 

29-284 

29-845 

29-066 

••               **         date, 

16th. 

20th. 

23d,  1853. 

"          Least  mean  daily  press.. 

29-883 

29-501 

29-227 

"               "         date. 

16th. 

20th. 

16th,  1856. 

"          Mean  daily  range, 
"          Means  at  7  A.  M., 

0182 

0-265 

0-221 

29-792 

80-031 

29-919 

"          2  P.  M., 

29-742 

29-977 

29-871 

"               "          9  P.  M., 

29-796 

30024 

29-904 

"               "     for  the  month,  . 

29-777 

30-011 

29-898 

Force  of  Vapor— Greatest— Inches, 

0-262  in. 

0-822  in. 

0-549  in. 

date,     . 

Ist. 

6th. 

16th,  1857. 

"            "         Least— Inches, 

•022 

•027 

•013 

"            "              "       date. 

17th. 

4th. 

6th,  1856, 

"            "         Means  at  7  A.  M., 

'132 

•142 

•189 

♦'            "            "           2  P.  M., 

•124 

•149 

-159 

"            "            «            9  P.M., 

•139 

•146 

-167 

"            •*            "      for  the  month, 

•132 

-146 

-162 

Belativo  Humidity— Greatest— per  ct., 
<*            "                   **           date. 

90  per  ct. 
6th. 

100  per  ct 
19th. 

100  j^r  ct. 
Otiten. 

**            •=               Least — ^per  ct., 
**            "                  "       date,    . 

20-0 

20-0 

20-0 

22d. 

16th. 

22d,  1864. 

««            "               Means  at  7  A.M., 

701 

77-3 

78-7 

«*            «                    "          2  P.M., 

46-6 

63-6 

63-2 

**           9  P.M., 

68-8 

70-9 

75-3 

•*            "                   "for  the  month 

60-2 

70-6 

72-4 

Clouds — Number  of  clear  days,*    . 

10 

7 

8-1 

«*            "              cloudy  days,     . 

19 

21 

20 

"        Means  of  sky  cov'd  at  7  A.M., 

60-7  per  ct. 

73-6  per  ct. 

61 -6  per  ct. 

**             **            «*      "          2  P.M., 

63-1 

62-9 

61-0 

**             "            "      •*          9  P.M., 

47-6 

68-9 

47-2 

«*            "           "      for  the  month, 

68'8 

66-8 

eo-e- 

fiain  and  melted  Snow — Amount,   . 

0-697  in. 

8-824  in. 

2-730  in. 

Xo.  of  days  on  whichRain  or  Snow  fell, 

6 

18 

10 

Prevailing  Winds— Times  in  1000, 

880<>4rw-879 

n66«19'w189 

n72069^-288 

•  Lew  tbsn  0M-thii4  corered  at  th«  hours  of  obMrTAUoa. 
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A  Oomparison  of  some  of  the  Meteorological  Phenomena  of  the  Winter  of  186S-64, 
Mfith  <Aa<  of  1862-68,  and  of  the  same  Season  for  thirtksn  years,  at  Philadelphia^ 
Pa.  Barometer  60  feet  above  mean  tide  in  the  Delaware  River.  Latitude  39^  67}' 
N.;  Longitude  75*'  10^^  W.  from  Greenwich.   By  J.  A.  Eibkpatrick,  A.  If. 


Winter, 

Winter, 

Winter  for 

186S-64. 

1862-68. 

13  years. 

Thermometer—Highest— degree,     . 

6600« 

64-00^ 

71-00* 

«< 

*•           date, 

Jan.  29th. 

Dec.  16th. 

Dec.  2,  1859. 

«i 

Warmest  day— Mean, 

64-17 

68-88 

62-80 

« 

"            "       date. 

Dec.  18th. 

Jan.  16th. 

Dec.  19,1856. 

« 

Lowest— degree. 

4-00 

6-00 

-^•50 

c« 

"         date,  . 

Feb.  17th. 

Feb.  6th. 

Jan.  23, 1857. 

II 

Coldest  day— Mean, 

7-00 

11-17 

—1-00 

«• 

"        "       date,    . 

Feb.  17th. 

Feb.  4th. 

F«.7,*55;T^S,'81 

II 

Mean  daily  oscillation, 

14-10 

18-07 

12-64 

St 

'*        "    range,     . 

6-62 

6-58 

6-72 

II 

Means  at  7  A.  M.,    . 

80-44 

82-22 

29-74 

II 

2  P.M.,    . 

8906 

89-47 

87-88 

41 

9  P.  M.,     . 

88-89 

85-18 

8819 

II 

"  for  the  Winter, 

84-46 

86-61 

83-59 

Barometer — Highestr-^Inches, 

80-496  in. 

80-671  in. 

80-704  in. 

II 

"        date,      . 

Dec.  7th. 

Feb.  4th. 

Jan.  28, 1868. 

11 

Greatest  mean  daily  press. 

80-423 

80-668 

30-611 

II 

««        date,      . 

Doc.  7th. 

Jan.  18th 

Dec.  18, 1856. 

ti 

Lowest— Inches,  . 

29-167 

29-127 

28-941 

II 

*<        date,      . 

Dec.  14th. 

Jan.  16th. 

Jan.  28, 1858. 

•1 

Least  mean  daily  press., 

29-841 

29-298 

29-086 

•1 

"        date,      . 

Dec.  14th. 

Jan.  16th. 

Jan.  23,1853. 

II 

Mean  daily  ranire, 
Means  at  7  A.  M., 

0-204 

0-248 

0-217 

«« 

29-892 

29-968 

29-949 

•1 

••        2  P.  M.,        . 

29-841 

29-918 

29-906 

II 

«        9  P.  M., 

29-897 

29-965 

29-935 

II 

"      for  the  Winter, 

29-877 

29-944 

29-930 

Force  of 

Vapor^Greatest— Inches, 

0-486  in. 

0-462  in. 

0-551  in. 

II 

**             *«           date,     . 

Dec.  14th. 

Jan.  16th. 

Dec.  2, 1869, 

II 

«<          Least^Inches,     . 

•022 

-027 

•018 

II 

"             *•        date. 

Feb.  17th. 

Jan.  4th. 

Feb.6,1865. 

<« 

Means  at  7  A.  M., 

•186 

•164 

-189 

II 

"             "          2  P.  M., 

-189 

-162 

•160 

u 

9  P.  M., 

-141 

•160 

-153 

II 

"             "for the  Winter, 

•189 

•169 

•151 

Belatfve  Humidity— <Jreate8t— per  ct., 

100  per  ct. 

100  per  ct 

100  per  cent 

II 

•«                  **           date. 

Jan. 18th. 

Ja.21,  Fe.l9. 

Oft«n. 

II 

"               Least — ^per  ct., 

20-0 

29-0 

20-0 

i< 

"                  "        date,  . 

Feb.  22d. 

Feb.  16th. 

Feb.22, 1864. 

<i 

»<               Means  at  7  A.M., 

72-4 

77-9 

78-5 

II 

"                   "          2  P.M., 

64-7 

63-4 

66-5 

II 

«                   «          9  P.M., 

67-8 

73-6 

76-6 

II 

«                   "   for  Winter, 

64-8 

71-6 

73-2 

Clouda— Number  of  clear  days,*      . 

88 

27 

26-2 

II 

"              cloudy  days,     . 

68 

68 

64-1 

a 

Means  of  sky  cov'd  at  7  A.M. 

66-6  per  ct. 

64-7  pep  ct. 

62-8  per  ct 

•1 

"          **       "         2  P.M. 

67-6 

68-9 

62-2 

II 

"          "       "         9  P.JI. 

46-6 

66-7 

47-3 

II 

"          "         for  Winter, 

62-9 

61-4 

67-4 

Rain  and  Melted  Snow— Amount, 

7-446  in. 

10-077  in. 

9-598  in. 

No.  of  days  on  which  Rain  or  Snow  fell. 

26 

86 

80-6 

Frevailing  Winds— Times  in  1000, 

n86«6'w-806 

h68«88'w199 

3f64«20V-296 

•  Lm  thw  onMbird  WT«rp4  attht  hoars  ofobinTstkB. 
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WOOD'S     PATENT: 


NpW  FUSIBLE  METAL  AND  IMPROVH)  ALLOTS; 

For  Solders,  Cements,  Plugs  for  Safety  Valres,  Thermoscopic  Tests, 
Light  Castings,  Moulds,  Dies,  Medallions,  Copying  delicate 
forms,  natural  or  artificial.  Hermetic  Sealing,  Sil- 
Tering  Mirrors^  SSectrotype  and  Stereo- 
type purposes,  &;c.,  &c. 


Combining  valnaUe  qualitieB  posseBsedby  no  other 
olasB  of  alloys. 


fSSGUREI)  BT  LETTBS8  PAl^ENT,  Haich  20,  1660.) 


Tba  Patent  embrftces  the  class  of  Fusible  Alloys  produced  by  combfbiiiff  CtlJmiwtn 
with  tin  and  lead,  or  with  tin,  lead,  and  bismnth,  (in  either  case,  with  or  witfaontf  the 
addition  of  mercury,)  in  the  proportions  set  forth  in  the  specification,  and  secures  to  Abb 
undersigned  the  use  of  cadmium  in  these  combinations  and  proportions  for  the  production 
of  said  alloys.  "  - 

Willing  to  allow  artisans  opportunity  to  test  the  worldng  qualities  of  this  <s1«ss  of  al- 
loys, and  not  to  be  particular,  for  the  time,  as  to  the  source  or  manner  of  procnreibent, 
no  measures  have  hitherto  been  pitt  in  force  to  stop  infringements.  But  this  is  to  give 
notice,  that  all  parties  or  persons  hereafter  found  in  any  way  infringing  on  the  Patent, 
will  be  proceeded  against,  wherever  found,  to  the  full  extent  of  the  Law. — Without  a 
grant  from  the  patentee,  **  It  is  an  infringement  to  make  a  patented  article  fir  use  or 
sale,  though  it  be  never  used  or  sold;  to  use  it,  though  made  by  another y  and  to  sell  it, 
mhfther  made  by  oneself  or  another  J" — Cvhtis. 

Atate,  County,  Town,  Laboratory  or  Shop  rights  tt^make  and  use  the  patent  fusibla 
alloys,  with  directions  for  modifications  of  the  formuliB  for  special  results,  are  for  sale  on 
liberal  terms. 

Samples  sufficient  for  testing  the  qualities  of  the  allpys,  furnished  at  the  cost  of  manit- 
lacturfiy  upon  payment  of  charges.    Descriptive  circulars  sent  upon  application. 

Addr^si  I>R.  B.  WOOD, 

Albany,  New  Toi*. 
Jantutry  Ist,  1S64. 
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PROSPEGTUt 
JTiCXJBKAL  OV  THE  FfiANEUN  INSTITUTB 

Of  tto  atato  oC  TmamfiwmOM, 

won  TUB  PKOMonoir  of  the  iosohaioo  mra 


TIm  Jownal  of  tte  FraiddiB  Inslitiito  b  the  oltet  Fcriodietl  in  ths  UoHed  I 
•0««led  to  tue  fpTMid  of  infonnttion  on  subjecta  oonnected  with  tho  Macfaanic  and  Marni- 
ftotarinf  Arta,  and  the  only  one  dontaminf  a  complete  reeoidof  AmericaB  Patenta  iaaied 
■nee  ita  eetabUahment  hi  Jannaiy,  1836.  « 

The  extenaiTe  liat  of  Goropean  Exchaagea  whidi  tt  poaaeaaea,  enabfea  H  to  gxfe  to  Ha 
leaden  eail^  hifi^nnetion  aa  to  any  improTamenta,  or  diaooveriea  made  in  any  part  of 
Enrope,  while  it  enaiirea  to  mrtidee  paUished  in  ita  pafea, «  wiBe  cifailelfen  in  thooe 
Conntriea  of  the  Old  World  in  wliioh  Mechanie  Arta  «nd  Manafactarae  proeper. 

Among  ita  correapondenta  will  be  foond  many  of  the  most  diatingqished  artixana  and 
aeientific  men  of  oor  own  Countiy;  and  in  it  will  be  foond  the  offidal  aoooonta  of  many 
fanportant  experimental  raaearchea,  conducted  under  aothority  of  the  Inatxtnte  or  other 
public  hodiea.  %  liberal  eempenaatiott  h  o£fered  by  the  Cotfimitlee  for  all  original  artieles 
within  ita  aoope;  and  manufoctoring  firma  are  reapectAiIly  aolicited  to  forward  to  the 
Aotuaiy  each  detaila  aa  they  may  deem  awtable»  of  meehanieal  proeeaaea,  macfaineiy 
lilalMa  leaaukt  uid  other  engineering  worka  in  prooaaa  of  oonatruction. 

The  aariee  of  Bepoita  of  important  Patent  Law  oaaea  adjodiceted  in  the  Uiuted  States 
ClMifta»  which  will  be  continued  by  the  able  Reiy>rter  who  has  hitherto  Ihmished  theoi 
Jbr  th«  Joomai;  and  the  oopiou^index  of  Patenu  from  1828  to  the  present  day, lAdchia 
digeated  semi-annually  and  arranged  chronolof^caily,  being  the  only  complete  index  piil^ 
lished  legulariy  during  that  neriod,  make  it  indispensable  aa  a  book  of  referenoe  to  thoee 
faitenaatad  in  thia  branch  sf  Jnrisprudenoe.  To  Engineers  and  Ship  Buildeie  tta  pagM 
«fier  a  leoord  of  the  dimenaiona  and  the  particulars  of  the  performance  of  steamen  b^ 
or  boildii^  in  the  United  Statea  and  abroad,  of  which  the  value  can  be  beat  apprecialed 
hy  thoee  engage^  in  the  construction  of  steam  Tcssels*  The  number  of  correapondenta  hi 
Ihia  department  ia  large  and  rapidly  increasing. 

Aitiaana  and  practical  Manufactuiera,  for  whoae  benefit  the  Journal  ia  partieolarly  d»> 
oigned,  require  a  periodical  combining  sound  theory  with  reliable  information  on  cnbjeoti 
proper^  belongiog  to  their  sever^  pursuits.  In  arranging  matter  for  its  pages,  the  Editor 
and  Conmittee  on  Publications  are  guided  by  a  desire  to  lay  before  the  Tarious  clssnee 
of  theur  readers,  such  a  selection  as  wOl  be  Tsluable  to  them  in  their  busineaa,  and  also 
ttaka  the.Jofnmal  a^  Repertory  worthy  of  preaervation,  and  valuable  aa  a  tecord  of  the 
actual  history  of  the  Arts  in  successive  years. 

Eadi  number  oontaina  78  pagea  octaTo,  publiahed  monthly,  forming  per  amram  two 
Tolumea  of  4SS  pages,  numerously  illustrated  with  fine  wooid  c«ta  and  engra^riuga  oa 
rtael  and  oopper*    Sabecription  Price,  $6  per  annum. 

In  founding  thia  Journal,  the  Franklin  Inatitute  waa  not  governed  by  any  deeweof 
pecuniary  profit,  but  aolely  by  the  wiah  to  give  American  Mecbanidt  uaclul  infonnatioB 
aa  to  the  progreea,  both  in  thti  Country  and  in  Europe,  of  the  Arta  and  the  Hdenoea  upow 
which  thqr  are  founded.  Aa  the  whole  income  derived  from  it  ia  expended  in  ita  pubUea- 
tion,  ita  ftirtber  improvement  and  illtt8tr%tion  must  necessarily  depend  on  obtaining  um 
inareaae  of  ita  aubscription  list.  With  a  view  to  promote  such  improvement  and  inaeaae 
its  aelf-euataining  ability,  the  Committee  on  Publications  has  decided  to  make  a  very  eow. 
aiderable  reduction  in  the  anbaeription  price  of  the  Journal,  in  such  a  manner  as  may  ofier 
an  inducement  to  present  subscribers  to  lend  ^ir  aid  in  obtaining  for  it  aa  incfeaeed 
airculation.  « 

They  therefore  propoae  to  forward,  free  of  pottagt,  two  copies  for  one  year  to  any 
!ireeent  subscriber  who  shall  send  the  name  of  one  new  subscriber,  and  remit  4he  suns  of 
Eight  Dollars.  And,  in  like  manner,  to  forward  three  copies  to  any  subscriber  who  shall 
lend  the  names  of  two  new  aubacribers  and  Ton  Dollars.  A  club  of  new  subscriben  !•> 
Bitting  to  the  Actuary,  Eight  Dollars,  will  be  fomished  with  two  oopies  for  one  year,  and 
fof  Ten  Dollars  three  cepice  for  one  year. 

Gommunicationa  and  remittancea  to  be  made  to 

WILLIAM  HAMILTOiN,  itefuory, 

Franklin  Institute,  Phfladalphk^ 
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Jif  anafiustnro  LOCOMOTIVE  ENGINES  of  the  moflt  approTed  conttnietioD,  and 
perfect  adaptation  to  all  the  Tariety  of  circumstaneee  under  which  thej  can  be  otefnllj 
•mplojed ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  uiing  one-half,  two-thirds, 
three-foaiths,  or  the  whole  weight  for  adhesion,  aa  the  grade  of  the  road,  or  bnsiness  to  be 
done,  niaj  render  desirable  or  necessary. 

Patterns  of  various  sixes  of  each  of  the  following  plans,  Tiat: 
Plan  A  and  B,  1  pair  drivers  and  trucks,  finr  Passenger  business  exclusively. 
"      C,  %        **  «         •        u  or  Freight  business. 

«      D,.  9        **  **       ) 

^       «'     D,  Z       **  **       >  for  Freight  business  exclusively. 

«     B,  4        "  **       ) 

The  D  and  E  Plans  are  particularly  adapted  to  roads  having  heavy  grades  and  abrupt 
corves.  The  temporary  track  connectiner  the  Eastern  and  Western  divisions  of  the  Vir^ 
l^nia  Central  Railroad,  having  grades  of  296  foet  rise  per  mile,  and  curves  of  300  feet 
radttti,  has  been  succ^fuUy  worked  for  two  years  psat  by  six-wheel  D  Engines  of  ooi 
■Mke. 

The  materials  and  worhmanekipi  effieUney  and  duraUUiy,  eeonomy  of  fuel  and  re- 
p«tr«»1ue  guarantied  equal  to  any  other  engines  in  use.  9 


LABORATORY 

FOB 

FRAGHCAL  &  AKALTTICAL  CHEMISTETi 

CHANT  STREET,  TENTH  STREET  BELOW  MARKET, 

(Rear  of  St.  Stephen's  Church,  Philadelphia.) 

ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEC- 
TURES and  PRA CtlCE,with  especial  reference  to  ANALYSIS,  MANUFACTURES, 
AND  MEDICINE, 

Analysis  made  of  Ores,  Minerals,  Gaanos,  Waters,  and  articles  of  commerce  and 
manufacture.    Opinions  given  on  chemical  questions. 

Boera  4b  «ARBfivr» 

iaicia  C.  Boortf,  , 

Tbomai  H.  Garbbtt. 


THOMAS  D.  STETSON, 

Jkchamoal  Engineer  and  American  and  Foreign 

FATBNT  AOBNT, 

No    6  TRYON  ROW»  Nnw  Y«mx. 

v 


Digitized  by 


Google 


TO  IRON  MANUFACTURERS. 


>   ' 


Patent  Direct  Action  Steam  Hammer. 


{Merrick  &Son8,  Anignea  of  the  Patent  for  the  United  State:) 
The  undesigned  call  the  attention  of  Iron  Manufacturers  to  the  Nasmtth  Pateit  Stiax 
Haxxxk,  now  80  generally  introduced  into  this  and  other  countries,  of  which  they  ai« 
the  assignees  and  sole  Agents  for  the  United  States.  Up  to  the  present  time  there  'Kave 
been  made  by  the  Patentees  in  England,  for  that  country  and  the  Continent  of  Europe,  be* 
tween  two  hundred  and  fiAy  and  three  hundred  hammers,  for  Government,  Railway  Compa 
niei.  Copper  Works,  Forges,  and  Engineering  establishments;  and  the  undersigned  have 
made  for  this  country  upwards  of  forty,  varying  in  size  from  500  lbs.,  falling  14  ft*9  to  6  tons, 
falling  9  feet.  They  can,  therofore,  confidently  urge  its  merits  upon  the  trade,  and  are 
provided  with  certificates  in  its  favor  from  many  parties,  (who  have  one  or  more  in  use,) 
which  will  be  shown  upon  application. 

The  advantages  of  this  Hammer  over  all  other  forms  are  as  follows: — 
1st,  The  Ram  falling  vertically,  the  surfaces  of  the  bitts  upon  it  and  the  anTi]  at*  always 
parallel,  giving  facilities  for  flattening  a  ball  or  faggot  of  any  thickness;  and  the  fall  being 
far  greater  than  that  of  any  helve  hammer,  a  much  thicker  mass  may  be  placed  xnder, 
without  choking  it. 

2d,  The  intensity  of  the  blow  may  be  modified  instantly  by  the  attendant,  so  aa  to  suit 
/he  work;  and  the  Ram  may  in  like  manner  be  arrested  in  its  descent  at  any  point,  ao  that 
It  is  more  completely  under  control  than  any  other  form  known. 

3d,  It  may  be  adapted  to  any  description  of  work,  whether  for  hammering  blooms, 
making  heavy  forgings,  or  the  ordinary  light  forgings  for  machine  shops;  for  beating  cop 
per,  or  crushing  stone,  te*,  te..  The  form  of  the  side  fraines  fan%i  altered  to  auitcir 
cumstanoes,  so  as  to  allow  free  access  on  all  sides. 

4th,  It  re<iuires  no  Steam  Engine  to  work  it;  hence  the  friction  and  other  loaaea  incid— t 
to  the  ordinary  hammer  are  materially  reduced.  In  Fol^s  the  waste  heat  from  the  for 
naees  gives  ample  steam  to  work  it.  Every  Hammer  is  provided  with  self^eting  and 
hand  gearing. 

For  terms  and  other  particulars,  apply  to 

MERRICK  &80N8, 

Souihwark  F^undry^  Philadtlpkieu 
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.irPascal  iron  works, 


) 


ORRIS,  TASKER  t(  Co., 

MANUFACTURERS  OF 

Wrought  Iron  Welded  Tubes, 

ich  to  8  inchei  bore,  for  Stbav,  Gas,  Watkr,  dec,  with  T's,  L's  Stofs,  Yaltbs, 
with  Screw  JoinU  to  salt  tubes.  MalleaUe  Iron  and  Brass  Fittings,  C^laSfl 
Wer  Tubes,  .Blasting  Tubes,  dec. 

Galvanized  Tabes  and  Fittings  for  water. 

Lap-*welded  Boiler  Flues, 

H  to  10  inches,  outside  diameter  cut  to  definite  lengths,  23  feet  or  under. 

Artesifltn  Well  Pipes 

Of  wrought  iron,  screw  coupled ;  flush  inside  and  oat. 
of  Cast  Iron,  6, 8,  10  and  12  inches  diameter,  with  wrought  bands,  flush  inside  and 
out;  and  Pumps  for  same. 
Coils  of  Tnbe   For  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Coils, 
Tot  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  specifications  senL 
Houble  Kettles,  For  steam  boiling  and  evaporating,  and  cooking  by  steam. 
Drying  Closets 
[  by  steam ;  Wash  Houses  and  Steam  arrangemenU  for  Public  Institutions  and 
■Private  Dwellings.- 


«BJ 


Ltedl 

I  Warming  and  Ventilating 

Iteam  apparatus  of  the  most  approved  plans,  for  Factories,  Public  Buildings,  Hotels, 
pate  Dwellings,  Green  Houses,  dtc;  constructed  and  adapted  to  the  buildings  to  be 
DKfrmed. 

Hot  Water  Apparatus; 

^^.Tasl&er'fl  Patent  Self-Regulating  Hot  Water  Apparatus,  for  Private  Dwellings, 
^-  School  Houses,  Hospitals,  Green  Houses,  dec 

Iron  &  Bra^s  Castings, 

of  every  description. 

CtBS  Works  Castings; 

Retorts  and  Bench  Castings  for  Coal  Gas  Works ;  Street  Mains,  Bends,  Branches, 
Drips,  Lamposts,  Lanterns,  dec 

Rosin  Cras  Apparatus^ 

For  Factories,  Pnblic  Buildings,  Hospitals  and  Private  Dwellings. 

Crreen  House  Pipes  and  Boilers; 

t%  Doors  and  Frames,  Hot  Water  Pipes  for  Fo.cing  Beds,  Pineries,  Garden  Rollers,  d^c 

coiiUjnifs, 

Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 
I  BATH  TUBS, 

Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet  arrangemento 

SCRBWINO  nCACHZNBS. 

Drill  Stocks,  Stocks  and  Dies,  Taps,  Reamers,  Drills,  Pipe  Tongs,  and  a  general 
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A  NEW  WORK  OH  STEAM  EVOmEEBIHO. 


JUST  PUBLISHED, 


STEAM    ENGINEERING, 

By  B.  F.  ISHERWOOD,  Chief  Eag.  TT.  8.  Navy: 

CHIEF  OF  THB  BUBBAU  OF  8TKA.M  ENGINEERING, 
NAVY   DEPARTMENT: 

Made  principally  to  aid  in  ascertaining  the  comparative  economic  dBclency 
of  Steam  used  with  different  measnres  of  expaniion  ;  and  the  absolute 
cost  of  the  power  obtained  therefrom  in  weights  of  Fael  and  Steam* 

The  causes  and  quantities  of  th^  condensations  in  the  Cylinder ;  the  economic 
effect  of  Steam-JacketinsTy  and  Steam  superheating,  and  cf  Tarioua 
proportions  of  Cylinder  capacity  for  the  same  weight  of  Steam  used  pe^  stroke 
of  piston. 

The  economic  and  absolute  CTaporatiTO  eMciencies  of  BoiiorS  of  di^ 
ferent  types  and  proportions.  The  comparative  caloriHC  Talncs  ef  di0ercBt 
Coals  as  steam  generators.  The  performance  of  United  States  War  Screw  Steam- 
ers, dec,  dec,  Slc 

THE  WHOLE  BEING 

Original  matter,  composed  of  exteuire  Experimeati  made  by  tke 

ir.S.  ]VA¥T  DEPARTBfEMT^ 

AND 

ulttstbated  bt  steel  plates^ 
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HENRY  HOWSON'S 
FHILAinSLPHIA  ASEHCY  FOR  PBOCIIRINePAfflTS 

IN  THX 

UNITED  STATES  AND  EUKOPE, 
FORREST  PLACE'No.  123^  SOUTH  FOURTH  STREET,  , 
PHILADELPHIA- 


AGENCIES  IN  LONDON,  EDINBURGH,  DUBLIN,  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIP8IC,  BERLIN 

AND  OTHER  EUROPEAN  CITIES, 


H.  Howson  prepare*  Specificationfl,  Drawings,  Deeds  of  Assignment,  conducts  IIlte^ 
ferenoes,  Appeals,  Applications  for  Re-issues,  Extensions,  Sec,  attends  to  the  filing  of 
Caveats',  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and  also  acts  as  Consult- 
ing Attorney  to  either  counsel,  plaintitf,  or  defendant,  in  suits  at  law  respecting  Pateati. 

As  H.  H.  visits  Washington  mtinthly,  he  is  prepared  to  take  charge  of  rejected  appli- 
cations, and  argue  such  cases  before  the  Examiners  and  Commissioner,  thus  saving  la 
inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington,  Iowa,  October  3, 1857. 
DiAm  Sib  ;•— I  take  this  dccasion  to  state  to  you,  that  for  several  years  past  I  have  teen 
acquainted  with  the  manner  in  which  you  have  conducted  your  business  as  Patent  Soli- 
eiior.  This  has  always  been  highly  creditable  to  yourself,  and  satisfactory  to  the  Pilcst 
Office*  Tou  understood  your  cases  well,  and  presented  them  in  that  intelligible  form  whkii 
generally  insured  success.  I  make  this  Certificate,  in  hopes  that  it  may  be  serviceable  to 
yon  in  oontinoing  to  find  that  employment  in  your  profession  to  which  your  indmrtiyi 
ialeUigence,  and  courteous  bearing,  so  justly  entitle  you. 

Yours,  very  truly,  CHARLES  MASON, 

To  HuTET  Howsov,  Esq.  Late  Commissioner  ofPaUatt 


DRAWING. 

rPHE  subscriber  would  respectfully  inform  his  friends  and  the  public,  that  hs  mf 
JL  tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA* 
PHICAL,  and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WATW 
COLORS.  Day  and  Evening  Classes  at  the  office,  and  instructions  given  in  Schosbsii 
Families.    Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN.      ~ 
No.  229  North  Tenth  Sdest 

BsnomcEs. 

p.  P.  ROTHERMEL,  Esq.,        D.  R.  ASHTON,  Esq., 

JB8PER  HARDING,  Esq.,  Wm. HAMILTON,  Adumry  Fr.hsU 


Digitized  by 


Google 


THRXm  SQUARES  WBST  OF  THE  OLD  STAND. 

B.  FRANK  PALMER, 

Snigeon-ArtiBt  to  the  Medical  Colleges  and  Hospitalg, 
Author  of  New  Bnles  for  Amputations,  Inventor  of  the 
Palmer  Arm,  Legi  &c«, 

HAS  REMOVED 

TO 

VIBIS]   80*0X0-333   3E]X>X:FX03S3p 

IVo.  ie09  C^liestiiat  St.^  Plitladelplilsir— 1609. 

Thii  Establishment  (erected  at  great  expense  for  the  basiness)  combines  eTery  po«- 
•ible  comfort  and  facility  for  Surgico-Artistic  operational 

The  Proprietor  will  devote  bis  personal  attention  to  the  Profession  at  this  Honse,  and 
constmct  the  PALMER  LIMBS,  (under  the  New  Patents,}  in  unexampled  perfeeiiaiu 
T%ou9ttnd9  of  these  Limha  are  worn,  (though  few  are  suspected,)  and  a  galaxy  of  gold 
andsiher  tnedaU  (^y  ''First  Prizes"  won,  over  all  competition,  in  the  principal  cities 
•f  th«  world,)  attests  the  public  value  of  these  Inventions.  All  genuine  Hande,  Arm9f 
Feet,  and  Legs  have  the  name  of  the  inventor  affixed, 

Famphkts  which  contain  the  Neus  Rules  for  Amputations,  and  Aill  informatien  fdr 
persons  in  want  of  limbs,  sent  free  to  applicants,  by  mail  or  otherwise. 

The  attention  of  Sorgeons,  Physicians,  and  all  persons  interested,  is  most  respactlBlly 
solicited. 

AU  fbimer  partnerships  have  expired  by  limitation.    Address 

^  B.  FRANK  P ALMEB,  Surgeon- Artist, 

1609  CHESTNUT  ST.,  PblladelpMa* 


SEAMLESS   BBASS   TUBES, 

AND 

SEAMLESS  COFFER  TUB  JS, 

FOR 

IgooowLOthrey  Marine,  &  Stationary 
Boilers, 

MANUFACTUBED  BY 

.     AMEEIOAN  TUBE  WORKS, 

BOSTON,  MASS. 
JOSEPH  H.  COTTON,  Trewi.,  105  StaU  Slreat- 
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THE  GREAT  AMERICAN  ANP  FOREIGN 

Patent  Agency  Offices 

MESSES.  MUNN  ft  COMPANY. 


MESSRS.  MUNN  &  Co.,  Editors  tnd  Proprietors  of  the  Scientific  Amtriam,  m 
eondttcting  the  most  snccessfal  asxitct  for  secnriog  the  Rtohts  of  Inyxstoes,  to  be 
found  in  the  United  States.  They  have  heen  personally  familiar  with  the  progress  of  Id- 
Tention  imd  Discovery  for  the  past  sixteen  years,  and  have  prepared  and  conducted  within 
this  period  more  Patent  cases  than  any  other  Aoivct  i2r  tbi  World.  As  an  evidenee 
of  the  confidence  reposed  in  their  ability  and  integrity,  they  may  with  propriety  refer  to 
the  extraordinary  fact  that  over  TWO  THOUSAND  PATENTS  have  isaaed  to  their 
clients  during  the  brief  ppace  of  only  TWO  YEARS ;  and  during  the  same  period  they 
have  examined  through  their  efficient  Branch  Office  in  Washington  into  the  novelty  of 
about  three  tJunuand  InventionSf  thus  affording  to  them  a  knowledge  of  the  contenti 
of  the  Patent  Office  unrivalled  by  any  existing  agency.  Not  only  this,  but  mere  thin 
one-half  of  all  the  Patents  secured  by  American  citizens  in  European  countries  are  tiken 
through  MUNN  6c  CO.'S  AGENCIES  IN  LONDON,  PARIS,  BRUSSELS,  BER- 
LIN, AND  VIENNA. 

A  Bfanoal  of  AdTlce  How  to  Sbcvbb  Axxbicav  avd  FoHxiair  Pitots, 
will  be  sent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  dc  Co/sprin* 
«ipal  Offices  in  New  York  are  removed  from  128  Fulton  St  to  the  spacious  rooms  io  the 
new  Park  Buildings,  Nos.  87  Park  Row,  eastern  side  of  the  City  Hall  Park,  and  145 
Nassau  St.,  where  all  oommunications  should  be  addressed,  and  where  Inventors  are  cor- 
dially invited  to  call  whenever  they  visit  the  city.  Their  Branch  Office  in  Washington 
City  is  on  the  corner  of  F  and  Seventh  Sts.,  directly  opposite  the  Patent  Office.  Moiui 
■4l  Co.  refer  by  permission  to  Hon.  J.  Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Bishop, 
Ex-Commissioners  of  Pafents,  and  to  over  Tkn  Thovsavd  Inventors  in  the  United 
Btatee  whose  papers  have  been  prepared  and  prosecuted  through  their  Agency. 
Address 

MUNN  &  CO., 

No.  87  Park  Row,  New  York  Citf. 


JOSEPH  K.  WHILLDIN, 

CIflI<  AXO  HECUAmOAJL  ElVGIlf^EB, 

(Omd,  LiaHTHousi  Boabo)     -  '-  ■  ■ 


WASHINGTOX,  D.  C. 


SAMUEL  MoELBOY, 
OIVIL    BNOINBBR. 

Sanreyi  and  Plana  made  in  all  departments  of  Construction.    Special 
attention  paid  to  Water  Works,  with  or  without  pumping  supplj. 

Abd&bss 
lex  ass,  P.  0.,  BrooUjn. 
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Description  of  Lighthouses  lately  erected  in  tlie  Red  Sea.     By  W.  Parkes, 

M.  Inst.C.E. 

From  the  London  CIt.  Eng.  and  Arch.  Jour.,  Dee,  1868. 

Having  been  instructed  by  tbe  Board  of  Trade  to  make  tbo  necessary 
preliminary  surveys  for  establishing  lights  to  facilitate,  the  navigation 
of  the  northern  portion  of  the  Red  Sea,  tbe  author  recommended  three 
sites  ;  1st.  Zafarana  Point  on  the  Egyptian  shore,  50  miles  from  Suez ; 
2d,  Ushruffee  reef,  on  the  western  side  of  the  navigable  channel  of  the 
Straits  of  Jubal,  150  miles  from  Suez  ;  and  3d.  the  Daedalus  reef  in 
the  centre  of  tbe  Red  Sea,  350  miles  from  Suez,  and  180  miles  from 
the  entrance  of  the  Gulf  of  Suez.  These  sites  having  been  approved  by 
the  Egyptian  government,  by  the  Board  of  Trade,  and  by  the  Direc- 
tors of  the  Peninsular  and  Oriental  Steam  Packet  Company,  the  im- 
mediate execution  of  the  works  was  authorized,  upon  designs  submit- 
ted by  the  author. 

Zafarana  Point  being  on  the  mainland,  it  was  considered  most  ad- 
yantageous  to  construct  a  tower  and  light-keepers'  dwellings  of  rubble 
stone,  and  to  employ  native  labor  entirely,  .under  the  direction  of  H. 
E.  Linant  Bey,  the  chief  engineer  of  the  public  works  department  of 
the  Egyptian  government.  The  design  presented  no  feature  calling 
for  special  remark,  and  the  works  had  been  carried  out  in  a  very  satis- 
factory manner.  The  light  was  a  fixed  dioptric  of  the  first  order,  visi- 
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ble,  over  five-eighths  of  a  circle,  at  a  distance  of  14  miles.  It  was  first 
exhibited  on  the  1st  of  January,  1862. 

The  main  features  of  the  other  sites  were  then  described.  The 
Ushruffee  was  a  coral  reef,  of  which  the  sides  sloped  irregularly  from 
the  level  of  a  few  inches  under  low-water  to  a  depth  of  from  8  to  10 
fathoms,  no  part  being  above  the  water,  and  there  being  very  little 
sand,  even  in  the  cavities  of  the  coral.  The  Dsedalus  reef  was  a  sub- 
merged island  with  a  flat  top  of  an  oval  form,  1200  yards  in  length 
and  450  yards  in  breadth,  the  sides  being  generally  vertical,  or  in  some 
places  even  overhanging.  The  actual  surface  of  the  coral  was  about  6 
inches  under  low-water :  but  there  was  a  small  shifting  bank  of  sand 
near  the  south-east  end,  which  was  dry  at  low-water,  and  sometimes 
also  to  a  small  extent  at  high-water.  The  range  of  tide  was  about  2 
feet  at  springs. 

The  peculiar  conditions  which  had  to  be  considered  in  designing  the 
proposed  constructions  were — First,  the  force  of  the  sea  would  be  com- 
pletely broken  at  some  distance  within  the  edge  of  the  reef.  Secondly, 
the  structures  would  have  to  be  built  upon  the  surface  of  tiie  reef,  and 
not  be  sunk  into  it,  as  no  additional  security  could  be  thus  obtained, 
while  the  advantage  of  the  natural  platform  would  be  lost.  Thirdly, 
in  the  absence  of  any  definite  experience  as  to  the  actual  weight 
which  the  reefs  would  bear  without  being  crushed,  it  was  desirable  to 
keep  the  weight  per  superficial  foot  of  foundation  as  low  as  possible. 
Fourthly,  the  buildings  had  to  be  designed  so  as  to  mitigate  the  intense 
summer  heat.  And  fifthly,  in  the  case  of  the  DiT^dalus,  as  the  ma- 
terials would  have  to  be  brought  from  Suez,  and  as  there  was  no  anchor- 
age, it  was  necessary  that  a  steamer  should  be  employed  capable  of 
keeping  close  to  the  reef  in  any  wind,  and  of  providing  quarters  for 
the  workmen  and  storage  room  for  the  materials,  until  a  proper  depot 
and  habitation  could  be  formed  on  the  reef  itself.  These  requirements 
rendered  it  essential  that  the  materials  should  be  small  in  bulk,  that 
the  several  parts  should  be  light  and  easily  handled,  and  that  the  mode 
of  putting  them  together  should  be  as  simple  as  possible. 

It  appeared  to  the  author  that  these  conditions  would  be  best  at- 
tained by  adopting  a  structure  of  wrought  iron  supported  on  teak  piles, 
resting  on,  and  the  feet  bedded  in,  a  layer  of  concrete,  so  as  to  distri- 
bute the  weight,  the  surface  of  the  concrete  being  a  little  above  the 
level  of  high-water ;  and  that,  by  filling  in  the  wroiight  iron  frame- 
work with  strong  corrugated  iron,  so  as  to  form  a  series  of  rooms  one 
above  the  other,  as  a  central  column,  with  verandas  or  galleries 
around  each  room,  likewise  partially  enclosed,  a  portion  at  kast  of  the 
Bun's  rays  would  be  prevented  from  falling  on  the  walls  of  the  rooms, 
whilst  there  would  be  a  free  admission  of  air. 

As  the  Dsedalus  light  had  only  to  guard  against  the  dangers  of  the 
reefs  on  which  it  was  placed,  it  was  not  necessary  that  that  structure 
should  exceed  the  limited  height  that  would  allow  of  four  tiers  of  rooms 
and  of  accommodation  for  the  lighting  arrangements.  These  together 
brought  the  light  to  an  elevation  of  62  feet  above  the  mean  level  of 
the  sea.    As  the  Ushrufi'ee  light  had  to  lead  vessels  past  dangers  12 
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or  14  miles  distant,  a  more  powerful  light  at  a  greater  elevation  was 
required.  The  height  fixed  upon  was  125  feet  above  the  mean  level  of 
the  sea.  The  frame-work  was  of  the  same  description  in  both  cases, 
but  in  the  latter  case  there  were  eleven  tiers,  whereas  in  the  Daedalus 
there  were  only  four  tiers.  Details  were  then  given  of  the  Ushruffee 
atructure,  as  being  the  larger  of  the  two.  It  was  stated  that  this  struc- 
ture was  supported  upon  eighteen  piles,  each  18  feet  long  and  18  inches 
diameter,  arranged  in  two  concentric  circles.  The  inner  circle  consist- 
ed of  six  piles  and  was  15  feet  diameter,  while  the  outer  circle  was 
formed  of  six  pairs  of  piles  (the  piles  of  each  pair  being  6  feet  apart), 
37  feet  diameter  at  the  top,  and  the  feet  spread  outwards  at  a  batter 
of  1  in  12.  The  feet  of  the  piles  rested  upon  the  natural  surface,  and 
there  were  shoulders  on  each  side  of  the  piles  resting  on  sleepers  of 
teak,  bedded  on  the  concrete  2  to  3  feet  above  the  surface  of  the  cornl. 
The  heads  of  the  piles  passed  through  circular  wrought  iron  collars,  to 
which  they  were  accurately  fitte<l,  and  any  loosening  by  the  shrinkage 
of  the  timber  was  provided  for,  by  fitting  a  number  of  wedges  of  green- 
heart  timber  into  corresponding  grooves  in  the  pile  heads,  in  which 
they  could  be  driven  down  when  slack.  A  direct  bearing  surface  was 
also  given  by  iron  screws  2  inches  diameter,  which  passed  through 
each  collar,  and  entered  2  inches  into  the  wood.  The  collars  had  pro- 
jecting arms  to  which  the  bottom  framing  was  riveted.  The  superstruc- 
ture consisted  of  a  repetition  of  three  main  parts,  which  might  be 
called  respectively  standards,  cills,  and  radiators.  In  each  tier  there 
were  24  standanls,  arranged  in  two  concentric  circles,  and  these  were 
connnected  at  the  top  and  bottom  by  cills,  thus  forming  two  twelve- 
sided  polygons,  the  corresponding  angles  of  which  were  connected  by 
the  radiators.  With  the  exception  of  a  few  parts  near  the  bottom, 
no  separate  piece  exceeded  4  cwt.  in  weight.  The  floors  of  the  rooms 
were  composed  of  cast  iron  plates  covered  with  concrete,  and  from  the 
lowest  floor  there  was  suspended  a  hemispherical  water  tank,  capable 
of  holding  1500  gallons.  The  floor  of  the  galleries  were/ormed  of  open 
cast  iron  gratings.  The  whole  of  the  iron  work  of  the  structure  was 
erected  on  Messrs.  Forrester  and  Co.*s  premises,  at  Liverpool,  with 
the  view  of  attaining  the  accurate  fitting  of  the  parts,  and  of  testing 
its  strength.  While  at  its  full  height,  with  the  exception  of  the  piles  at 
the  bottom  and  the  lantern  at  the  top,  but  with  the  joints  merely  bolt- 
ed together,  it  was  exposed,  in  September  and  October,  1860,  to  two 
gales  of  wind  of  the  registered  force,  respectively,  of  20'5  lbs.  and  24*8 
lbs.  per  sq.  ft.  There  was  no  appearance  of  any  straining  of  the  joints, 
and  a  careful  examination  failed  to  discover  any  swaying  movement 
at  the  top,  though  there  was  a  sensible  vibration.  Since  its  erection  on 
the  reef  it  had  been  subjected  to  two  severe  gales  (in  June  1862,  and 
in  January  1863),  with  similar  results,  for  although  the  top  of  the 
building  had  vibrated,  there  were  no  symptoms  of  straining  having 
occurred. 

The  general  principles  of  the  construction  of  the  Daedalus  light- 
house were  the  same  as  those  of  the  Ushrufiee,  with  such  modifications 
as  its  smaller  size  demanded ;  thus  there  were  only  twelve  instead  of 
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eighteen  piles,  and  the  dimensions  of  the  parts  of  the  frame-irork  were 
the  same  as  for  the  upper  piers  of  the  Ushruffee.  The  building  was 
etated  to  be  very  stiff,  scarcely  any  vibration  being  perceptible  under 
a  strong  breeze. 

The  lanterns  were  of  the  same  construction  for  the  three  lighthouses. 
Those  for  the  Ushruffee  and  the  Zafarana,  being  for  first-order  lights, 
were  identical  in  every  respect.  That  for  the  Daedalus  being  for  a 
second-order  light,  was  of  reduced  size.  In  construction  they  were 
similar  to  those  generally  manufactured  for  the  Trinity  Corpora- 
tion, but  with  special  arrangements  for  mitigating  the  powerful  effects 
of  the  sun.  At  the  suggestion  of  Professor  Faraday,  a  wind-guard  was 
substituted  for  the  ordinary  revolving  vane  and  cowl.  The  lanterns  and 
light  apparatus  were  furnished  by  Messrs.  Wilkins  and  Co.,  the  opti- 
cal portion  having  been  manufactured  by  Messrs.  Chance  Brothers, 
whose  improvements  in  lighthouse  illumination  deserved  special  notice. 
The  Zafarana  and  the  Diedalus  were  fixed  lights,  while  the  Ushruffee 
had  a  revolving  light  frame. 

The  whole  of  the  materials  of  the  two  iron  lighthouses,  and  of  the 
three  lanterns  and  light  apparatus,  were,  with  some  trifling  exceptions, 
despatched  from  Liverpool  within  ten  months  from  the  date  of  the 
author  receiving  instructions  to  proceed  to  survey  the  sites,  at  a  dis- 
tance of  nearly  3000  miles  from  Great  Britain. 

As  the  structures  were  designed  with  a  special  view  to  the  peculiar 
circumstances  of  the  sites  upon  which  they  were  to  be  erected,  it  was 
considered  desirable  to  give  some  account  of  the  operation  of  erection. 
The  Peninsular  and  Oriental  Steam  Packet  Company  granted,  gratui- 
tously, the  services  of  the  "  Union,"  a  screw  steamer  of  300  tons,  and 
GO-horso-power,  the  Egyptian  government  paying  for  all  wages,  stores, 
and  coal.  The  materials  arrived  at  Alexandria  on  the  12th  of  Novem- 
ber, 1800,  but  it  was  not  until  the  20th  of  December  following  that 
they  were  all  received  at  Suez,  and  placed  on  board  the  *'Union,"  wliich 
then  sailed  for  the  Ushruffee  reef.  The  expedition  thus  commenced 
was,  unfortunately,  not  successful.  The  causes  of  the  failure  were 
given  at  length  in  the  Paper,  but  it  would  be  sufficient  to  state  the  re- 
hulis  of  the  season's  labor,  which  lasted  three  months.  The  piles  were 
erected  on  the  reef  and  their  heads  were  connected  by  the  bottom  iron 
Irame.  The  whole  of  the  iron-work  was  landed,  and  laid  out  in  onier, 
upon  one  of  the  neighboring  islands.  This  was  not  originally  intended, 
us  the  plan  decided  upon  was  to  moor  the  ship  as  near  as  possible  to  the 
reef  during  the  progress  of  the  works,  and  to  land  and  sort  the  ma- 
terials upon  the  concrete  base  of  the  lighthouse  itself.  After  a  full  in- 
quiry into  the  circumstances  which  had  led  to  this  failure,  the  autlior 
•was  instructed  to  make  arrangements  for  a  new  expedition,  and  he 
readily  assented  to  the  suggestion  that  he  should  remain  on  the  spot 
until  the  operations  as  to  which  difficulty  had  to  be  anticipated  were 
completed.  The  permanent  superintendence  was  intrusted  to  the  late 
Mr.  C.  W.  Scott  (Assoc.  Inst.  C.E.),  Captain  W.  Kirton  being  in  com- 
mand of  the  "  Union."  As  the  materials  had  been  landed  on  the  Ush- 
ruffee Island,  it  was  determined  to  form  a  land  establishment  for  the 
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working  party  there  rather  than  to  quarter  the  men  on  board.  Thia 
left  the  steamer  free  to  carry  a  working  party  to  the  Daedalus,  with- 
out interfering  with  the  operations  on  the  Ushruifee.  The  staflFwas 
re-organized,  and  the  list  of  plant  and  of  materials  revised ;  but  owing 
to  several  causes  the  operations  were  not  resumed  on  the  Ushruffee 
until  the  8th  November,  1861.  The  first  step  was  to  form  the  shore 
establishment.  This  occupied  three  weeks,  owing  to  the  want  of  skill 
of  the  native  carpenters  in  getting  the  huts  ready  for  occupation.  Dur- 
ing this  time,  however,  some  progress  had  been  made  at  the  light- 
liuuse.  The  caisson  of  iron  plates  to  enclose  the  concrete  base  had  been 
set  up,  and  about  200  tons  of  gravel  had  been  placed  upon  the  reef, 
where  it  was  exposed  to  a  wash  sufficient  to  remove  some  of  the  clayey 
particles.  The  process  of  depositing  the  concrete  was  then  commenced, 
the  plan  adopted  being  to  deposit  it  upon  sheets  of  tarpaulin,  which 
sunk  with  the  weight,  and  protected  the  soft  material  from  the  ac- 
tion of  the  water,  until  a  mass  of  several  tons  was  collected.  When 
the  whole  space  was  covered  in  this  way  up  to  above  low-water  mark, 
the  remainder  was  deposited,  as  the  state  of  the  tide  allowed,  until  the 
whole  height  of  6  feet  from  the  surface  of  the  coral  was  complete.  The 
first  half  of  the  concrete  was  formed  of  6  measures  of  gravel  to  1  of 
Portland  cement,  mixed  in  the  lighters  moored  alongside  the  caisson. 
The  second  half  was  formed  of  lime,  puzzuolano,  and  broken  stone,  in 
the  manner  usually  practised  in  the  country.  The  latter  was  mixed 
dry  at  Suez,  and  was  wetted  on  being  deposited. 

When  the  success  of  the  process  of  depositing  the  concrete  was  well 
assured,  the  author  turned  his  attention  to  the  Djxjdalus,  which  was 
reached  on  the  26th  of  December.  A  site  for  the  lighthouse  was  chosen 
near  a  small  sank-bank  of  triturated  coral,  as  it  was  determined  to  use 
the  sand  for  the  concrete,  and  as  it  was  also  convenient  for  beaching 
boHt.s,  &c.     The  surface  of  this  reef  was  very  irregular,  there  being 
numerous  hollow  places,  varying  from  1  ft.  6  in,  to  2  ft,  in  depth.  A 
four- legged  shears  was  set  up  on  the  intended  site,  and  a  platform  fix- 
etl  upon  it  at  the  level  of  the  underside  of  the  pile  collars.  Upon  this 
plattorm  were  bolted  together  the  plates  forming  the  polygon  to  com- 
plete the  inner  circle  of  piles.     The  six  piles  were  then  successively 
raised  on  end,  and  the  collars  were  bolted  to  the  polygon.    When  the 
six  piles  were  fixed,  the  original  stage  was  removed,  and  a  new  one  was 
formed  to  receive  in  a  similar  manner  the  outer  polygon.  This  having 
been  fixed  in  place,  and  the  two  polygons  connected  by  the  radiators, 
the    outer  piles  were  raised.     The  caisson    plates  were  then    set  up, 
being  first  bolted  together  and  then  partially  riveted.     The  whole  of 
these  operations  occupied  seven  days  and  a  quarter,  the  staff  employed 
consisting  of  four  workmen,  and  parties  of  from  six  to  eight  men  of 
the  crew.  The  lighter  was  then  moored  upon  the  reef,  and  the  steamer 
proceeded  to  Ushruffee,  whence  it  returned  with  50  tons  of  cement 
and  twenty  Arab  laborers,  under  a  native  foreman,  for  depositing  the 
concrete,  and  having  a  second  lighter  in  tow.  The  concrete  here  used 
consisted  of  3  J  measures  of  coral  sand  to  1  measure  of  cement.  The  first 
operation  was  to  fill  up  the  holes  between  the  coral  lumps  with  coal 


19^ 


.Digitized  by 


Google 


222  Civil  Engineering, 

bags  filled  with  concrete,  so  as  to  make  an  even  surface  to  lay  the  tar- 
paulins upon.  The  deposit  was  then  carried  on  in  the  same  manner 
as  at  the  Ushruffee.  The  quantity  of  cement  above  alluded  to  was  only 
pufficient  to  complete  three-fourths  of  the  required  height  of  the  block. 
This  occupied  just  eight  days,  and  then  the  author  returned  to  Ush- 
rufiee,  and  finding  five  tiers  of  that  lighthouse  erected  and  partly 
riveted,  he  handed  over  the  entire  charge  of  both  works  to  Mr.  Scott, 
who  shortly  after  proceeded  with  a  party  of  four  mechanics,  two  rivet- 
ers, four  laborers,  and  ten  Arabs,  in  all  twenty,  besides  the  crew,  to  the 
Daedalus.  With  these,  in  twenty-six  days — the  work  being  carried  on 
only  on  twenty-one  days — the  whole  frame- work  was  erected  and  rivet- 
ed together,  two  floors  and  the  water-tank  were  completed,  and  the 
lower  room  was  enclosed.  Two  mechanics  and  four  seamen  were 
then  placed  in  the  building,  with  provisions  and  water,  to  continue  the 
work,  and  the  "Union,**  with  Mr.  Scott,  and  the  remainder  of  the 
working  party,  returned  to  Ushruffee.  Thus  in  thirty-seven  working 
days,  the  main  portion  of  the  building,  now  67  feet  in  height,  was  so 
far  finished  as  to  be  habitable  for  a  party  sufficient  to  complete  the 
remaining  details.  Had  the  ship  been  of  larger  burthen,  it  was  believed 
that  these  thirty-seven  days  might  have  been  continuous,  and  that  the 
whole  would  have  been  accomplished  during  an  absence  of  about  seven 
weeks  from  Suez.  The  author  referred  in  terms  of  the  highest  praise 
to  the  manner  in  which  what  might  be  termed  the  nautical  part  of  the 
undertaking  had  been  carried  out  by  Captain  Kirton.  Subsequently 
the  materials  for  the  lantern  and  the  lighting  apparatus  were  deposited 
in  the  building,  and  afterwards  one  leading  mechanic,  two  laborers,  and 
five  seamen,  completed  the  work  between  November,  1862,  and  the  1st 
of  February,  1863,  when  the  light  was  exhibited. 

At  the  last  mention  of  the  Ushruffee  the  concrete  base  had  been  com- 
pleted, and  five  out  of  eleven  tiers  of  framing  had  been  erected.  Dar- 
ing the  absence  of  Mr.  Scott  and  his  party  at  the  Daedalus,  a  Euro- 
pean boat's  crew  of  six  men  was  engaged  in  conveying  the  remainder 
of  the  materials  to  the  reef  and  in  sorting  them  there.  On  the  return 
of  the  working  party  the  erection  was  rapidly  proceeded  with,  in  the 
face  of  much  difiiculty,  from  almost  constant  high  northerly  winds. 
The  time  actually  taken  in  erecting  the  skeleton  frame-work,  106  feet 
in  height,  was  two  months,  and  the  riveting  was  completed  within  three 
months.  The  two  succeeding  months  were  occupied  with  the  erection 
of  the  lantern  and  lighting  apparatus,  and  completing  the  details  of 
the  building,  and  on  the  1st  of  July,  1862,  the  light  was  first  exhibited. 

In  connexion  with  this  undertaking  the  profession  has  to  regret  the 
loss  of  a  very  promising  young  member,  Mr.  C.  W.  Scott,  who  towards 
the  close  of  the  operations  was  attacked  with  symptoms  which  develop- 
ed the  seeds  of  a  disease  of  long  standing,  under  which  he  succumbed 
after  an  interval  of  five  months. 

With  regard  to  the  cost,  a  mere  statement  of  the  total  amount  ex- 
pended upon  the  two  lighthouses,  £55,211  in  all,  would  convey  an 
erroneous  impression,  unless  accompanied  by  an  explanation.  The 
cost  of  the  whole  as  an  engineering  work^  independently  of  the  em* 
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ployment  of  the  stenmer,  might  be  taken  at  £82,079  including  all 
contingencies.  Supposing  the  reef  to  have  been  within  a  boating  dis* 
tanee,  say  1^  mile  and  ^  mile  from  Suez,  if  the  steamer  had  been 
equipped  at  Suez,  and  hud  been  continuously  employed,  then,  on  this 
supposition,  the  cost  might  have  been  X42,082.  The  remaining  ex- 
penditure, £13,029  was  entirely  exceptional,  arising  mainly  from  the 
steamer  being  equipped  at  Bombay.  Proc  nwt.  civu  Bug.,  not.  lo,  i803. 


For  iht  Juurnal  of  tlie  FtynkUa  Institute. 

TruHHed  Arch, 
By  Db  Volson  Wood,  Prof,  of  C.  E.  University  of  Michigan. 
The  problem  which  I  propose  to  discuss  may  be  stated  as  follows: 

Let  the  arch  of  the  Truss  be  a  parabola^  or  if  it  be  polygonal^  let  the 
vertices  of  the  polygon  be  in  a  parabola  ;  the  tie  which  joins  the  ends  of 
the  arch  be  horizontal;  all  the  parts  of  the  truss  be  reduced  to  mathe- 
matical  lines,  and  the  joints  perfectly  flexible.  Let  the  load  over  any 
part  of  the  truss  be  uniform — or,  what  is  better,  let  the  weights  upon 
the  joints  equal  each  other. 

It  is  well  known  that  for  an  uniform  load  over  the  whole  length  of 
a  parabolic  arc,  there  are  no  strains  in  it  but  compression  (or  tension), 
and  hence,  if  the  load  be  above  the  arch  there  will  Oe  no  strains  upon 
the  ties  and  braces;  and  if  the  load  be  below,  the  ties  will  simply  sus- 
tain the  total  load ;  hence  the  strains  upon  the  several  parts  are 
easily  computed.  I  will,  therefore,  proceed  to  the  case  of  a  partially 
loaded  truss.  Let  the  horizontal  tie  be  divided  into  equal  parts  by  the 
trussing,  and  let  each  part  be  called  a  bay. 

Let  N  — total  number  of  bays  in  the  horizontal  tie, 

n  =  the  number  of  a  bay  which  corresponds  to  the  number  of  a 

brace  or  pair  of  braces, 
F  =  the  force  of  compression  in  the  arch  at  any  point, 
F|=ii=  horizontal  force  in  the  tie, 

F2=the  strain  on  a  brace  or  tie  in  the  truss, 
2  =  the  inclination  of  the  arch  to  the  horizontal, 
d  =  the  inclination  of  a  brace,  or  tie,  to  the  vertical, 
D  =  greatest  depth  of  the  truss  =  distance  from  the  vertex  of 

the  parabola  to  the  horizontal  tie, 
h  =  depth  of  the  truss  at  any  point, 
/  =  length  of  bay, 

JO  =  one  of  the  equal  weights  which  constitutes  the  load, 
vandV|= vertical  re-actions  of  the  supports,  and  let  n  be  counted 

from  the  V  support, 
X  be  horizontal  and  positive  towards  v, 
y  be  vertical  and  positive  downwards,  then  if  9  is  on  the  right  of  y  it 

will  b^  positive ;  if  on  the  left,  negative. 
ar',y'  be  the  co-ordinates  of  er, 
a/',y  be  the  co-ordinates  of  J, 
2/?|  the  parameter  of  the  parabola. 
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For  the  equation  of  the  arch  we  have, 
x^  =  2pjf  or  jN'/^=2/?,D 


2/?|  =  -T~  which  gives 


4d 


ic*=^^— ^  y  or  y=  — --2;' 


a) 


It  can  easily  be  phown  that  if  the  truss  be  uniformly  loaded  from 
any  brace  to  the  remote  end,  the  strain  upon  the  brace  will  be  greater 
tl)«n  if  there  be  an  additional  uniform  load  between  it  and  the  near 
end.    I  shall  therefore  consider  the  case  of  such  an  uniform  load. 


A7<r/ 


.-      E     f7 


First,  take  the  case  of  triangular  trussing  as  shown  in  Fig.  1.  Let 
equal  weights  rest  upon  the  joints  r,  d,  ^, /,  g^  and  A,  and  none  upon 
a  and  h.  This  will  insure,  as  stated  above,  a  greater  strain  on  c2  than 
if  b  or  a,  or  both  were  loaded  with  the  same  weights.  Suppose  now 
that  a  vertical  section  is  made  just  at  the  right  of  c;  said  section  will 
intersect  eft,  6*2,  and  3  2,  and  the  strains  in  these  bars  must  be  in 
equilibrium  with  the  forces  between  the  section  and  b;  in  other  words 
they  must  be  in  equilibrium  with  v„  and  since  V  acts  vertically,  we 
have  the  vertical  components  in  cb  and  c2  equal  V,  and  the  horizontal 
components  in  the  same  bars  equal  the  strain  on  3  2,  or  equal  H. 
Hence  using  the  notation  given  above,  we  readily  have 

F  sini+F2C0sfl  =  V  .  .  .  (2) 

F  cos  i-\-  Fg  sin  ^  =  H  .  .  .  (3) 

Multiply  (2)  by  cos  2,  (3)  by  sin  t,  subtract  and  reduce  gives 

a         v-Htangt  fly 

F2C08^  =  .- ° — .  .  .  >  [v 

1  -  tang  e  tang  I 

This  formula  is  general,  whatever  be  the  curve  of  the  arch- 
Calling  alb  the  first  pair  of  braces  (or  ties)  counting  from  b;  kt 
t  2c  be  the  w"'  pair;  then  will 

2  1  be  the  n*'*  bay;  3  2  the  (n+iy*  bay,  and 
>'-w  =  the  number  of  loaded  joints, 
.'.  (N-n)p=the  total  load  on  the  truss, 
NZ=AB  =  total  length  of  truss, 
J(N-n)Z=di8tance  from  the  centre  of  the  load  to  A, 
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Then  by  tlie  principle  of  tl.  '  lever  we  have 

•••  "^--j^-r-     ....       (5) 

"VVe  also  have  horn  tli?  ''. 

a;'  =  EK---(J  x-«- 17  .-.  liy  ^l»  w  Iwive  y----^-(x-2n-l)« 
;r"  =  EL-(jN-7i  '  ;i'/  .  .  /'=-^',(x- 2/1+1)* 

tang/=:^-';^'^:-|f^(x-J.)         .  .  .(G) 

To  find  the  tension  in  the  l);ir  •>  i\  \>«'  t;ike  the  origin  of  moments 
at  c,  and  we  readily  have 

li[b-y')    -  \  •//  ;   !^jl 

Substitute  (5),  (G),  (7),  and  (S)  in  (4),  gives 

F  C0S5=^        

^  I^.N      L4/<n-4/a'-1J 

_(n-7?)      r  N-2/1      "1  ,Q. 

"We  see  in  (0)  that  when  u  is  hss  than  1  N  the  fraction  in  the  pa- 
renthesis is  negative;  hut  when  it  exceeds  \  N,  it  becomes  positive, 
find  observing  that  when  it  is  greater  than  \  N,  less  than  one-half 
the  bridge  is  loaded,  we  have  this  p.-cnliar  result:  tlie  strain  upon  a 
tie  or  brace,  is  greatest  when  th«*  truss  is  h>aded  between  it  and  the 
nearer  end.  AVe  may  also  ohsovc,  that  in  practical  eases  the  omis- 
sion of  the  fra(!ti()ii  in  the  parei.i h(  sis,  v,l!l  not  give  an  error  of  more 
than  onp-fifth  the  true  value,  and  generally  the  error  will  be  much 
Iciss.     Hence  we  have  apj)ro.\iuiai('!y 

F,COS0=^"-;'*''"*  .  .  ■      .  (10) 

If  (10)  were  true  we  observe  that  the  strains  on  any  brace  will  be 
tlie  same  if  the  load  extend  from  it  to  eitiier  end. 

It  is  easy  to  show,  geometrically,  that  the  vertical  components  of 
tlie  strains  on  each  of  the  braces  which  constitute  a  pair,  as  lias  been 
clei?ignated,  are  equal.  To  give  a  further  application  of  the  analysis, 
I  will  prove  it  by  ecjuation  (4).  Is'ow  let  a  vertical  section  be  made, 
jujst  at  the  left,  but  infinitely  near  b.  The  Section  will  cut  ^2,  6c',  and 
*lio\\  in  his  excellent  Tronti&c  on  Bracing,  gives  this  as  the  exact  formula. 
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1  2.    Tang  i  and  V,  will  remain  the  same,  but  tang  0  is  negative 
and  equal ->^„;  ....        (10') 

and  to  find  h  we  have  n  (D-y")  =  v  (n-  J)  L 

.         (11) 


i  2n-l  7 
D-y" 


These  in  (4)  give 


1- 


F»C0S5  =  V- 


2n-l 


^"(^-2n) 


(N-2//) 


which  reduced  cives 


FoCOS 


.     (x-w)'  r      4n'-l      1    . 

But  the  strains  on  the  braces  of  a  pair  will  not  he  equal,  for  they  arc 
unequallj  inclined.    To  find  Fj,  we  find  e  from  (7)  and  use  it  in  (9). 

Example, — Let  N=  8  and  D=  ?. 

To  show  more  clearly  the  value  of  the  fraction  in  the  parenthesis, 
Eq.  (0),  I  will  keep  it  separate  in  the  following  table: 


No.  of  the 
pair  of 

bnices,  or 
?l  = 


Vertical  component 
of  the  strains  on  the 
7i<A  pair ;  or 
FaCOS^jEq.  (9.) 


0 

1 

o 

3 
4 
5 
6 

7 
8 


0+3         ;)  ■=4-000  ;>. 


Inclination 

of  tbe 

bracos;  or 

0,Eq.(7.) 


Values  of 
C08«. 


Numbers  in 
the  second 
column  divi- 
ded by  thoi»e 
in  the  fourth: 
or,  F^. 


(fll,   64^54 

/>2,   39°'2-2^ 
c2.    30° IK 


j(J-A)  ;>  =  0'7189;>.{ 

j  jt?  =  1-0000/?.  ' 

\\^^\)  p=0-760G;^. 

\ p^  0000 p. 


jfi4,  20°55 

(c4,  20°56^ 

(e5,  2G°o5 

1/5,  30°ll 

J/'G.  3()nK 

tr/C,  39°22^ 

f.y7,  39°.2^ 

\kl,  64^54 


0-4245 

9-422  j) 

0-4245 

0  802  p 

0-7731 

0-440 1> 

07731 

0  928p 

0  8G44 

0-831 p 

0-8644 

1-072  p 

0-8916 

1-038;; 

0-8916 

1-I2l« 

0-8916 

1-121;> 

0-8916 

1057;? 

0-8G44 

1-090  ;j 

0-8644 

0-879;? 

0-7731 

0998;? 

0-7731 

0-583;? 

0-4245 

1      1-060;? 

I 


We  may  readily  conceive  these  strains  to  be  produced  by  an  uni- 
form load  moving  without  shock  over  the  truss  from  B  to  a;  and  the 
same  strains  in  a  reverse  order  may  be  produced  by  a  movement  in 
the  opposite  direction. 

When  N  is  even  we  may  have  n  =  JN,  which  in  (9)  gives  F,cos  0 


.\^p. 


Next  suppose  the  load  on  the  horizontal  tie.    This  is  the  more  na- 
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tural  place  for  the  surcharge.  In  this  case  the  vertical  force  sustain- 
ed by  each  pair  when  they  are  all  equally  loaded,  is  p.  But  if  only  a 
portion  of  the  truss  be  loaded,  equation  (9)  will  not  apply,  as  may  be 
seen  from  the  following  statements.  To  produce  the  greatest  strain  on 
<?3,  we  unload  joints  1  and  2,  and  load  3,  4,  6,  6,  and  7 ;  and  calling 
the  bay  2-1,  the'n^^*,  the  load  will  be  (n  -n)/>;  and  the  centre  of  the 
loading  will  be  J  (n  -  n  + 1)  ?  from  A ;  hence,  to  j6nd  V  we  have 


V  .  n/=  J  (n-w)  (N-n  +  1)?. 


(12) 


If  joint  2  be  loaded,  the  vertical  force  on  c2  will  not  be  the  same  as 
on  62,  but  we  may  find  it  on  J2  by  making  a  section  just  to  the  left 
of  6;  and  substitute  in  (4)  the  values  of  (6),  (10'),  and  (12).  But  we 
observe  that  these  values  are  all  the  same  as  those  before  used,  ex- 
cept V ;  hence  we  have  at  once,  for  the  strain  on  the  first  of  the  w^ 
pair, 

(N-n)  (N-n  +  1)      r      4n'*-l 


F2  cos  0  - 


2n 


t^/t^^J  (^^) 


Next  consider  panel  trussing  as  shown  in  Fig.  2,  and  let  the  load 
be  upon  the  lower  chord,  nnd  let  the  bays  in  the  lower  chord  be  of 
equal  lengths.  It  will  make  some  difference  in  the  strains  whether 
they  be  resisted  by  ties  or  braces. 


/7^^ 


First  consider  braces. 
Let  x'  and  y'  be  the  co-ordinates  of  e. 
a:"        y"  be  the  co-ordinates  of  b, 
3  2  be  the  w^^  bay,  and  call  c2  the  n^^  brace,  and 
e3  the  w^A  tie.  Suppose  the  load  is  on  from  a  to  3,  and  off  from 
B  to  2,  including  2 ;  then  the  load  is  (N-n)p;  and  v  the  same  as  (12). 
The  equation  of  the  curve  is  given  by  (1),  hence  we  have 

x"=Qn-»+1)/ ,  y"=-^(]!r-2«+2). 


Digitized  by 


Google 


228 


Civil  Engineering. 


.y"-y' 


4d 


I  /n* 

°"     D-y'      4d«(.n-m) 


■1) 


(13a) 
(14) 


F.,  COS  S  - 


'DS. 


(lo) 


Now  conceive  a  section  made  just  at  the  riglit,  but  infinitelj  near  <?, 
so  as  to  cut  6'6,  c2,  and  3  2;  then  wi  1  equation  (4)  be  applicable.  It 
cuts  /^3,  but  it  is  not  in  action  when  (?2  is.  To  find  u,  we  have  bj  an 
equation  of  moments, 

H  (d-/)  =  vw/ 

4d(n-w) 
These  in  (4)  give  bj  reduction 

(N-w)(Nf-w-^-l)(n~l)n 

This  is  a  raaximura  for  n  =  JN,  for  which  it  equals  JN/?;  hence,  if 
there  are  less  than  N  bays  the  central  brace  will  not  be  strained  as 
much  as  for  half  the  truss  loaded  as  for  the  whole  truss  loaded :  if  N 
=  8,  it  will  be  strained  the  same;  if  greater  it  will  be  strained  more 
for  half  the  truss  loaded  than  for  the  whole  loaded.  We  also  see  that 
for  the  partial  load  the  central  ones  are  strained  more  than  the  end 
ones.    The  formula  docs  not  give  the  vertical  strain  on  Ba;  for  it  ij 

N  — 1 

really  v  =  ^  (n-  l)j»;  but  for  n  =  1,  (15)  gives  --    p.    The  reason  of 

this  failure  will  be  found  by  observing  that  in  making  the  reduction 
of  (15),  a  factor  (n-1)  is  cancelled  in  both  terms  of  the  fraction,  which 

factor  is  0  for  n  =  l,  which  would  make  the  fraction  p . 

Example, — Let  N  =  8.  D  has  disappeared  in  the  reduction,  but  it 
must  be  known  to  get  0.  Let  d  =  2Z.  We  have 


No.  of  the  brace,  or 

Vertical  com- 
ponent of  the 
strain  on  tho 
n^A  brace,  or 

Inclination 
of  the 
braces. 

Values 
of 

Strains  on 
the  n^  brace. 

n= 

F2cos^;eq.(16) 

orfi,eq.(14) 

COS0. 

orFjCq  (15) 

1  or  7  ;  or  ^  6 

-^p 

48^48' 

0-6587 

0-6641  p 

2  or  6;  or  61  or/5 

MP 

33^41' 

0-8321 

0-9013  p 

3  or  5 ;  or  c2  or  e4 

MP 

28°  4' 

0-8824 

10624  p 

4         ;  or  d3 

ip 

26^34' 

0-8944 

1-1182  p 

Although  the  braces  which  we  have  considered,  at  the  rear  end  of 
the  load  incline  towards  the  load,  yet  they  must  incline  both  ways  as 
in  the  figure  to  completely  brace  the  truss.  For  this  partial  load,  the 
vertical  strain  on  al,  is  the  same  as  on  61  j  and  if  the  load  extendi 
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from  3  to  a,  the  vertical  forces  on  c2  and  62  are  equal.  Similarly  for 
the  other  pairs  ;  hence,  observing  the  numbers  in  the  second  columu 
of  the  preceding  table,  and  we  have  for  the  actual  strains  on  the  ver- 
tical ties  taken  in  their  order  from  either  end,  when  the  load  extends 
from  the  tie  to  the  other  end :  -j  i  p,  ^  I  p,  p,  i  §  Pj  \  g  p,  VV  P- 

Now  suppose  there  are  ties  instead  of  braces,  in  the  panels.  Mak- 
ing the  section  at  b  and  it  will  cut  the  acting  bars  ci,  (3,  and  3  2. 
When  it  is  loaded  from  3  to  a,  c2  will  not  act. 

tang  «;=.—-,,  .  .  .         (16) 

and  H  .  (D-y)  =  v(w-l)/ 

J) -y'    ""  4d  (N  -n  + 1) 

/'  =  J(N-27l  +  2) 

V  is  given  in  (12)  and  tang  i  in  (18a) ;  these  substituted  in  (4)  give 
-     (w-lV       4D/      o     .  ^\ 

l-> r     .       -»i(N-27l4-l) 

Fj  COS  e  =  V f 

-    ==vA-_l=(^ill!L-rA)j!Lll)        .  .       (17) 

N-w  2n  ^     ^ 

This  formula  also  fails,  for  n  =  n,  because,  in  making  the  final  re- 
duction, we  dropped  a  factor,  ^-3—,  which  for  «= N  becomes  - ,  but  it 

should  =  0.  It  is  true  for  all  the  other  ties. 

If  in  (17)  we  write  n+1  for  w,  we  will  have  (N-n)n,  which  is  the 
same  as  (15) ;  hence,  the  vertical  component  of  the  strain  on  a  brace, 
when  braces  are  used,  is  the  same  as  on  the  tie  in  the  next  panel, 
when  ties  are  used;  and  as  the  inclinations,  c2  and  c4,  for  instance, 
are  the  same,  the  actual  strains  will  be  the  same.  Hence,  referring  to 
the  preceding  table,  we  have  j\  p  for  the  vertical  strain  on  the  second 
tie  (or  a2) ;  J  §  p  on  the  third  tie  (or  63),  &c. 

The  general  principles  of  the  methods  here  used  are  applicable  to 
those  cases  in  which  the  bays  of  the  lower  chord  are  not  equal ;  but  in 
such  cases  we  cannot  obtain  as  symmetrical  expressions  as  those  here 
found. 

Railroad  Cuttings  and  Embankments. — Side  Depths  and  Side 
Stakes.  By  Oliver  Byrne,  C.E. 

From  the  Lond.  €!▼.  Eng.  and  Arch.  Jour.,  Feb.,  18C4. 
(Continued  from  page  152.) 

In  an  embankment  (Fig.  7),  given  the  breadth  of  the  roadway 
XB  =  82  feet;  the  height  CE=18  feet;  the  side  slopes  as  1  to  ^ 
(bi  :  ID  :  :  1 :  S);  the  fall  of  the  surface  f  to  M  =  l  in  26  J 

(FN  :  NM  :  26 J  :  1);  the  rise  of  the  surface  from  F  to  k  to  be 
Vol.  XLVir— Third  Series.— No.  4.— Aphil,  1864.  20 
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the  same  as  the  fall,  which  is  very  often  the  case.     Required  the 
horizontal  distances  FN  and  fl,  where  the  surface  of  the  ground  will 
meet  the  rise  and  slopes  of  the  road. 
Fig.  7. 

''        * ^—'  DF=?f-+5  xl8^43=Fn. 


26JX§  - 
take 


17§ 
1 


129 


-2-58 


43  _ 

16J"''50 

43  p/M«  2-58-=  45-58=- FN. 

43       129      ^„        , 
-l«l^-5d-=-'^'""^ 
43  minuB  2-3 ^- 40-7  ^fl. 

With  embankments  the  rise  answers  to  the  fall  in  cuttings,  bj  in- 
verting Fig.  8  {ante  page  146)  it  becomes  Fig.  4;  hence  the  rule  given 
for  cuttings  is  easily  made  to  answer  for  embankments. 

In  a  cutting,  Fig.  8,  given  the  breadth  of  the  roadway  ab=28  feet; 
the  height  CF— 20  feet;  the  ratio  of  the  side  slopes  1  i  ^\  the  inclina- 
tion of  the  surface  of  the 


Fig.  8. 


ground  at  the  cross-section, 
taken  by  a  theodolite  =  14°, 
that  is,  the  angle  mfd=^  hfk 
"  14°.  Required  the  horizon- 
tal distance  em  and  fl,  where 
the  surface  of  the  ground 
meets  the  side  slopes. 


900—14° 


The  natural  tangent  of  76° =4-010781,  hence  the  rise  and  fall  of 

the  slope  of  the  surface  of  the  ground  at  tho  cross-section  may  be 

taken  as  4-01  to  1, 

28      2 
hf=-2 -^  j20=54=FD. 


4-01  X  J    = 
Subtract    . 

2-005 
1-000 

1-005 

Add  .  54-00  half-breadth. 

BM= 107-73  feet. 

Digitized  by 

Google 


Again, 


On  Railroad  Cuiiings  and  Embankmenli. 

4-01 X  J  =  2-005 
Add    .  1-000 


231 


54^ 

3-OUo 

FL 


3-000 
54-00  half-breadth. 
17-97  take 


=  86-03  feet. 


In  an  embankment  (Fig.  9),  given  the  breadth  of  the  roadway 
AB  — 30  feet;  the  height  cr=:12  feet;  the  ratio  of  the  side  slopes  1 :  J; 
the  elevation  or  inclination  of  the  surface  of  the  ground  in  the  direc- 
tion of  the  cross-section  — 3%  that  ^ig-  9. 
is,  angle  kfu=dfm  =  3°.  Required 
the  horizontal  distances  EM,  FL, 
where  the  surface  of  the  ground 
meets  the  side  slopes. 

90o_3°==87°;  tan  87° =19-081187. 
Hence  the  rise  and  fall  of  the  surface  from  the  centre  stake  F  may  be 
represented  by  the  ratio  19-08  to  1. 

HF=^|  +  |X12  =  31  =  FD. 

19-08  Xi  =14-31 
Subtract    .     1-00 


13-31 


13-ai 


=  2-33 
31-00= FD 


Again, 


83-33=  EM 

19-08  Xf  =  14-31 
Add    .     1-00 

15-81 


81 


lo-rti 


=  2-03 


31-00 =FH 


Difference    28-97 =fl. 
The  simplicity  of  this  plan  of  putting  down  side  stakes  is  apparent, 
«nd  the  formula  from  which  it  is  deduced  is  easily  remembered. 

d 

d 


DN  = 


nt-1 


d=FD. 
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It  should  be  remembered  that  in  the  ratio  1  to  n,  1  represents  the 
base  and  n  the  perpendicular  of  the  side  slopes.  In  the  ratio  t  tol^t 
represents  the  base,  and  1  the  perpendicular  rise  in  the  case  of  a  cut- 
ting, and  vice  versa  in  the  case  of  an  embankment  (see  Figs.  7  and  8). 
The  ratio  e  to  1,  e  represents  the  base  and  1  the  perpenaicular. 

To  set  out  the  widths  when  the  surface  of  the  ground  is  laterally 
sloping,  and  when  the  cross-section  consists  partly  of  cutting  and 
partly  embanking.  Let  k,  a,  qmb,  Fig.  10,  be  the  cross-section  of  a 
railroad,  consisting  partly  of  a  cutting  qmb,  and  partly  of  an  embank- 
ment AQK.  Let  ^=  AB  =  DH,  the  bottom  width,  F  the  centre  stump, 
FC= A  the  depth  of  the  cutting,  km  the  sloping  surface  of  the  ground. 
First,  suppose  the  embankment  akq  to  occupy  less  than  half  the  bot- 
tom width,  as  from  A  to  Q,  Fig.  10.  And  further,  suppose  the  ratio  of 
the  slope  of  the  earth  on  both  sides  of  the  centre  stake  F,  to  be  repre- 
sented by  the  same  ratio  ^  to  1 ;  that  is, 

FN  :  NM  : :  e :  1,  or  FL  :  LK  :  :  « :  1. 
Yet  the  reasoning  upon  which  the  practical  rule  is  founded  will  apply 
to  two  different  slopes  of  ground,  from  the  centre  stake  F,  as  in  the 
former  case.  When  the  slope  of  the  ground  is  known,  or  the  ratio  t :  1 
IS  determined,  then  the  point  Q  where  the  slope  meets  the  base  is  read- 
ily found;  for 

1 :  t :  :  FC  :  CQ.    Or  QC  =  A^ 

That  is,  if  the  height  h  multiplied  by  t  be  less  than  AC,  half  the  breadth 
of  the  roadway,  the  work  will  be  at  the  cross-section  part  cutting  and 
part  embankment. 

Let  the  side  slopes  be  represented  by  the  ratio  1 :  n,  that  is, 

Bi :  ID=DN  :  NM=HL  :  LK=1 :  n. 

Put  DN = Zj  and  hl  =y. 

The  horizontal  half-breadth  fd,  through  f,  to  meet  the  slope  of  the 
cutting,  is  found  as  in  the  former  investigation,  where  the  slope  of  the 
ground  does  not  meet  the  roadway  at  either  side  of  F. 

Fig.  10. 


FD  =  -+ -XA,  which put=rf. 
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The  horizontal  half-breadth  fh,  through  F,  to  meet  the  slope  of  the 
embankment  kh,  is  easily  found  when  fd  is  known,  for 

HD  =  AB=6,  and  hf  =  hd — fd=6  — ( -+  -  )=- — - 

"which  pttt=^=HF. 

1  :  ni  :  X  :  nx  =  nm. 

Ai       ^    -I        II         d-\-x  d-^-x  d 

Also,  t :  1  :  :  d-\-x  :  — -—  =nm;  .•.  nx= — - — ,  or  a;=  —. — =• 
t  t  fit — 1 

This  result  is  exactly  the  same  as  that  given  before,  for  the  increase 
of  horizontal  breadth  iu  the  case  of  a  rise  in  cutting,  or  a  fall  in  em- 
banking. 

1  :  n  :  :  y  :  ny =kl; 

Again,  t:l:  :d+y:  — - -==kl;    .-.  vy=  -^-^,  or  y=  — --j 

which  is  a  similar  expression  to  that  given  for  x;  the  only  difference 
is  that  ^  =  HF  is  put  in  the  place  of  d  =  FD. 

Example. — Let  ab  =  J  =  28  feet;  FC=^=  4fe€t;  the  side  slopes 
1  :  2  (bi  :  ID  :  :  1  :  2);  the  cross  slope  of  the  ground  13  to  1  (fn  :  nm 
:  :  13  :  1).  Required  the  horizontal  distances  FN  and  FL  where  the 
slopes  meet  the  surface. 

FD=-f-+iof4  =  16  =  rf. 
2       ^ 

FH=28— 16=12  =  d\ 

16  12 

Sincen  =  2,  and«=13,  .-.  2xT3ll~'^*'^^^2xl3^~*^' 

.-.    16-64  =  FN  12-48= FL. 

Example. — In  Fig.  11,  the  embankment  MBQ  occupies  more  than 
half  the  bottom  width,  as  from  B  to  <j.  Let  ac  =  cb=14  feet;  FC  =  4 
feet. 

Fig.  11. 


FL  :  LK  :  :  13  :  1,  ul  :  lk  :  :  I  :  2; 

as  in  the  last  example,  required  the  horizontal  distances  from  F  to  L 
and  from  F  to  N. 

FD=^  +  JX4  =  16  =  (i, 

Ffl=28-16=12=J. 

20*  1 
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Since  n=2,  and  f  =  13,       .-.   3  ^i3^i  =  C4,  and  ^^^|— =  -48; 

Hence  fn=1G-64,  and  fl =12-48  feet. 

Example. — In  Fig.  12  the  embankment  aqk  occupies  less  than  half 
the  bottom  width  from  q  to  A.  Let  ac  =  cb=14  feet;  Fc  =  4  feet; 

Fig.  12. 


FL  :  LK  :  :  13  :  1;  Bl  :  ID  :  :  1  :  2. 

Required  the  horizontal  distances  from  F  to  L,  and  from  P  to  N. 

FD=-|-+JX4=16  =  i. 

FH  =  28-16  =  12  =  (?. 

•••  2  x~iR=  '^*'  ^""^a  X  M==  '^^^ 

FK= 16-64  and  fl  =  12-48  feet. 

Example, — In  Fig.  13,  the  embankment  qbm  occupies  more  than 
half  the  bottom  width,  from  Q  to  B.  Let  ac  =  cb=14  feet.  FC  =  4 
feet. 


Fig.  13. 


'^>. 


FL  :  LK  :  :  13:1; 
HL  :  LK  :  :  1 :  2. 

Required  the  horizontal  distances  from 
F  to  L  and  from  F  to  N. 

FD  =  ^  +  JX4=16  =  cf. 

FH  =  28-16  =  12  =  5. 


DN  =  a;= 


wt-1 


=  •64 


HL  =  *: 


r=-48 


-  as  in  the  foregoing  examples. 


nt-l 

FN= 16-64  and  fl  =  12-48  feet. 
Bj  comparing  the  figures  10,  11,  12,  and  13,  and  observing  how 

-  — ^  =  DN,  andy  =  -T— ^=HL,  may  be  applied 


the  formulas  2;=- 


in  each  possible  t;ase,  the  setting  out  of  side  stakes,  when  part  of  the 
cross-section  is  a  catting  and  part  an  embankment,  becomes  easy. 
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For  the  Journiil  of  the  Franklin  Institnto. 

On  the  Power  requisite  for  the  Propulsion  of  Steam  Vessels. 
By  D.  M.  GKEKMi:,  C.  E.,  2d  Asst.  Eng.  U.S.N. 

Tliis  problem,  like  that  of  determining  the  relations  between  the 
temperature,  density,  and  volume  of  steam,  seems  never  to  have  been 
sati>lactorily  solved :  indeed,  it  is  believed  that  the  impracticability, 
if  not  the  impossibility,  of  solutions  based  upon  purely  theoretical 
considerations,  is  generally  conceded. 

As,  in  the  case  of  steam,  the  formulae  in  use  are  based  upon  ex- 
perimental results,  so  in  the  case  under  consideration,  we  must  satisfy 
ourselves,  for  the  present,  at  least,  with  an  empirical  formula,  care- 
fully deduced  from  the  performances  of  steam  vessels.  Complete  and 
reliable  data  are  available,  for  this  purpose,  in  the  steam  logs  of  ves- 
sels belonging  to  our  navy. 

Hitherto,  it  is  believed  to  have  been  the  custom,  generally,  to  em- 
ploy the  formula  given  by  Bourne,  in  his  work  on  "  The  Steam  En- 
gine ;"  which  is 

HP  =  CAV3;  .  .  .  (1) 

in  which 

np=the  total  horse  power  developed  by  the  engines. 
A  =  midship  section,  in. square  feet. 
v  =  speed,  in  knots,  per  hour. 

c  =  a  constant  for  vessels  of  similar  model ; —  different  values  of  c 
being  used  for  vessels  of  different  model. 
Solving  (1)  with  respect  to  c,  we  have 

Substituting  in  this  expression  the  values  of  HP,  A  and  v^,  for  any 
vessel,  the  corresponding  value  of  0,  for  vessels  of  like  model,  is  found. 
The  general  principle  involved  in  the  foregoing  formula,  may  be 
briefly  stated,  thus: — The  resistancej  opposed  by  a  liquidy  to  the  mo- 
tton  of  a  solid  through  it^  varies  as  square  of  the  velocity ^  and  as  the 
^nidship  section  of  the  body;  and  the  work  expended,  in  overcoming 
//lis  resistance^  during  a  unit  of  time^  varies  as  the  cube  of  the  veloci- 
tj/y  and  as  the  section. 

Hence  the  power,  absolutely,  would  be  the  product  of  the  cube  of 
the  speed,  into  the  midship  section,  multiplied  by  the  constant  c. 

That  the  formula,  in  question,  is  defective,  may  be  inferred,  from 
the  fact  that  the  actual  performances  of  steam  vessels,  rarely  ever 
agree,  even  approximately,  with  the  estimated  performances. 
The  defect  seems  to  be, 

1st.  That  no  account  is  taken  of  the  fact,  that  a  very  considerable 
portion  of  the  total  power  of  the  engines, — amounting,  in  marine  en- 
gines, to  from  one-eighth  to  one-fifth,  and  varying  simply  as  the  speed 
And  area  of  piston, — is  expended  in  overcoming  the  back-pressure  in 
the  cjlinder;  together  with  the  friction  of  the  engine  itself;  and, 
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2d.  That  too  much  importance  is  attached  to  the  differences  in 
model,  as  regards  fullness,  or  sharpness;  while  the  great  influence  of 
immersed  surface  is  not  recognised. 

To  illustrnte  the  force  of  the  last  objection,  let  us  take  the  extreme 
case  of  a  cylindrical  solid,  having  a  diameter  often  feet,  its  axis  ver- 
tical, and  drawing  ten  feet:  the  immersed  surface  will  thus  be  392-7 
square  feet.  Next,  suppose  the,  form  changed  in  such  a  manner,  as  to 
make  the  horizontal  section  of  the  solid  take  the  form  of  two  isosceles 
triangles  joined  at  their  bases ;  the  draft  and  displacement  remaining 
the  same.  Then,  if  the  length  be  31-4  feet,  and  the  breadth  (beam) 
5  feet,  the  immersed  surface  will  be  nearly  720  square  fceU 

It  mufc^t  be  clciir,  therefore,  that  while  an  increased  length  and 
sharpness  is  attended  by  a  diminution  of  resistance  due  to  itself,  there 
is  at  the  Fame  time  an  increase  of  immersed  surface,  which  acta  pre- 
judicially to  the  motion  of  the  vessel ;  and,  moreover,  that  when  the 
increased  resistance  due  to  the  increase  of  immersed  surface,  becomes 
equal  to  the  diminution  of  resistance,  due  to  increased  sharpness,  any 
further  increase  in  length  and  sharpness,  for  a  given  displacement, 
will  be  attended  by  an  absolute  increase  of  resistance.  Unfortunately, 
we  are  as  yet,  unable  to  estimate  correctly,  the  effect  of  immersed 
surface  upon  the  resistance,  or  to  fix  the  limit  to  the  ratio,  of  length 
to  breadth,  which  will  insure  the  best  results :  it  is  believed,  however, 
that  in  some  instances,  this  limit  has  been  reached,  if  not  exceeded. 

In  the  construction  of  an  empirical  formula,  for  the  purpose  stated, 
we  shall  make  use  of  the  performances  of  vessels,  some  of  which  have 
lines  of  more  than  average  fullness,  together  with  one  {Niagara)  which 
has  lines  of  more  than  ordinary  fineness.  It  will  be  assumed,  that 
within  the  limits  of  2^ractice,  the  difference  in  resistance  due  to  difler- 
ence  in  model — when  compared  with  the  difference  in  resistance  due 
to  a  slifiht variation  in  speed — maybe  neglected  without  considerable 
error.  The  results  will  show  how  fully  we  are  justified  in  making  this 
assumption. 

In  addition  to  the  notation  already  used, 

Let  D  =  displacement  in  tons. 
I  ==  length  in  feet. 

Cj  =  constant,  depending  upon  the  power  Pp  expended  in  over- 
coming the  back  and  friction  pressures. 
C2  =  constant,  depending  upon  the  power  p^,  usefully  applied  to 
the  shaft,  together  with  the  additional  friction  due  to 
that  power. 

Then,  since  p,  varies  as  the  speed,  and  assuming  for  convenience, 
that  it  varies  also  as  the  midship  section,  we  have 

P.==C,AV,  ...  .  (2) 

Similarly         t^=c^y\  .  .  .  (3) 

In  order  to  express  A,  in  terms  of  D,  we  have,  from  the  relations 
between  similar  surfaces  and  solids,  and  their  homologous  dimensions 
AQC  P.  .*.  Iqc  A^ 

Also,  Da  P.  .'.         Zocn* 
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Whence  a*  a  Di. 

Aoc  D5. 

Substituting  in  (2)  and  (3),  and  collecting,  we  get 

HP  =  C,DiJ  V  +  CjjDSv^, 

=  DS  V(Ct  +  C2V«).  .  .  (4) 

To  find  Cj  and  c^^  we  have  from  (2)  and  (3),  after  substituting  Di  for  A, 

c,  =  -^,  and  C2=-r--T- 

^        DSV  *       D3V** 

respectively.  Taking,  now,  the  distribution  of  power,  made  by  Chief 
Engineer  Isberwood,  U.S.N.,  in  his  works,  we  get  in  the  cases  of  the 
diiiercnt  vessels  named,  the  following  results,  viz : 


1               Name  of  Vessel. 

Cj 

Cj 

Merrimack, 

Wabash,       .... 
Minnesota,   .... 
Kuanokc,       .... 
Niagara,       .... 

Mean  values. 

•18184 
'14847 
•15876 
•13019 
•15UG7 

•0047346 
•004571KJ 
•0045726 
•0048133 
.0047227 

•1662 

•0046846 

These  values,  substituted  in  (4),  give,  finally, 

HP=Dfv(-1662  +  -0046846v2).       ^     .  f5) 

The  close  coincidence  of  the  constants,  for  the  Niagardj  with  those 
of  the  other  vessels,  will  be  observed ;  it  seems  to  indicate  that  the 
limit  of  the  ratio,  of  length  to  the  breadth  of  beam,  has  been  exceed- 
ed ;  or,  that  the  power  required  to  propel  her,  is  as  great  as  it  would 
have  been,  bad  her  model  been  similar  to  that  of  the  other  vessels 
named. 

In  (5),  the  part,  v(-1652  +  0040846  v*) 

may  be  tabulated  thus : 


V. 

c. 

V. 

c. 

10 

0-23U6 

16 

21-6713 

11 

7-9424 

17 

26-6638 

12 

9-9674 

18 

8U-1140 

13 

12-3()97 

19 

350862 

14 

16-0273 

20 

40-6808 

16 

18-1385 

! 
1 

Then,  in  every  case,  ve  have 

HP=Di(c;  .  .  .  (6) 

c  being  taken  from  the  table,  to  correRpond  with  the  required  speed. 

Example. — Required  the  total  power  of  the  engines  which  will  de- 
Telop  a  speed  of  14  knots  in  a  vessel  whose  displacement  is  1000  tons. 
From"  (6),  HP  =  lOOOJ  X  15-0273 

=   100  X  16-0273 
=  1502-7 
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It  should  be  remarked,  in  this  connexion,  that  the  formula  is  claioi* 
ed  to  apply,  only  in  the  case  of  the  maximum  performance  of  the  ves- 
sel ;  for,  as  the  speed  of  the  vessel  is  diminished,  the  value  of  P,  vill 
diminish  faster  than  P^;  and  hence  the  result  given  by  the  formula 
vill  be  too  small.  The  error  due  to  this  cause,  however,  on  ordinary 
speeds,  will  not  be  very  great. 

By  the  aid  of  the  formula  (5),  has  been  prepared,  the  following 

Table  of  powers  due  to  different  displacements  and  speeds. 


D. 

Vs=10 

v  =  ll 

V  -  12 

v  =  13 

'  v  =  14 

v  =  15 

V  =  1C 

1 
v=17 

1000 

024 

787 

996 

1231 

1503 

1814 

2107 

2505 

1100 

005 

839 

1001 

1312 

1001 

1933 

231^9 

1'734 

1200 

704 

889 

1125 

1890 

1097 

2048 

2447 

2S97  1 

1300 

74S 

937 

1180 

1400 

1790 

2161 

2581 

3056 

1400 

780 

985 

1240 

1541 

1881 

2270 

2712 

3210  , 

15(M) 

817 

1031 

1305 

1013 

19()7 

2377 

2840 

3302  ' 

IGOO 

853 

1077 

1802 

1084 

2056 

2«81 

2965 

35u9 

1700 

888 

1121 

1418 

1756 

2140 

2584 

3087 

3tVj4 

1800 

923 

1105 

1473 

1821 

2224 

2084 

3207 

871K) 

1900 

957 

1207 

1528 

1888 

2305 

2782 

3324 

8935 

2000 

990 

1249 

1581 

1954 

2385 

2879 

8440 

4072 

2100 

1023 

1291 

1633 

2019 

2464 

2976 

3654 

4207 

2200 

1055 

1331 

1084 

2082 

2542 

3008 

8666 

4340  , 

2300 

1087 

1871 

1735 

2145 

2018 

3100 

3776 

4470 

2400 

1118 

1411 

1785 

2207 

2G94 

3251 

3885 

4o99 

2500 

1140 

1450 

1834 

2208 

2768 

8341 

3992 

4725 

2G!)0 

1179 

1488 

1883 

2328 

2841 

8430 

4098 

4851  , 

2700 

1209 

152G 

1931 

2387 

2914 

3517 

4202 

4974 

28' M) 

1230 

15(53 

1978 

2445 

2985 

8003 

4305 

5096 

2000 

1208 

1(>00 

2025 

2503 

8056 

8089 

4407 

5217  : 

3000 

1298 

1037 

2071 

2500 

312G 

8773 

4508 

5330 

8100 

1320 

1073 

2117 

2017 

3195 

3850 

4607 

5454  , 

3200 

1354 

1709 

2102 

2073 

32(>3 

3939 

4706 

5571  1 

33IK) 

13H2 

1744 

22«>7 

2729 

8331 

4020 

4804 

5686  ' 

3400 

1410 

178) 

2251 

2783 

3398 

4101 

49iH) 

58iH 

3500 

1438 

1814 

2295 

2838 

3404 

4181 

4996 

5914  . 

3600 

1405 

1849 

2339 

2891 

8530 

4200 

50W) 

(K)26 

3700 

1492 

1883 

2382 

2945 

3595 

4339 

5184 

«137 

3800 

1519 

1910 

2425 

2998 

8GG0 

4417 

5277 

C247  1 

3900 

1545 

1950 

24G7 

3U50 

8723 

4494 

5370 

G356 

4000 

1572 

1983 

2509 

3102 

3787 

4571 

5461 

64tU 

4100 

1598 

2t)lG 

2551 

3153 

8850 

4046 

5551 

6571 

4200 

1023 

2048 

2592 

3204 

8912 

4721 

5641 

6678 

4300 

1049 

2081 

2033 

3255 

3973 

4796 

5730 

6783 

4400 

1075 

2113 

2074 

3805 

4035 

4870 

6819 

C88S 

4500 

1700 

2145 

2714 

8355 

4096 

4944 

6907 

6992  ' 

4000 

1725 

2177 

2754 

840 1 

4156 

5017 

5994 

7tJl*5 

4700 

1750 

2208 

2794 

8454 

4216 

6089 

608;) 

7197 

48'M) 

1775 

2239 

2833 

8503 

4276 

5101 

6166 

7299 

4000 

1799 

2270 

2872 

8551 

4335 

5232 

6252 

741K) 

5000 

1824 

2300 

2911 

3599 

4394 

5304 

6336 

7501  , 

6100 

1818 

2332 

2950 

3047 

4452 

5374 

6420 

7600 

5200 

1872 

2302 

2989 

3094 

4510 

6444 

6504 

771KI 

5300 

1890 

2392 

8127 

8742 

4508 

6513 

6587 

7798 

5400 

1920 

2422 

3005 

8789 

4025 

5583 

6670 

7896 

5500 

1943 

2452 

8102 

3835 

4082 

6652 

6752 

•7993 

To  use  the  Table,  seek  the  required  speed  at  the  top,  and  the  dis- 
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placement  at  the  side  of  the  page ;  trace  the  columns  to  their  intersec- 
tion, and  the  number  found  will  be  the  required  power. 

The  vacuum,  in  the  case  of  maximum  performance  of  each  of  tho 
vessels  employed  in  determining  the  constant  Cj  and  Cj,  was  about  26 
inches  of  mercury ;  and  in  the  construction  of  the  formula  it  has  been 
assumed  that  an  equal  degree  of  rarefaction  will  always  be  secured. 
If  the  vacuum  be  less,  in  any  case,  then  there  will  be  an  additional 
amount  of  power  required,  due  to  the  difference. 

As  a  confirmation  of  the  close  approximation  to  the  truth  of  tho 
assumptions  made  in  the  foregoing,  it  may  be  stated  that,  so  ftir  as  it 
has  been  practicable  to  compare  the  results  of  practice  (the  actual  per- 
formances of  steam  vessels,)  with  those  given  by  the  formula,  tho  re- 
sults have  been  invariably  satisfactory. 

It  may  be  stated  also,  that  Morin  has  found  experimentally  that, 
among  the  forms  experimented  upon,  the  form  of  least  resistance  was 
the  sp/tere:  next  in  order  came  the  cylinder^  terminated  by  hemispheres; 
after  this  came  the  cylinder  terminated  by  cones.  Bosut  found  that  in 
the  case  of  two  models  having  angles  of  12^  and  24°  at  the  bow,  re- 
spectively, the  resistances  were  sensibly  equal. 

Mr.  Rankine,  President  of  the  Association  of  Engineers,  of  Scot- 
land, and  Professor  of  Mechanics  and  Civil  Engineering,  in  the  Uni- 
versity of  Glasgow,  in  his  work  on  Applied  Mechanics,  p.  699,  says : 

*'  From  the  results  of  observations  of  the  engine  power  required  to 
propel  vessels  of  different  sizes  and  figures  at  different  velocities, 
there  is  reason  to  think  it  probable,  that  when  ships  are  built  of  such 
figures  that  the  water  glides  round  their  surfaces  without  forming  surge 
or  large  eddies,  the  principal  part,  if  not  the  only  appreciable  part  of 
the  resistance  is  due  to  the  direct  friction  between  the  water  and  tho 
bottom  of  the  ship ;  and  if  this  opinion  should  be  confirmed  by  further 
observation,  it  will  show  that  tho  advantage  of  Mr.  Scott  Russeirs '  wavo 
line '  figures,  and  of  any  other  figures  which  may  be  successful  in 
combining  speed  with  economy  of  power,  consists  in  causing  the  water 
to  glide  past  the  ship  with  the  least  possible  agitation  and  friction  ;  and 
also,  that  a  certain  definite  proportion  of  length  to  breadth  is  best,  and 
that  not  only  excessive  bluffness,  Imt  excessive  sharpness  alsoj  is  un- 
favorable to  speed  combined  with  economy  of  power." 

Naval  Academy,  Newport,  B.I,  April  11, 1SG4. 


Finely  Divided  Iron  and  its  Jippllcatlon  for  the  Precipitation  of  Copper 
from  Solutions  and  other  purposes. 

From  the  Chemical  News,  No.  205. 

Mr,  Qustav  Bischof,  of  Skelly,  near  Swansea,  has  built  a  reverbera- 
tory  furnace  at  the  works  of  Messrs.  Roberts,  Dale,  and  Co.,  Warring- 
ton,  for  the  production  of  finely  divided  iron,  by  heating  a  mixture  of 
pulverized  oxide  of  iron  and  carbonaceous  matter,  avoiding  fusion.  The 
powdered  iron  thus  obtained  is  used  for  the  precipitation  of  copper  from 
its  solutions  in  the  manufacture  of  aniline  instead  of  iron  filings^  and 
for  other  purposes. 
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In  the  manufacture  of  aniline  iron  filings  may  be  used  as  usual, 
■which,  having  been  oxidized,  are  re-converted  into  the  metallic  state 
as  described,  thus  being  employed  over  and  over  again. 

For  the  precipitation  of  copper,  Spanish  or  Irish  burnt  ores  contain- 
ing a  few  per  cent,  of  copper  are  reduced  in  the  above  furnace.  Both 
iron  and  copper  in  these  ores  are  converted  into  the  metallic  state,  and 
being  employed  for  the  process  of  precipitation,  the  latter  mixes  with 
the  copper  precipitated  from  solutions.  As  by  these  means  the  whole 
copper  contained  in  the  burnt  ores  is  extracted,  the  greater  value  of 
such  copper  to  the  price  paid  for  the  ore^  fully  covers  the  cost  of  pur- 
chase and  reduction,  even  leaving  in  most  cases  a  considerable  surplus. 

Trials  made  with  the  precipitation  of  copper  from  artificial  solutions 
and  mine  waters  by  Mr.  Bischof  have  amply  proved  the  powerful  ac- 
tion of  such  iron  powder.  This  process  therefore  combines  the  saving 
of  all  costs  for  iron  with  a  greatly  facilitated  and  accelerated  precipita- 
tion. 


Compensated  Pendulums  for  Gravity  Escapements,    By  E.  B.  Denison. 

From  the  Load.  Mechnnics*  Magniiiie,  February,  1864. 

Sir  : — I  have  now  had  time  to  tost  by  experience  a  discovery  which 
I  made  about  two  years  ago  of  a  very  remarkable  mistake  in  the  hith- 
erto received  calculation  of  the  height  of  the  mercury  required  to  com- 
pensate a  seconds  pendulum  of  the  usual  construction,  and  especially 
those  with  a  cast  iron  jar. 

It  was  originally  given  by  the  late  Mr.  F.  Bailey,  P.R.A8tr.Soc., 
in  the  first  volume  of  that  Society's  Memoirs;  and  the  calculation  there 
is  so  long  and  complicated,  that  it  is  not  surprising  that  his  statement 
of  the  ultimate  result  has  been  accepted  in  faith  by  other  writers. 
Certainly  I  should  never  have  thought  of  wading  through  it  if  I  had 
not  found  that  some  calculations  of  my  own  for  a  new  pendulum  to 
carry  28  lbs.  of  mercury  obstinately  refused  to  conform  to  Mr.  Bailey's 
within  a  difference  of  2  ins.  in  the  height  of  the  mercury. 

The  error  is  nothing  less  than  this : — After  taking  into  account  a 
number  of  small  and  comparatively  insignificant  elements,  he  altogether 
forgot  the  weight  of  the  jar  itself,  which  is  not  inconsiderable,  even 
if  it  is  a  glass  one  with  the  usual  frame  or  stirrup ;  and  if  it  is  iron 
(which,  for  various  reasons,  is  the  best  construction),  it  is  never  less 
than  one-third  of  the  weight  of  mercury  even  in  a  wide  jar,  and  more 
in  the  usual  2  in.  jars.  And  as  the  rise  of  the  top  of  the  mercury  has 
to  compensate  not  only  for  the  fall  of  its  bottom  when  the  rod  expands 
by  heat,  but  for  the  fall  of  the  heavy  jar  also,  it  is  evident  that  the 
height  of  the  mercury  must  be  considerably  more  than  if  the  weight  of 
the  jar  might  be  disregarded.  Exactly  the  same  mistake  was  made  by 
Captain  Kater  in  his  popular  version  of  Bailey's  calculation  in  Lard- 
ner's  "Mechanics."  In  the  "Rudimentary  Treatise  on  Clocks,"  I 
gave  no  calculation  of  my  own,  but  merely  stated  the  generally  re* 
ceived  result,  with  a  small  addition  which  seemed  to  be  suggested  by 
experience. 
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For  the  Journal  of  the  Franklin  Institute. 

On  the  ParahoUe  Construction  of  Ships. 
From  a  Lecture  delivered  at  the  Polytechnic  College,  Philadelphia,  Feh.  11,  1804. 

By  John  W.  Nystrom,  C.  E. 

The  Parabolic  CoDstruction  of  Ships  is  now  brought  to  perfection. 
Its  progress  has  appeared  in  the  Journal  of  the  Franklin  Institute^ 
and  I  will  here  give  the  conclusive  and  fundamental  formula  for  the 
Bjstera. 

All  the  lines  in  a  ship  can  be  constructed  by  one  simple  formula, 
namely : 


h  ==  half  the  breadth. 

I  =  length  from  ST  to  the  stem  or  stern. 

For  the  frames,  rf,  or  the  depth  from  load  water-line  to  the 
keel,  takes  the  place  of  /. 
p  z=  ordinate  for  the  line. 
y  =  abscissa. 
n=^  exponent.  ' 
q  ==  power  of  the  exponent  n. 

This  is  the  general  formula  for  the  Parabolic  Construction.  Simple 
as  it  is,  it  gives  any  line  or  form  of  a  ship  that  can  reasonably  be  re- 
quired. It  will  form  a  square,  rectangle,  triangle,  circle,  ellipse,  para- 
bola, hyperbola,  cyma ;  all  of  any  order  or  combination. 

The  variety  of  lines  represented  by  the  figure  are  obtained  by  alter- 
ing the  power  q,  while  n  remains  constant ;  or  any  variety  of  lines  can 
be  obtained  for  each  value  of  the  exponent  n. 

It  is  here  found  necessary  to  the  development  of  the  subject,  to  pro- 
pose or  establish  new  names  to  such  lines  as  have  not  heretofore  been 
defined  or  subjected  to  an  algebraical  formula.  The  degree  of  deve- 
lopment of  an  art  may  be  correctly  matured  by  the  perfection  of  its 
vocabulary.  As  the  construction  of  ships  has  not  heretofore  been 
brought  to  a  perfect  system,  we  have  not  been  able  to  define  the 
great  variety  of  lines  or  forms  of  ships.  We  can  say,  a  vessel  is  very 
sharp,  or  very  full,  with  more  or  less  rise  of  floor :  but  have  no  lan- 
guage by  which  to  convey  correctly,  how  sharp,  how  full,  or  with  bow 
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much  rise  of  floor.  As  an  illustration  it  may  be  mentioncil,  that  on 
one  occasion  I  met  some  shipbuilders,  and  discussed  with  them  the 
construction  of  ships  ;  when  one  said,  "  I  am  constructing  a  ship  that 
will  be  so  sharp,  that  you  cannot  roll  a  barrel  on  the  lower  deck,  with- 
in fifteen  feet  of  the  bow,"  which  made  me  no  wiser.  Kow,  in  the  lan- 
guage of  the  Parabolic  Construction,  to  convey  the  same  idea  with 
precision  and  accuracy,  we  have  only  to  give  the  exponent  and  power, 
which  not  only  impress  the  mind  clearly  with  the  correct  degree  of 
.sharpness,  but  also  with  the  complete  form  of  the  vessel. 

"VVe  have  both  in  Europe  and  America  many  curiously  constructed 
vessels,  and  some  of  them  reported  to  perform  wonderfully,  but  we 
have  not  been  able  to  record  their  peculiarities ;  for  even  the  drawing 
of  their  lines  would  fail  to  convey  with  correctness  what  constitutes 
their  novelty  or  folly. 

It  is  therefore  proposed  to  establish  the  following  technical  terms  in 
Naval  Architecture : 

Any  lino  p  /,  in  the  accompanying  figure,  located  between  the  para- 
bola p  and  ellipse  e,  to  be  called  paralipse. 

Any  lino  p  c,  located  under  or  within  the  parabola  />,  to  be  called 
Paracyma.  In  architecture,  cymas  are  generally  constructed  of  circle- 
arcs,  but  in  this  case  cymas  are  derived  from  parabolas. 

Any  line  e  /,  extending  outside  of  the  ellipse,  to  be  called  Evolipse. 

In  modern  constructed  vessels,  those  lines  are  generally  distributed 
as  follows  : 

All  water-lines  of  the  displacement  are  ParacymaSj  with  the  highest 
power  near  the  keel,  approaching  parabolas  near  the  load  water-line, 
which  latter  may  also  be  a  Paracyma.  The  frames  are  generally  Pa- 
ralipses  about  the  middle  of  the  vessel,  and  terminate  in  Parabolas 
and  ParacymaSy  in  the  stern  and  bow.  Above  the  water,  the  horizon- 
tal lines  are  generally  Parabolas  in  the  foreship  ;  and  in  the  aftership, 
ParalipaeSy  EllipsPSy  and  Uvolipses, 

The  power  q  defines  the  line  as  follow : 

Parabola;?,  /3-}  (l  —  ^lV^^ 

Ellipse  e,  ^=.b(^l  —  ^J.y^ 

Circle,  /3..n(l-5;;-y^- 

1 —    j 

^       ,.  _  «        ,  /^         V"  \ 7  between  1  and  4. 

Parahpse ply       ^  ~  *  ( ^  —  ^h  J 

Evolipse  ely        /3  -  t  ( 1  —  ^^]1)^  ^"^ 

In  a  treatise  on  the  Parabolic  Construction  of  Ships,  now  in  pro- 
gress, tables  are  calculated  for  eighteen  values  of  the  power  q,  each 
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with  48  different  exponents  «,  making  864  different  lines ;  which  will 
cover  the  most  general  requirement  in  practice. 
The  following  is  a  sample  of  a  part  of  one  table : 

Taulk  X. 


Paracymas. 


;  =  l-2.'). 


Exp. 


'1  75 


8-75 

1 

5 


Ordinates  or  Cross-sections. 
3         410161 


18.')2'  :VJ»)U  -hXi'u 
•Ji.)7l'4;ii()'-0:]i)i> 
•J-J8H  4700;-r)t)0o 
0«y4l'-7O47 
'i'MVl  'I'.MJA 
r>(J04 


2005 
2712 
•2'.)IH 
:J121 


•8;no!-2r,ir, 

4U{;H  -7128: 


I 


7(j.')S 
VMv.) 

bS22 


■0*.)7'.i  •S:i7;i 
7444;s<;4:], 
■7S41  -^WM) 
•81 77 1 -91 05, 
•8408:-y:J44 
■80118  -'.mho' 
•8908  -DolK^ 
•9(!07|'.K;8r> 
■022.')' -1)7 1 18 
■UOlO.yjUH 


•U220'  0805 
•y4.V)'.iiNS4 
•lM)l()'lV.i8() 
•'.)724,-0<^oO 
•U80r);-'.JO7.') 

•osoi  -imih:) 

•.M»u'8  -'J'.Mjl 
••.♦'.)2."),-0004 
•<»U.')1  -IKl'.KJ 
•'Jt>87.-Uy'J8 


Area  or  Dis- 
y)lrtcc'ment. 
a^D      T 


•G280 
•G0I2 
•0735 
•0%3 
•7164 
•7888 
•7474 
•7  •105 
•7724 

•8oi>y 


I 


Cent.  5/^ V^ 
grav. '  ^  ; 

e     \       p       \ 


•0178 

•8575 

•0180 

•3000 

•0103 

•3785  1 

•0109 

•3803 

•0205 

•3850 

•0210 

•8004 

•0214 

•3054 

•0217 

•40(iO 

•01221 

•4048 

•0284 

•4179 

•2785 
•80-25 
•82(;8 
•3445 
•8015 
•8774 
•3080 
•40r,4 
•4182 
•4504 


Either  table,  exponent,  or  power,  can  be  emplojed  for  either  frames, 
water-lines,  or  displacement. 

Area  of  any  water-line  a  or  <^«        1         /» 

"  "    cross-section  7^  or  ^.     \-    I {idy^ 

Cubic  content  of  displacement  D.     )      ^ 

which  integral  co-efficient  is  contained  in  the  column  a  51  D. 

The  depth  of  the  centre  of  gravity  of  any  cross-section,  or  of  the 
displacement,  or  the  distance  from  the  deadflat  A),  to  the  centre  of 
gravity  of  the  area  of  any  water-line,  or  of  the  fore  or  aft  part  of  the 
displacement,  will  be 

t/a,  W,  or  d' 
which  integral  co-cfficicnt  is  contained  in  the  column  e. 
The  height  of  metacentre  will  be 

which  integral  co-eflScient 

is  contained  in  the  column  t- 

When  the  power  q  and  exponent  n  are  given,  we  have, 

Height  of  metacentre  m  = . 


Momentum  of  stability    =Q  sin.  v  (  — —  ±5^). 


Q  =  weight  of  the  vessel,  and  g  ==  vertical  height  between  the  two 
centres  of  gravity. 
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The  treatise  on  the  Parabolic  Construction,  now  in  progress,  will 
contain  fuller  explanations,  with  practical  examples  and  drawings, 
which,  on  account  of  the  tables  being  so  complete,  requires  no  alge- 
braical formulas  in  its  application. 


On  the  Numerical  Uxpremon  of  the  Destructive  energy  in  the  Ex- 
plosion of  Steam  Boilers^  and  on  its  Comparison  with  the  Destrue- 
tive  Energy  of  Gunpowder,  By  George  Biddell  Airt,  Astrono- 
mer Royal. 

rrom  the  London  Hecfaanies'  Magaxine,  NoTembcr,  1863. 

1.  A  little  consideration  of  the  changes  in  the  state  of  the  water 
and  steam,  which  occur  during  the  bursting  of  a  steam  boiler,  will  show 
tliat  very  little  of  the  destructive  effect  of  an  explosion  is  due  to  the 
steam  which  is  contained  in  the  steam-chamber  at  the  moment  of  the 
explosion.  The  rupture  of  the  boiler  is  effected  by  the  expansive 
power  common  at  the  moment  to  the  steam  and  the  water,  both  at  a 
temperature  higher  than  the  boiling-point;  but  as  soon  as  steam  es- 
capes, and  thereby  diminishes  the  compressive  force  upon  the  water, 
a  new  issue  of  steam  takes  place  from  the  water,  reducing  its  tempe- 
rature; when  this  escapes,  and  further  diminishes  the  compressive  force, 
another  issue  of  steam  of  lower  elastic  force  from  the  water  takes  place, 
again  reducing  its  temperature ;  and  so  on ;  till  at  length  the  tempera- 
ture of  the  water  is  reduced  to  the  atmospheric  boiling  point,  and  the 
pres^sure  of  the  steam  (or  rather  the  excess  of  steam-pressure  over  at- 
mospheric pressure)  is  reduced  to  0.  It  is  the  enormous  quantity  of 
steam,  of  gradually  diminishing  power,  which  is  thus  produced  from 
water  during  the  course  of  the  explosion,  that  causes  the  disastrous 
effects  of  the  explosion;  compared  with  this  quantity,  the  small  volume 
of  gas,  which  may  happen  to  be  in  the  steam-chamber  at  the  time,  is, 
in  boilers  of  ordinary  construction,  wholly  insignificant,  and  may  be 
entirely  put  out  of  sight  in  the  succeeding  investigations. 

'1.  If  we  compare  the  course  of  changes,  in  bursting,  in  two  boil- 
ers, a  large  one  and  a  small  one,  we  see  that  the  order  of  changes  is 
the  same  in  both;  but  that  to  reduce  the  temperature  of  a  large  body 
of  water  by  a  certain  number  of  degrees,  a  large  volume  of  steanimust 
escape,  whereas  to  reduce  the  temperature  of  a  small  body  of  water  by 
tlie  same  number  of  degrees,  it  will  suflSce  that  a  smaller  volume  of 
pteam  (smaller  in  the  same  proportion  as  the  bulk  of  water)  escape. 
Thus  it  will  appear  that  the  whole  volume  of  escaping  steam  at  a  given 
pressure,  and  the  whole  destructive  energy  of  the  steam,  are  propor- 
tional to  the  bulk  of  water. 

3.  For  measure  of  the  destructive  energy  of  the  steam,  we  must 
suppose  the  simplest  and  most  easily  measurable  case — namely,  that 
the  steam,  in  expanding,  drives  a  piston  along  a  uniform  cylinder.  It 
is  necessary  to  ascertain  the  value  of  the  pressure  F  when  the  steam 
has  expanded  so  far  as  to  have  pushed  the  piston  to  the  distance  x 
then  the  measure  of  the  total  energy  isyite.  F,  the  integral  being 
taken  from  the  point  where  the  piston  was  in  contact  with  the  water 
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to  the  point  where  the  excess  of  pressure  of  the  steam  above  atmo- 
spheric pressure  =  0. 

In  the  case  of  gunpowder  fired  in  a  cannon,  where  the  weight  of  the 
ball  and  its  velocity  on  emergence  are  found  by  experiment,  the  energy 
of  the  gunpowder  as  acting  on  the  ball  will  be  thus  found: — The  pres- 
sure at  distance  y  being  F,  acting  on  a  ball  whose  weight  is  w,  and  g 
being  the  numerical  measure  of  the  acceleration  produced  in  one  se- 
cond of  time  by  gravity  (^=32-1908  if  the  unit  of  measure  is  the  Eng- 
lish foot,  or  =:y-811t)  if  the  unit  is  the  French  metre),  v  being  the 
velocity  at  distance  y,  and  v  the  whole  velocity  acquired,  then  the  ac- 
celeration is  — r,  and  therefore  v  t-=  -—j  '^^^'^f^V'    ^9  *°^  ^*= 

total  integral  —fdy.  f'=— X  total  energy,  whence  the  total  energy 

w  y^ 

SB  -^^ — .     And  if  w  be  the  weight  of  the  gunpowder,  the   energy  of 

w .  V* 

one  unit-weight  of  gunpowder  =  -^ — • 

5.  Several  ypars  ago  (before  1849)  I  had  desired  in  this  way  to 
compare  the  destructive  energy  of  steam  from  a  bursting  boiler  with 
that  of  gunpowder;  and  I  had  requested  the  assistance  of  my  friend. 
Professor  W.  II.  Miller,  of  Cambridge  (to  whose  knowledge  of  the 
progress  of  accurate  science  in  every  department  of  physics  I  have  of- 
ten been  indebted),  to  enable  me  to  give  numerical  values  to  the  ex- 
pressions involved.  At  that  epoch,  however,  the  theories  and  experi- 
ments on  steam  were  not  sufficiently  advanced,  and  I  was  compelled 
to  lay  aside  the  inquiry  for  a  time. 

6.  In  the  spring  of  the  present  year  I  requested  Messrs.  Ransomes 
and  Sims,  of  Ipswich,  to  furnish  me  with  an  experimental  result  on 
the  quantity  of  water  escaping  from  a  high-pressure  boiler  in  the  form 
of  steam  when  the  valve  is  gradually  opened.  This  experiment  was 
undertaken  by  George  A.  Biddell,  Esq.,  Engineering  Superintendent 
of  the  Orwell  Works.  The  result  was  that,  when  the  bulk  22  cubic 
feet  of  water  in  a  locomotive  boiler  was  raised  to  the  temperature 
which  produed  a  pressure  of  60  lbs.  per  square  inch,  and  when  after 
raking  out  the  fire  the  valve  was  gradually  opened  without  every  pre- 
caution against  priming,  the  quantity  of  water  which  escaped  in  the 
form  of  steam  was  2f  cubic  feet,  or  one-eighth  of  the  whole. 

7.  Possessed  of  this  experimental  fact,  I  again  referred  to  Professor 
Miller  for  such  theories  and  citations  of  experiments  as  might  be  re- 
quired. And  by  his  kind  assistance  I  was  enabled  to  complete  the  in- 
vestigation. And  here  I  may  state  that  the  whole  which  follows  is 
Professor  Miller's  with  the  exception  of  the  integration  of  the  steam- 
pressures,  the  inference  from  the  cannon-experiments,  and  the  com- 
parison of  steam  and  gunpowder. 

8.  In  giving  the  heads  of  Professor  Miller's  theory,  I  must  premise 
that  the  temparature  are  Centigrade,  the  unit  of  linear  measures  is  the 
metro,  and  the  unit  of  weight  is  the  kilogramme.  The  formula  adopted 
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as  connecting  the  volume  of  steam  with  the  yolume  of  water  (at  maxi- 
tnum  density)  from  which  it  was  generated,  is  Fairbairn's  and  Tate*s 
(Phil.  Trans.  1860,  p.  219).  The  formula  for  the  number  of  calorien 
required  to  convert  water  into  saturated  steam  of  temperature  T,  and 
the  pressure  at  temperature  T,  are  from  Begnault  {Memoirs  de  V  In- 
stituty  vol.  xxi.,  pp.  748  and  728). 

9.  The  first  part  of  Professor  Miller's  investigation  applies  to  Mr. 
Biddell's  experiment.  The  steam-pressure  of  60  lbs.  per  square  inch 
is  represented  by  a  column  of  mercury  (at  0  deg.)  3-1028  metres  in 
height.  Adding  the  atmospheric  pressure  0-76  metres,  the  entire 
elastic  force  of  the  steam  is  represented  by  a  column  of  mercury  3-8628 
metres  in  height.  The  corresponding  temperature  of  saturated  steam 
by  Regnault's  Table,  is  152-84  degrees.  Now  the  quantity  of  water 
is  22  cubic  feet,  which  at  100  degs.  weighs  597*1  kilogs.,  and  the  heat 
requisite  to  raise  the  temperature  of  this  water  from  0  deg.  to  152*84 
degs.  is  697-1 X  154*38  cafcnV*  (the  last  number  being  derived  from 
Regnault's  formula  T+000002  T^-j  0-0000003  T%  where  T  for  this 
instance  =152-84),  or  92,182  calories.  "When  all  the  steam  has  been 
blown  off,  the  697-1  kilogs.  of  water  are  separated  into  x  kilogs.  of 
steam  at  100  degs.,  and  (597*1 — x)  kilogs.  of  water  at  100  degs.  [This 
applies  strictly  when  the  steam  has  blown  into  a  cylinder  and  has 
driven  a  piston,  because  then  there  may  be  such  intercommunication 
of  temperature  between  the  portions  of  steam  as  will  ensure  that  the 
final  state  of  the  steam  is  that  of  saturated  steam  at  100  degs.;  it  is 
probably  true  or  very  approximate  when  the  steam  has  blown  out  at  dif- 
ferent temperatures  and  has  been  lost  in  the  atmosphere.]  To  heat 
(697-1-a;)  kilogs.  of  water  from  0  deg.  to  100  degs.  requires  (597'1-j:) 
y  100*5  calories;  and  to  convert  x  kilogs.  of  water  at  0  deg.  into  steam 
of  100  degs.  requires  (606-5  X  0-305 X 100)  X  x  calories  (by  a  formula  of 
Regnault's).  Supposing,  then,  that  the  amount  of  heat  as  measured 
by  the  number  of  calories  is  not  altered  by  the  blowing  out  from  the 
boiler, 

92,182  =  (597-1— rr)  X  100:5+637  X  x, 
whence  x,  the  weight  blown  out  as  8team,=  59-8.     This,  however,  is 
equivalent  to  only  2-2  cubic  feet  of  water,  instead  of  2-75,  the  quan- 
tity which  Mr.  Biddell  found  to  have  passed  away  in  steam. 

10.  Professor  Miller  supposes  the  difference  to  be  caused  principally 
by  the  heat  of  the  mass  of  iron  which  surrounds  the  water  ;  any  burn- 
ing fuel  which  may  have  been  loft  in  the  fire-box  would  add  slightly 
to  its  effects.  It  appears  best,  therefore,  to  iissume  the  experimental 
fact,  and  to  infer  from  it  what  (quantity  of  heated  water  we  ought  to 
add  (in  investigation)  to  the  quantity  of  water  really  present  in  the 
boiler,  in  order  to  produce  correctly  the  amount  of  water  which  in  the 
experiment  was  blown  out  as  steam.  Now  2-75  cubic  feet  of  water  at 
100  degs.  weighs  74-638  kilogs.  Let  y  represent  the  number  of  kilogs. 
in  the  bulk  of  water  which  may  be  considered  equivalent  to  the  com- 
pound consisting  of  22  cubic  feet  of  water,  the  unknown  weight  of 
iron,  and  the  unknown  quantity  of  fuel.  To  heaty  kilogs.  of  water 
from  0  deg.  to  152*84  degs.  requires  145-33  Xy  calories  ;  and  this  is  the 
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amount  of  heat  in  the  complex  equivalent  before  blowing  off.  To  heat 
(y — 74-638)  kilogs.  of  water  from  0  deg.  to  100  deg8.  requires  [y  — 
74*638)  X  lOO'S  calories;  and  to  convert  74*638  kilogs.  of  water  at  0  deg. 
into  steam  at  100  degs.  requires  74*638X637  calories;  and  the  aggre- 
gate of  this  with  tho  last,  or  (y— 74*688)  X  100-5+ 74*638  X  637, 
represents  the  number  of  calories  in  the  complex  equivalent  after  the 
blowing  ofi*.  Making  this  equal  to  the  number  before  blowing  off. 
154-38  X  =(y— 74*638)  X  100*5  +  74*638  X  637,  whence  y=  743*2. 

Comparing  this  with  the  weight  of  the  22  cubic  feet  of  water  alone, 
or  697 '1  kilogs.,  it  appears  that  the  heated  materials  extraneous  to 
the  water  produce  the  effect  of  146*1  kilogs.  of  water. 

11.  Assuming  then  that  there  are  really  743*2  kilogs.  of  heated 
water,  the  investigntion  of  the  destnictive  energy  proceeds  thus : — To 
heat  748-2  kilogs.  from  0  deg.  to  152-84  degs.  requires  743*2x154*38 
co/o;'i>5=  114,740  calories;  and  this  is  the  quantity  of  heat  for  which  we 
must  account  in  every  stage  of  the  expansion,  when  the  steam  is 
allowed  to  blow  into  a  cylinder  and  drive  a  piston  before  it.  Now  at 
any  instant  let  w  be  the  number  of  kilogs.  of  water  converted  into  satu- 
rated steam;  T  the  common  temperature  of  water  and  steam;  Q^  the 
number  of  calories  required  to  heat  1  kilog.  of  water  from  0  degree  to 
T;  -At  the  number  of  calories  required  to  convert  1  kilog.  of  water  at 
0  degree  into  steam  at  T ;  P,  the  pressure  of  saturated  steam  at  T  in 
miiimetres  of  mercury  at  0  degree;  Kx  the  same  pressure  in  kilogram- 
mes per  square  decimetre  (all  which  are  given  for  numerical  values 
of  T  by  Regnault);  V,  the  ratio  of  tho  volume  of  saturated  steam  un- 
der pressure,  P^  to  the  volume  of  the  water  at  0  deg.  from  which  that 
6 team  is  derived  (which  is  given  by  Fairbairn's  formula).  Then,  form- 
ing the  expressions  for  the  number  of  kilogs.  of  water  and  steam  re- 
spectively, and  multiplying  each  by  its  corresponding  number  of  calo- 
rieSy  and  equating  the  aggregate  to  the  original  number  oi  calories^ 

114,740  =  (743*2  —  w)yi  Qt  +w  X  A,. 

From  this  formula,  with  any  assigned  numerical  value  of  T,  w  (the  num- 
ber of  kilogrammes  of  water  converted  into  steam)  is  found  in  numbers. 
And  Vt  the  ratio  of  tho  volume  of  the  steam  generated  to  that  of  the 
water  from  which  it  is  generated,  is  taken  in  numbers  from  Fairbairn's 
formula.  And  a  kilogramme  of  water  occupies  one  cubic  decimetre  of 
Tolume.  Therefore  the  volume  of  steam,  in  cubic  decimetres,  is  wXV^  , 
of  which  w  are  left  in  the  boiler  to  occupy  the  place  of  the  expanded 
water;  a  dd  the  volume  of  steam  expelled  from  the  boiler  is  u;X(Vt  — 1)  in 

cubic  decimetres,  or  TjTi:rrX(Vi  —1)  in  cubic  metres. 

12.  Suppose,  now,  that  tlie  steam  in  escaping  enters  a  cylinder  whose 
section  is  1  square  metre,  driving  a  piston  before  it.  Let  z  be  the  dis- 
tance to  which  the  piston  has  traveled  (the  unit  being  the  metre).  Then 

to 
z  s=  -7TjTnX(VT  — 1).     And  the  pressure  of  the  steam  on  the  piston 

(the  unit  being  the  kilogramme)  is  lOOXK, .     Therefore  the  two  ele- 
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iQcnts,  the  distance  of  the  piston  and  the  pressure  upon  it,  can  be  cal- 
culated numerically  for  any  number  of  numerical  values  of  T.  To  find 
the  effective  pressure,  the  pressure  first  found  must  be  diminished  bj 
the  atmospheric  pressure,  or  by  the  pressure  of  steam  at  100  degrees, 
and  it  thus  becomes  100x(Kt  — Kioo  ).  The  limit  of  the  length  of  the 
cylinder  will  be  determined  by  finding  where  the  steam  pressure=  at- 
mospheric pressure.  By  Fairbairn's  formula,  74-638  kilogrammes  of 
saturated  steam  at  100  degs.  (the  quantity  which  escaped  in  Mr,  Bid- 
delPs  experiment)  occupy  122-28  cubic  metres  ;  of  this,  0  0746  cubic 
metre  remains  in  the  boiler,  taking  the  place  of  the  water  from  which 
it  was  produced  ;  the  whole  volume  expelled  is  therefore  122*21  cu- 
bic metres,  and  the  limiting  length  of  the  cylinder  is  122*21  linear 
metres. 

13.  By  these  methods  Professor  Miller  calculated  the  following 
corresponding  values  of  z,  tlie  distance  to  which  the  piston  has  travel- 
ed (the  unit  being  the  metre),  and  F  the  eifective  pressure  on  the  pis- 
ton (the  unit  being  the  kilogramme).  The  degrees  of  temperature  are 
also  given,  as  they  are  the  elements  from  which  z  and  F  are  computed; 
but  they  are  not  in  any  way  used  in  the  subsequent  calculations. 


T. 

z. 

F. 

Degrees  of  Centigrado. 

Metres, 

Kilogrammes. 

152-81 

0 

42,185 

1;30 

l'C21 

88.356 

145 

4-74:1 

32,162 

HO 

9-a4.') 

26,615 

r.',o 

14-740     . 

21,668 

1V,0 

21-541 

17,271 

125 

30136 

13,377 

120 

40-1176 

9,943 

115 

54-708 

6,926 

110 

72-186 

4,288 

lOo 

94  325 

1,991 

100 

122-21 

0 

14.  The  efifective  energy  of  the  expanding  steam,  as  shown  (for  in- 
stance) by  the  momentum  communicated  to  a  material  piston,  will  be 
represented  by  the  integral  /dz  .  F.  As  the  symbolical  form  of  the 
function  F  is  not  known,  it  is  necessary  to  perform  the  integration 
by  quadrature.  For  this  purpose  I  laid  down  the  twelve  data  of  this 
Table  graphically  (taking  z  as  the  abscissa,  and  F  as  the  ordinate), 
and  drew  a  curve  by  hand  through  the  points  so  defined.  Then  I 
measured  the  ordinate  for  each  of  the  values  of  z  ;  0,  1,  2,  8,  ic.  And 
I  integeated  them  by  the  formula  J  (first  ordinate-plast  ordinate)-r 
sum  of  intermediate  ordinates  —  l-12th  sum  of  second  differences; 
where  it  is  seen  that  sum  of  second  differences  is  sensibly  equal  to- 
first  of  first  difi'ercnces.    Thus  I  found  the  integral 

1,131,400 
which  is  the  true  measure  of  the  energy  of  the  22  cubic  feet  of  water 
at  the  temperature  which  produces  the  pressure  60  lbs.  to  the  square 
inch,  in  a  hot  iron  boiler,  the  units  of  the  energy  being  the  metre  and 
the  kilogramme. 

15.  If  this  be  diminished  in  the  ratio  of  743*2  kilogrammes  (the 
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fictitious  weight  of  water  on  which  Professor  Miller's  calculations  are 
made)  to  697 •!  kilogrammes  (the  real  weight  of  water),  then  we  shall 
have  for  the  measure  of  the  energy  of  the  22  cubic  feet  of  water  at  the 
same  temperature  unassisted  bv  the  hot  iron  of  the  boiler, 

009,000; 
and  if  we  divide  the  two  numbers  by  22,  we  have  for  the  energy  of  one 
cubic  foot  of  water  a  temperature  producing  a  pressure  of  60  lbs.  to 
the  square  inch. 

As  surrounded  by  hot  iron,  51,400.     (This  is  the  practical  value.) 
"Without  influence  from  surrounding  iron,  41,300.  (This  is  the  philo- 
sophical value.) 
16.    I  now  proceed  with  the  evaluation  of  the  energy  of  gunpowder. 
The  formula  applicable  to  cannon  experiments  is  given  in  Art.  4.  Pro- 
fessor Miller  referred  me  to  a  series  of  experiments  by  General  Di- 
dion,  in  his  Traiie  da  Balistique^  p.  485.  These  experiments  were  made 
with  cannon  of  four  different  bores,  and  with  eighteen  different  charges  of 
powder,  in  each  cannon.     The  first  thing  to  be  done  was,  to  find  by 

w     V 
trial  for  each  cannon,  by  means  of  the  formula  ^,   '    '  (which for asin- 

gle  cannon  may  be  reduced  to  —  ),  what  was  the  charge  of  powder  in 

which  the  momentum  produced  bore  the  greatest  proportion  to  the  * 
weight  of  the  powder.     It  was  found  to  be  the  following:  — 

With  ball  of  12  kilogs.,         1-500  kilogs.  of  powder. 

"       8-07  ''  1-250 

"     '6-08  «  0-875  " 

"      4-05  "  0-625  " 

Then  adopting  these  four  for  comparison  among  themselves,  by  the 

w  .  V* 
formula  -—'  —  ,  it  was  found  that  the  cannon  in  which  the  powder  was 

tnost  efficient  was  that  with  a  ball  of  6-08  kilogrammes.    Here  it  may 

be  desirable  to  state  that  the  bore  was  0-1213  metre,  the  diameter  of 

the  ball  0-1182  metre,  the  length  of  the  bore  2-815  metres;  and,  with 

the  charge  of  powder  0*875  kilogramme,  the  velocity  of  the  issuing 

w  X  v„ 
ball  was  400  metres  per  second.     Applying  the  formula  I'o.p.)^  J   " 

the  energy  of  1  kilogramme  of  gunpowder  (as  fired  in  a   cannon)  is 
found  to  be  56,656, 

and  that  of  an  English  pound  of  gunpowder. 

25,700, 
the  units  being  in  all  cases  the  metre  and  tho  kilogramme. 

17.  Comparing  this  with  the  numbers  found  in  Art.  14,  we  have, 
The  destructive  energy  of  1  cubic  foot  of  water  at  the  temperature 
which  produces  the  pressure  60  lbs.  to  the  square  inch,  surround- 
ed by  hot  iron,  is  precisely  equal  to  the  destructive  energy  of  2 
lbs.  of  gunpowder  as  fired  in  a  cannon. 
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18.  The  destructive  energy  of  the  hot  water,  however,  abstracting 
the  effect  of  the  surrounding  hot  iron,  is  considerably  less  than  the 
number  used  in  this  comparison ;  and  the  destructive  energy  of  the 
gunpowder,  abstracting  the  eflfects  of  windage,  cohl  iron,  and  short 
barrel,  is  considerably  greater  than  the  number  used  for  it.  Without 
pretending  to  form  an  accurate  estimate  of  these  effects,  1  think  that 
their  combination,  with  that  affecting  the  energy  of  the  water,  may 
have  dipiinished  the  apparent  proportion  of  the  energy  of  gunpowder 
by  one-half.  In  that  case. 

The  destructive  energy  of  1  cubic  foot  of  water  at  the  temperature 
which  produces  the  pressure  of  GO  lbs.  to  the  square  inch,  is  equal 
to  that  of  1  lb.  of  gunpowder. 


On  the  I^uty  of  the  Cornish  Pumjnng  Engines.     By  Mr.  W. 
MOKSIIKAD,  Jr. 

>'rom  the  UinJon  Artiznn.  Dt'c,  1*03. 

It  appeared  from  a  tabular  statement  prepared  by  the  proprietor  of 
"Lean's  Engine  Ucporter,"  for  the  years  1841  to  18G0  irjclusive,  that 
tlic  average  duty  of  tliese  enjrines  had  fallen  off  from  68  millions  in  1844 
to  52  millions  in  18G0,  or  2o  per  cent.;  also  that  less  interest  was  now 
felt  in  the  performance  of  these  engines,  as  while  fifty  were  reported 
in  1841,  only  fifteen  were  reported  in  1858  and  twenty-five  in  1860. 
Although  the  nominal,  or  reported  duty  showed  this  marked  diminu- 
tion, it  was  not  asj^erted  that  there  had  been  an  actual  falling  off  to 
the  extent  thus  indicated; — for  the  duty  paper  did  not  take  into  ac- 
count the  quality  of  the  coal,  which  was  certainly  inferior  to  that  used 
twenty  years  ago;  besides  which  the  present  practice  of  sinking  the  en- 
gine shaft,  for  the  whole,  or  part  of  its  depth,  in  an  inclined  direction 
upon  the  course  of  the  lode,  must  have  tended  to  increase  the  friction 
of  the  pit  work,  and  the  mines  were  also  deeper  than  formerly.  Xor 
was  expansion  of  steam  adopted  to  so  great  an  extent  now  as  it  was 
some  years  ago;  it  was  then  carried  further  than  was  compatible  with 
safety,  ns  was  evinced  by  the  repeated  breakages  of  the  main  rod, 
the  piston  rod,  and  the  other  principle  parts  of  the  engine.  But  after 
allowing  for  all  these  legitimate  causes  of  the  falling  off  of  duty,  it  was 
thought  that  the  average  duty  of  the  county  was  still  at  least  ten  mil- 
lions below  what  it  should  be. 

The  Author  next  examined  the  causes  of  this  decline,  and  then  dis- 
cussed the  means  by  which  it  might  be  remedied.  The  primary  cause 
he  believed  to  be,  the  indifference  of  the  mine  proprietors  to  the 
performance  of  the  engines.  So  many  accidents  attended  the  use  of 
high  steam,  cut  off  at  an  early  part  of  the  stroke  that  economy  of  fuel 
came  to  be  regarded  as  synonymous  with  repeated  breakages;  but  ii 
was  quite  possible  to  raise  the  duty  considerably  above  the  present 
average,  without  resorting  to  an  undue  rate  of  expansion.  This  might 
be  accomplished  by  a  more  perfect  and  extended  system  of  reporting 
the  engines,  and  by  a  new  form  of  duty  paper,  embracing  the  follow- 
ing additional  items  : — First,  that  the  load  upon  the  piston  should  be 
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taken  from  an  indicator  diagram,  and  from  the  load  thus  ascertained 
the  duty  should  be  computed,  the  difference  between  the  load  u[)on  the 
piston  and  the  weight  of  water  actually  lifted,  that  was  the  loss  by  the 
friction  of  the  pitwork,  &c.,  being  placed  in  a  separate  column.  Second- 
ly, that  the  part  of  the  stroke  at  which  the  steam  was  cut  off,  as  well  as 
the  vacuum  obtained,  should  be  stated  opposite  each  engine.  Thirdly, 
that  a  notice  of  the  quality  of  the  coal  used,  as  far  as  it  could  be  as- 
certained, should  be  added.  And  lastly,  that  the  engines  should  bo 
separated  into  two  classes,  those  which  might  reasonably  be  expected 
to  give  a  good  duty,  and  those  which,  from  the  time  they  had  been 
at  work,  their  small  size,  or  other  causes,  could  not  fairly  compete  with 
the  former.  By  taking  the  load  upon  the  piston  from  an  indicator 
diagram,  a  fair  estimate  of  the  work  actually  done  by  the  engine  could 
be  formed,  while  by  placing  the  differanco  between  the  load  upon  the 
piston  and  the  weight  of  water  actually  lifted  in  a  separate  column, 
encouragement  was  offered  for  improvement  in  the  construction  and 
fixing  of  the  pitwork. 

At  present  only  about  one-tenth  of  the  engines  at  work  in  Devon 
and  Cornwall  appeared  in  the  monthly  reports.  If  mine  proprietors 
would  co-operate  in  supporting  a  good  form  of  duty  paper,  there  was 
little  doubt  but  that  there  would  be  a  rapid  and  marked  improvement 
in  the  duty  of  the  Cornish  engines. 


Photographing  Natural  Colors. 

from  the  Prnctlcal  Mechaolc'i  Jonrnal,  December,  18G3. 

It  has  often  been  asserted,  but  never  yet  substantiated,  that  the 
photographic  process  was  capable,  under  certain  mysterious  processes, 
of  reproducing  the  colors  of  the  spectrum,  and  not  merely  the  grada- 
tions of  black  to  which  we  are  accustomed.  A  few  years  ago,  an 
American,  a  Mr.  Hunt,  startled  the  scientific  world — at  least  that  part 
of  the  world  which  knew  anything  about  photography — by  insisting 
that  he  could  produce  any  color  in  the  photograhic  image.  Practically 
Fpeaking,  this  announcement  came  to  nothing.  Now,  we  find  in  Milan, 
something  at  least  has  been  recently  done  for  the  furtherance  of  the 
idea.  Suppose  it  be  required  to  color  the  photograph  of  a  man  in  a 
black  coat,  whose  hair  and  beard  are  fair,  and  whose  figure  is  project- 
ed on  a  white  foreground,  slightly  shaded  off,  the  process  of  the  inven- 
tors is  as  follows: — The  photograph,  taken  by  daylight,  lies  in  a  basin 
full  of  water :  it  is  dark,  and  the  subsequent  operations  are  performed 
by  candle-light.  Two  solutions  are  at  hand,  one  a,  consisting  of  one 
gramme  of  chloride  of  gold  and  ten  of  acetate  of  soda,  dissolved  in 
iOOO  grammes  of  water ;  the  other,  B,  consisting  of  20  grammes  of  hy- 
posulphite of  soda  dissolved  in  100  grammes  of  water.  There  are  be- 
sides two  more  basins  with  water,  and  a  quire  of  blotting  paper.  The 
photograph  is  taken  out  of  the  water  and  put  between  the  leaves  of 
blotting  paper ;  it  is  then  laid  flat  on  a  pane  of  glass,  and  the  whole 
surface,  except  the  face  and  hands,  receives  with  a  water-color  brush 
a  coating  of  solution  B.  By  this  means  the  parts  subjected  to  the 
action  of  the  gold  soon  change  their  tints  into  black.  The  photograph 
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is  then  put  into  clean  water  again,  and  left  there  for  a  few  minute?, 
(luring  which  the  operator  prepares  a  second  photograph  if  required. 
The  former  one  being  taken  out,  is  put  into  solution  B,  where  it  stays 
for  a  few  minutes,  and  is  then  washed  and  rinsed  as  usual.  Now,  as 
the  time  of  immersion  will  influence  the  depth  of  color,  by  successive 
immersions  an  orange-colored  cravat  will  be  obtained  in  one  minute, 
a  coffee-colored  great-coat  in  five,  violet-colored  trousers  in  ten,  an^l  a 
black  coat  in  thirty  minutes,  while  the  hyposulphite  of  soda,  or  solu- 
tion B,  gives  color  to  the  flesh  and  hair,  llence  certain  colors,  though 
not  quite  the  natural  ones,  may  be  obtained,  which  is  a  decided  step  in 
advance  of  what  had  been  previously  achieved. 


Theory  of  Magnetic  Storms* 

From  the  Loudon  Athenspam,  Jan^  1864. 

In  a  paper  read  at  the  last  meeting  of  the  Royal  Society,  the  As- 
tronomer Royal  propounds  a  theory  to  account  for  the  phenomena 
known  as  magnetic  storms.  The  behavior  of  water  under  the  influence 
of  different  currents  and  various 'Obstacles,  as,  for  example,  among 
islands,  has  been  often  observed  and  described ;  and  this  may  be  taken 
as  one  illustration.  Another  is  found  in  the  behavior  of  air  during  dis- 
turbances of  the  atmosphere.  These  phenomena,  in  Mr.Airy'a  opinion, 
represent  the  movements  of  a  magnetic  ether  which  he  supposes  to 
overspread  the  whole  surface  of  the  earth  as  an  impalpable  fluid  envelope 
several  feet  in  thickness.  If  we  then  conceive  this  magnetic  ether 
"to  be  subject  to  occasional  currents  produced  by  some  action  or  ces- 
sation of  action  of  the  sun,  which  currents  arc  liable  to  interruptions 
or  perversions  of  the  same  kind  as  those  in  air  and  water,"  we  have 
a  theory  by  which  the  disturbances  that  occur  in  the  observed  phe- 
nomena of  terrestrial  magnetism  may  be  explained.  This  theory,  ema- 
nating from  so  important  an  authority,  will,  no  doubt,  attract  atten- 
tion in  many  quarters.  Mr.  Airy  believes  that  the  questions  involved 
might  be  decided  by  a  series  of  observations  mad©  *'  at  five  or  six  ob- 
servatories spread  over  a  space  less  than  the  Continent  of  Europe." 
For  accuracy  of  results  he  would  prefer  self-registering  apparatus  pro- 
perly constructed. 

"  The  report  of  my  communication  to  the  Royal  Society,  *  On  Mac- 
netic  Storms,'  contained  in  the  Athenceum  of  the  2d  of  January  (p.  23, 
col.  3j,  is  perfectly  correct  except  in  the  mention  of  the  supposed 
depth  of  the  magnetic  ether,  which  is  stated  in  the  report  of  the  Athe- 
rnxum  as  perhaps  several  feet  in  thickness.  In  my  communication  to 
the  Royal  Society  1  made  no  allusion  to  the  probable  measure  of  the 
magnetic  ether's  depth ;  but  I  may  now  state,  as  my  idea,  that  the 
supposed  ether  extends  much  higher,  perhaps  as  high  as  mountain- 
tops,  possibly  as  high  as  the  atmosphere ;  and  somewhat  lower,  pro- 
bably permeating  the  external  crust  of  the  earth.  These  suppositions 
do  not  depart  from  the  character  of  *  surface-current,'  a  term  which 
I  used  in  the  discussion  at  the  Royal  Society's  meeting. 

"Yours,  &c.  G.  B.  AiEY." 

Boysl  ObsciTfttorr,  Gr«cnwicb|  Jan.  4, 1S64. 
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For  the  JournDlof  the  Franklin  Tnstitato. 

The  Proponed  Dictionary  of  Mechanical  Fallacies. 

As  this  has  been  thought  rather  anomalous  and  outre,  a  few  more 
thoughts  on  it  may  not  be  deemed  out  of  place.  The  proposition  is  not 
8o  preposterous  as  it  may  seem,  nor  is  it  so  at  all.  The  principle  is 
universally  recognised.  In  all  things  we  need  to  be  shown  the  evil  and 
the  good.  To  appreciate  the  one  we  mvst  know  something  of  the  other. 
'While  ignorant  of  follies  how  can  we  become  wise?  Intelligence  is  a 
ceaseless  struggle  with  error  in  social,  civil,  political,  philosophical, 
mechanical,  and  every  other  department  of  life.  In  none  is  truth  ob- 
vious at  first ;  so  far  from  lying  on  the  surface  to  be  stumbled  on,  it 
has  to  be  sought  for,  dug  for,  and  that  earnestly  and  perseveringly. 
There  are  what  may  be  called  ordinary  deductions,  extrinsic  rather  than 
intrinsic,  but  truth  is  the  inbeing,  the  essence  of  excellence  in  every 
thing.  In  the  arts  it  is  the  shortest  way  to  an  object  or  end ;  it  goes 
to  it  in  straight  lines,  while  error  stumbles  zigzag  around  it.  It  is 
swiftness,  strength,  elegance,  or  whatever  the  attribute  may  be.  In 
forms  and  proportions  it  is  beauty;  in  the  absence  of  meretricious  acces- 
sories and  ornaments,  it  is  taste.  The  simpler  a  machine  is,  the  truer 
it  is,  for  the  expression  of  truth  is  simplicity.  Then  mechanical  like 
moral  verities  only  are  enduring. 

Another  point  about  truth  is,  that  people  never  speak  of  it  as  some- 
thing to  be  estimated,  as  are  lands,  money,  and  goods,  by  the  quantity. 
The  idea  seems  to  prevail  that  where  it  is,  error  cannot  be,  that  the 
two  can  no  more  mingle  than  fire  and  water ;  whereas,  truth  is  in  re- 
ality alloyed  in  every  conceivable  proportion.  Here  it  is  largely  mani- 
fest; there,  like  a  grain  of  silver  in  a  pig  of  lead,  its  presence  is  not 
suspected.  It  is  therefore  something  of  which  a  little  will  not  suffice  in 
physics  any  more  than  in  morals.  It  may  exist  in  a  mechanical  pro- 
cess or  device,  and  be  neutralized  by  association  with  fallacies  ;  of  which 
every  poor  machine  is  a  proof.  Results  can  only  improve  as  it  pre- 
dominates; and  herein  lies  the  difTerence  between  the  works  of  nature 
and  those  of  man.  In  the  former  all  is  truth  and  consequently  harmony 
and  beauty,  while  discords  and  deformities  characterize  the  latter.  The 
best  of  these  are  to  be  improved  by  adding  to  the  amount  of  truth  in 
them. 

As  a  class,  to  none  is  the  caution,  ^^  Beware  of  Fallacies,"  more 
necessary  than  to  inventors.  Of  all  men  they  ought  to  know  that  truth 
is  only  to  be  reached  through  conflicts  with  error — through  that  which 
steals  on  them  in  flattering  guise  and  captivates  them  with  plausible 
counterfeits.  It  may  seem  strange  that  so  many  keen  and  shrewd  in- 
quirers fall  into  mechanical  sophistries,  and  what  is  worse,  fall  in  love 
with  them,  but  the  illusions  are  too  seductive  to  be  resisted.  The  fact 
is  as  true  in  physics  as  in  morals, 

"  When  fiction  risea  pleasing  to  the  eye, 
Men  will  believe  because  they  lore  the  lie.*' 

Witness  those  who  yet  befool  themselves  with  Perpetual-Motions,  the 
grossest  of  mechanical  falsehoods. 

Vol.  XLVII.— Tbibd  Sbbixs.— No.  4^ArBiL,  1664.  22 
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In  ordinary  as  in  the  highest  aifairs,  directions  abound  to  prevent 
people  from  going  astray.  We  have  guide-posts  for  travelers  on  com- 
mon roads,  and  Government  spends  millions  to  make  seamen  acquainted 
with  shoals  and  other  dangers  of  navigation  by  day,  and  on  beacons  and 
lighthouses,  to  direct  them  into  safe  harbors  at  night.  For  the  bene- 
fit of  merchants  there  are  in  most  cities,  ''  Commercial  Agencies,'' 
institutions  whose  only  capital  consists  of  dictionaries  of  solvent  and 
insolvent  traders.  And  have  we  not  lists  revised  weekly  of  counterfeit 
bank  bills,  and  spurious  coin?  Naturalists  are  as  earnest  in  discovering 
and  making  known  noxious,  as  innocuous  animals  and  plants,  while 
chemists  keep  adding  to  the  list  of  vegetable  and  nuneral  poisons. 
Such  are  examples  of  measures  adopted  to  make  evils  known  that  they 
may  be  avoided,  and  which  are  increased  and  extended  as  occasions 
call  for  them. 

Why  then,  it  may  be  asked,  has  nothing  been  done  for  those  who 
are  devoted  to  the  progress  of  the  arts  to  warn  them  of  paths  that  lead 
them  astray?  Why  should  they  be  left  without  compass  or  chart  to  fin<l 
their  way  over  the  ocean  of  speculation?  Simply  because  the  necessity 
for  such  help  was  not  perceived  or  not  sufficiently  felt.  If  not  yet 
palpable,  it  cannot,  we  should  suppose,  be  much  longer  ignored.  There  is 
no  valid  objection  to  its  removal,  for  whatever  may  be  thought  of  the 
exposure  of  moral  offences,  the  making  public  transgressions  of  m^ 
chanical  laws  can  do  no  harm,  but  much  good.  A  hand-book  of  errors 
is  a  guide  book  to  truths.  It  would  open  the  eyes  and  diminish  the  num- 
ber of  offenders. 

As  progress  depends  upon  original  thinkers,  and  especially  those 
whoso  labors  comprise  the  magnificent  and  minutest  exemplifications 
of  applied  science,  a  work  calculated  to  save  them  from  loss  of  time, 
and  much  useless  expenditure  of  thought  and  labor,  must  be  of  perma- 
nent and  universal  interest.  But  as  intimated  in  a  previous  notice,  iu 
value  would  not  be  confined  to  them.  The  reform  it  would  work  out 
in  the  Patent  Office  should  not  be  overlooked,  in  abridging  its  labors, 
putting  an  end  in  a  great  measure  to  inadmissible  claims,  to  disappoint- 
ments and  angry  feelings  attending  rejected  applications,  to  appeals  of 
members  of  Congress  in  behalf  of  their  constituents,  to  contingent  fees 
of  agents,  and  to  other  improper  influences  and  interferences.  AcWe*l 
to  which  it  would  raise  the  value  of  every  legitimate  claim,  diminish 
the  number  of  lawsuits,  and  givo  to  the  office  an  honorable  reputation 
as  an  Institution  of  Science.  Its  reports  would  cease  to  record  mono- 
polies for  ancient  contrivances  and  modern  abortions. 

The  running  of  anything  like  a  parallel  between  the  laws  or  princi- 
ciples  of  ethics  and  physics  may  be  unusual,  but  is  not  improper,  since 
they  are  intimately  and  inseparably  allied.  Emanations  of  the  divine 
mind,  they  are  equally  divine.  The  same  in  their  origin,  essence,  and 
purpose,  it  is  they  that  impress  the  Deity  on  the  material  and  the  im- 
material; hence  the  visible  creation  is  an  exhaustless  exposition  of  the 
principles  on  which  the  arts  must  for  ever  rest;  and  nothing  is  more 
certain,  whatever  may  be  the  case  with  transmundane  intelligencers 
than  that  our  species  can  only  advance  in  civilization  and  happiness,  is 
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it  advances  in  the  knowledge  and  application  of  them.  With  us,  moral 
tnuhs  begin  >\ith,  and  keep  pace  with,  the  physical.  As  a  savage,  man 
Las  no  morals  ;  they  are  incomprehensible  to  him.  "Even  the  Arab 
robs  the  traveler  >vith  as  little  compunction  as  a  bald  eagle  wrongs  a 
fish-hawk,  while  the  Fejiian  eats  a  missionary  as  unconscious  of  guilt 
as  a  tiger  feasting  on  an  antelope,  or  a  lion  making  a  meal  of  a  Bojes- 
man."  Material  are  moral  forces.  The  hut  and  the  hearth,  the  spin- 
dle and  loom  ;  the  plough,  forge  and  lathe ;  steamships,  railroads,  and 
printing  presses,  are  products  of  mental  and  contributions  to  moral 
power.  I  mention  these  things  because,  to  my  mind,  they  are  pro- 
phetic of  the  exaltation  and  influence  of  mechanical  science  to  a  degree 
that  has  probably  not  yet  been  suspected  ;  and  that  the  higher  it  rises 
the  closer  will  be  found  its  afiinity  with  moral  science.  This  mtiet  bo 
so,  since  Truth  in  its  infinitely  varied  forms  and  relations,  like  its  Author, 
is  ONE, 

There  are,  and  perhaps  always  will  be,  those  who  suppose  the  climax 
of  mundane  felicity  was  reached  long  ago.  Panegyrists  of  former  times, 
thoy  think  the  world  grows  worse  as  it  grows  older.  Looking  back  to 
a  legendary  age  of  gold,  one  of  imaginary  innocence  and  happiness, 
they  mourn  that  it  has  passed  away.     An  opposite  and  healthier  sen- 
timent now  prevails,  viz  :  that  the  elements  of  civilization  were  never 
80  numerous  and  so  eflSciently  active  ;  that  great  as  has  been  the  mod- 
ern increase   and  diffusion  of  knowledge,  and  wonderful  the  achieve- 
ments in  science  and  the  arts,  all  arc  but  preliminary  to  others  still 
greater.  This  is  a  corollary  of  the  prime  doctrine  of  progress ;  that  no- 
thing in  creation  remains  stationary  or  is  designed  to  retrograde.  Whilo 
yre  realize  all  that  we  are  prepared  for,  wetransmit  it  with  an  increased 
volume  and  impetus  to  our  successors,  whose  mission  it  will  be  to  for- 
ward it,  in  like  manner,  to  theirs ;  every  age  being  a  debtor  to   tho 
preceding  one,  and  a  creditor  to  that  which  follows  it.     Is  it  asked, 
liow  long  can  this  continue — Can  additions  to  human  knowledge  be 
perpetujil  ?  Yes:  at  all  events,  as  long  as  the  forms,  motions,  and  pro- 
perties of  matter  here  are  not  worn  out.  But  may  not  the  intellect  be- 
come unequal  to  the  successive  development  of  new  principles  and 
management  of  new  forces?  No :  It  is  indisputable  that  the  more  it  is 
expanded,  the  more  readily  it  apprehends  and  lays  hold  of  new  truths ; 
and  it  is  in  a  high  degree  probable  that  these  become  more  lucid  and 
simple  as  they  become  more  comprehensive  and  sublime.  E. 

Kew  York,  February  20, 1864. 

On  tlu  Influence  of  MegasB  on  .Hnimal  Decomposition,  By  Henry  G. 
Dalton,  M.D.,  Georgetown,  Demcrara. 

From  tiie  Journ.  Soe.  of  Arts,  No.  680. 

I  have  noticed  some  particulars  attending  animal  decomposition 
when  subjected  to  the  influence  of  megass,  or  the  dried  stem  of  the 
sugar  cane  after  the  saccharine  juice  has  been  crushed  out  by  machine- 
ry. But  before  entering  upon  tho  circumstances  which  first  led  me  to 
consider  this  subject,  it  may  be  as  well  to  state  that  the  sugar  cane, 
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which  is  sufficiently  known  to  render  any  description  of  it  quite  unne- 
cessary, after  having  been  crushed  by  massive  iron  rollers  worked  by 
steam  power,  is  stacked  under  large  sheds  open  at  the  sides,  but  pro- 
tected by  slated  or  wooden  roofs,  where  it  is  kept  until  sufficiently 
dried  to  be  used  as  fuel  for  the  boilers.  When  first  stacked,  it  is  known 
as  green  megass,  being  then  in  a  more  or  less  fresh  state,  and  emits 
a  powerful  sweetish  odor,  and  is  evidently  the  resort  of  millions  of 
small  gnats  and  other  minute  insects,  for  towards  morning  and  even- 
ing the  Megass  logics,  as  they  are  called,  are  surrounded  by  swarms 
of  swallows  and  other  birds  which  evidently  come  here  to  obtain  a 
bountiful  repast. 

But  in  this  raw  or  green  state  there  exists  another  striking  and  pe- 
culiar condition;  there  is  an  enormous  amount  of  heat  developed, 
causing  the  hands  if  thrust  in  to  be  quickly  withdrawn,  and  a  certain 
amount  of  steam  or  vapor  is  noticed.  Both  in  this  state  and  when  more 
completely  dessicated,  megass  is  very  combustible,  and  fires,  sponta- 
neous or  accidental,  frequently  occur  in  these  logics.  It  has  often  oc- 
curred to  me  to  think  that  certain  gases  are  generated  during  these 
changes,  which  probably  tend  to  explain  some  of  the  peculiar  facts 
about  to  be  noticed. 

On  the  31st  January,  18G3,  I  was  summened  to  attend  a  coroner's 
inquest,  and  examine  a  dead  body  found  in  one  of  the  megass  logics 
on  an  estate  on  the  west  bank  of  the  river  Demerara.  On  approach- 
ing the  spot  where  the  corpse  was  stated  to  be,  there  was  no  foetid 
odor  as  usual  to  indicate  its  presence,  and  on  climbing  up  the  dried 
megass,  I  saw  the  corpse  of  a  human  being  partially  embedded  in  me- 
gass, but  without  odor,  and  in  a  completely  mummified  condition. 
There  was  a  fold  of  cloth  twisted  round  the  neck,  and  this  joined  an- 
other fold  attached  to  a  beam  close  by,  leading  one  to  suppose  that 
death  had  occurred  from  strangulation.  The  body  was  completely  des- 
sicated, shrivelled  and  brittle,  so  much  so  that  on  tryiug  to  draw  the 
corpse  towards  me  by  means  of  a  pick  for  the  purpose  of  examination, 
I  was  surprised  to  find  the  head  separate  completely  from  the  trunk. 
On  more  closely  examining  the  body  the  following  facts  were  noticed: 

There  was  not  the  usual  odor  of  a  body  long  since  lifeless,  and  ex- 
posed to  the  action  of  the  air  in  a  tropical  climate. 

The  muscles,  soft  parts,  and  internal  organs  were  shrivelled,  dry, 
and  parchment-like  in  character. 

The  sex  (male)  barely  distinguishable;  the  lower  limbs  were  bent  at 
an  obtuse  angle,  and  the  skin  and  muscles  clung  round  the  bones  like 
paper  stretched  over  boards;  the  skull  and  face  were  denuded  of  all 
muscular  and  ligamentous  traces,  so  that  the  disarticulation  of  the 
lower  maxilla  and  cervical  vertebrsc  was  complete. 

By  the  shaven  crown  and  tuft  of  long  hair,  I  recognised  the  body 
to  be  Chinese,  and  the  only  identity  as  to  name,  &c.,  arose  from  the 
peculiarities  of  the  teeth,  and  from  the  absence  of  certain  of  them, 
which  enabled  some  of  the  other  Chinese  immigrants  to  conclude  that 
the  deceased  was  one  of  their  countrymen,  who  had  been  missing  from 
the  estates  for  several  weeks. 
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This  body,  then,  had  been  lying  loosely  covered  with  megass  in  the 
place  where  it  was  found  for  probably  several  weeks,  during  which 
time,  although  laborers  were  constantly  in  the  neighborhood,  it  had 
attracted  no  notice  by  any  noxious  effluvia,  nor  was  it  even  spied  out 
or  scented  by  the  carrion  vultures  {Catharies  Jota\  who  seldom  fail 
to  detect  dead  carcases  of  any  description,  however  obscured  in  the 
mud  or  the  tangled  bush  of  this  colony. 

Struck  with  so  singular  an  appearance  and  condition,  and  with  the 
remarkable  absence  of  noxious  smell,  it  seemed  to  me  to  be  the 
result  of  some  influence  exercised  by  the  megass  on  which  the  bodv 
had  fallen  or  been  thrown,  and  with  a  view  to  elucidate  this,  I  insti- 
tuted the  following  experiments : 

1st.  On  the  1st  April,  1863,  I  buried  a  dead  goat  loosely  in  me- 
gass, and  visited  the  spot  on  the  3d,  but  could  only  detect  a  faint  odor 
of  decomposition,  quite  unlike  the  intolerable  stench  which  is  so  com- 
mon here  in  dead  bodies  exposed  to  the  sun  and  air.  On  repeating  my 
visits  a  few  days  afterwards,  I  found  that  the  dead  goat  had  disappear- 
ed, and  on  inquiry,  found  it  had  been  stolen  by  some  Chinese,  who  had 
speedily  devoured  it,  so  that  it  could  not  have  been  very  offensive,  for 
although  our  celestial  immigrants  are  incorrigible  thieves,  and  not  very 

E articular  as  to  the  quality  and  condition  of  their  food,  they  would 
ardly  have  appropriated  this  first  subject  of  my  experiment  had  it 
not  been  more  or  less  preserved  by  the  agency  of  megass. 

On  the  27th  of  the  same  month  I  buried  another  dead  goat  in  a  si- 
milar manner,  but  somewhat  more  securely  out  of  reach  of  the  Chi- 
nese, and  disinterred  it  about  30  days  after,  or  on  the  27th  May. 
During  that  time  I  had  repeatedly  visited  the  neighborhood,  ac- 
companied by  others,  and  not  one  of  us  could  detect  the  slightest  of- 
fensive odor.  On  examining  the  body,  which  by-the-bye  was  com- 
pletely disintegrated,  there  was  no  other  trace  of  noxious  effluvia  than 
is  peculiar  to  the  dried  skin  of  an  animal.  The  head  was  denuded  of 
all  muscular  and  ligamentous  attachments.  The  orbits  were  empty, 
and  the  bones  forming  it  perfectly  clean,  likewise  the  nasal  structure, 
palate,  and  jaw-bones.  Several  disarticulated  vertebrae  were  found  loose 
and  totally  void  of  muscles  and  ligaments,  likewise  the  ribs  and  other 
parts  of  the  body,  as  far  as  they  could  be  gathered ;  the  outer  casing 
of  one  horn  was  completely  detached  from  its  osseous  support,  and  the 
rest  of  the  carcase  was  in  a  fragmentary  state,  dty  and  scentless. 
There  were  no  ants  or  other  insects  visible  to  account  for  this  com- 
plete disintegration,  but  possibly  whilst  the  noxious  odor  of  decompo* 
sition  was  neutralized  by  the  heat  or  gases  developed  by  the  megass, 
the  work  of  destruction  of  the  soft  parts  might  have  been  carried  on 
during  the  month  of  interment  by  ants  and  pther  insects,  although  no 
trace  of  them  was  visible  at  the  time  of  my  inspection. 

Of  the  many  practical  advantages  to  which  the  discovery  of  the 
disinfecting  properties  of  megass,  if  confirmed  by  further  experience, 
might  apply,  I  do  not  think  I  need  offer  any  remarks  at  present,  or 
until  the  subject  has  been  more  fully  examined.  I  may  mention,  how- 
ever; that  an  occasion  lately  presented  itself  by  which  1  was  enabled 
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to  test  its  value,  and  to  prove  its  efficacy  as  a  very  useful  agent  in  a 
sanitary  point  of  view. 

Shortly  after  my  experiments  on  the  properties  of  the  megass,  I  was 
much  concerned  at  the  outbreak  of  a  number  of  cases  of  sloughing  ul- 
cers on  the  feet  and  legs  of  the  East  Indian  immigrants  (Coolies  and 
Chinese),  in  one  of  the  Estates'  Hospitals  under  my  medical  charge, 
and  my  anxiety  was  still  further  increased  on  the  appearance  of  hos- 
pital gangrene  among  some  of  the  worst  cases.  Not  only  in  the  wards 
where  the  unfortunate  patients  slept,  but  throughout  the  whole  hos- 
pital, the  effluvium  was  most  offensive  and  disagreeable.  After  making 
use  of  several  medical  disinfectants  in  vain,  I  determined  to  make  a 
trial  of  the  megass. 

1  desired  several  large  baskets  to  be  filled  with  it,  and  placed  them 
in  the  corners  of  the  wards  by  the  doorways,  and  in  the  gallery  to 
windward  of  the  rooms,  and  on  my  next  visit  was  agreeably  surprised 
to  find  the  obnoxious  odors  greatly  lessened.  I  continued  its  use, 
and  in  a  short  time  (two  or  three  days)  the  change  for  the  better 
was  very  remarkable.  Except  in  the  immediate  neighborhood  of  the 
worst  cases,  there  was  no  unpleasant  odor,  and  even  then  the  disagree- 
able smell  was  greatly  modified. 

Unfortunately  there  was  no  corresponding  improvement  in  the  cha- 
racter of  the  sores  decidedly  attacked  by  gangrene,  but  the  general 
improvement  in  the  hospital  was  manifest,  for  not  only  was  the  un- 
healthy effluvium  neutralized  by  the  megass  vapor,  but  the  peculiar, 
pleasant,  and  sweet  flavor  of  the  cane,  was  disseminated  through  the 
whole  hospital,  rendering  its  atmosphere  fresh  and  agreeable,  so  much 
80,  that  in  spite  of  the  disappearance  of  the  gangrene,  and  the  exist- 
ence merely  of  ulcers  of  an  ordinary  kind,  its  use  and  benefit  are  still 
appreciated  by  the  nurses  and  patients,  who  are  assiduous  in  constantly 
keeping  up  a  fresh  supply. 

In  submitting  these  few  remarks  on  a  subject  altogether  new,  I 
think  I  may  venture  to  state  that  in  green  megass  we  possess  an  agent 
competent  materially,  if  not  entirely,  to  neutralize  noxious  gases,  and 
thus  by  arresting  or  destroying  the  offensive  odors  of  animal  decom- 
position, and  the  foul  air  of  hospitals,  to  prove  of  eminent  service  and 
benefit  in  a  tropical  country,  where  these  unpleasant  and  iDJurious 
OQnditions  are  too  apt  to  prevail. 


On  the  part  that  Titanium  plays  in  Pig  Iron  and  in  SteeL 

From  the  I^ndon  PracUcal  Mechanic's  Journal,  December,  1863. 

A  valuable  paper  was  read  at  the  Newcastle  meeting  of  the  British 
Association  by  Mr.  Edward  Riley,  F.C.S.,  *'  On  the  occurrence  of  Ti- 
tanium in  Pig  Iron,  and  on  the  use  of  Titaniferous  Minerals  in  the 
manufacture  of  Iron  and  Steel."  The  coppery  red  cubic  crystals  ex- 
amined long  ago  by  Wollaston,  and  procured  from  the  hearths  of  the 
South  Wales  Blast  furnaces,  were  considered  by  him  as  metallic  Tita- 
nium, and  passed  as  such  for  years. 

Wohler  subsequently  proved  that  they  were  a  mixture  of  azotoret 
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and  cyanide  of  titanium,  and  contained  18  per  cent,  of  nitrogen  and 
4  per  cent,  of  carbon. 

It  is  quite  clear,  however,  that  the  history  of  this  body  is  not  yet 
complete,  for  we  had  long  since  ourselves  remarked  what  Mr.  llilpy 
mentions,  that  in  a  mass  of  these  crystals,  as  taken  from  the  hearth, 
some  are  attacked  by  nitric  acid  and  converted  into  titanic  acid,  while 
others  are  perfectly  insoluble  in  that  menstruum. 

Mr.  R.  Mushet,  under  whose  hand  metallurgic  patents  grow  month 
by  month  like  mushrooms,  has  taken  abundant  care  to  advertise  the 
world  of  the  existence  and  value  of  his  "  Titanium  Steel,"  and  other 
similar  m<3taUurgic  marvels.  The  proverbial  *' Dowsterswivel  "  repu- 
tation that  mercantile  metallurgy  of  the  thaumaturgic  and  recondite 
sort  has  but  too  justly  acquired,  clung  with  many  pretty  well-informed 
persons  to  the  whole  titanic  brood — when  they  called  to  mind  that  no 
one  had  been  able  chemically  to  detect  any  titanium  in  even  Mr.  Mu- 
fihet's  own  titanium  steel;  that  Mr.  Riley  in  confirmation  of  this  says, 
he  was  never  able  to  find  it  in  more  than  uncertain  traces,  and  that 
Dr.  Percy,  and  St.  Claire  De  Ville,  who  had  paid  special  attention  to 
the  subject,  denied  that  iron  was  capable  of  alloy  with  titanium  at  all. 

The  matter  has  been  tested  latterly  upon  a  tolerably  large  scale  as 
regards  crude  pig  iron  at  Middlesboro',  where  importation  was  made 
of  some  cargoes  of  Norwegian  rutile,  or  natural  titanic  acid,  and  a 
very  remarkable  massive  black  titanate  of  iron;  and  those  were  em- 
ployed along  with  the  Cleveland  ores.  The  following  is  the  composi- 
tion of  the  Norway  ore  in  two  samples  by  Mr.  Betley's  analyses  : — 


Mftcjnetic  Oxide  Iron, 

TiLinic  Acid,              .                .                .  • 

SilicH,            .              . 

Magnesia, 

Lime,            .... 

Iron  Pyrites  (Fc  Sg), 

Yield  of  Metallic  Iron, 

No.  1. 

No.  2.* 

40  U 

30-88 

13-.TJ 

2(»7 

0-78 

1-05 

64-72 
4U-80 

213 
0-00 
0-UO. 

1()0'24 

98-91) 

3n-80 

30-02            1 

Neither  contained  phosphorus. 

Rutile  can  be  imported  into  Middlesboro'  at  <£10  per  ton,  and  these 
titanates  at  about  thirty  shillings  per  ton. 

From  Iceland,  Sicily,  the  North- West  of  Neapolitan  Italy,  and  other 
volcanic  regions,  if  it  were  of  any  use,  titanate  of  iron  could  be  had 
for  the  mere  cost  of  collection  and  freigkt  home. 

Iron  made  with  red  hsematite  and  a  mixture  of  bog  iron  ore  from 
Ireland,  with  7J  per  cent,  of  these  Norwegian  minerals,  did  in  some 
instances  yield  to  Mr.  Riley  on  analysis  as  much  as  3*51  per  cent,  of 
titanic  acid,  but  they  contained  none  unless  the  Irish  bog  ore  had 
formed  part  of  the  mixture. 
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More  recently  trills  have  been  made  with  mixtures  of  Cornish  ores, 
Irish  bog  ore,  and  red  haematite,  and  the  pig  was  found  to  contain 
%ome  titanium. 

The  Cornish  ores  Mr.  Betley  found,  were — 

No.  1.  No.  8. 

Silica,                    .                .                    2338  .  .  27-18 

Peroxide  Iron,                      .                    41-%  .  •  47*32 

Peroxide  Manganese,          .                    25*77  •  .  16-35 

with  a  little  phosphoric  acid. 

From  these  the  iron  obtained  had  the  following  composition : — The 
bog  ore  employed  contained  7  to  9  per  cent,  of  manganese : — 


Pig  Iron. 

No.  1. 

No.  2. 

No.  3.     1 

Graphite, 
Carbon  combined, 

3120 

8010 

2-015     , 

0-310 

1-020 

0-074 

Silicon, 

2-500 

2-550 

3-325 

Iron, 

89-<KK) 

80-880 

84-25G 

Manganese, 

6-850 

6-370 

8-007     : 

Nickel  and  Cobalt, 

0060 

0-110 

.     .      1 

Copper  with  Antimony, 

0-000 

0  045 

0004 

Phosphorus, 
Sulphur, 

0147 

0-154 

0-201 

0-020 

0-026 

0-017 

Titanium, 

0-71)0 

1-150 

0-629 

100-858 

101-315 

100  268 

We  have  here,  therefore,  something  above  \\  per  cent,  of  titanium, 
but  the  manganese  is  present  in  form  nearly  6  to  above  8  per  cent.  also. 

Mr.  Riley  remains  in  doubt  whether  the  titanium,  even  here,  is 
alloyed  or  only  minutely  diffused,  in  an  amorphous  state,  through  the 
pig  iron. 

The  repetition  of  analyses  of  M.  Mushet's  steel,  failed  in  his  hands 
to  give  any  evidence  of  the  presence  of  titanium.  He  remarks  that 
the  use  of  titanic  ores  involves  that  of  a  considerable  addition  of  an 
easily  fusible  silicate,  as  a  flux  in  the  blast  furnace,  for  otherwise  the 
reduction  is  difficult,  and  the  cinder  tough  and  ropy,  and  hard  to  sepa- 
rate from  the  metal.  Mr.  Riley  is  prepared  to  admit,  however,  that  the 
presence  of  titanium  in  iron  ores  does  not  appear  to  impart  a  steely 
nature  to  the  iron  made ;  and,  in  conclusion,  so  far,  on  a  subject  which 
he  considers  still  demanding  further  research,  he  expresses  his  opinioa 
that  probably  the  part  of  titanium  in  iron  is  limited  to  its  acting  as 
a  carrier  of  cyanogen  to  the  iron  with  which  it  is  mixed  or  combineiL 
in  the  process  of  its  conversion  into  steel,  which  seems  to  be  supported 
by  the  ascertained  affinity  of  titanium  for  nitrogen  and  carbon.  To 
us  it  appears  extremely  doubtful  still,  that  it  exercises  any  influence 
whatever,  for  good  or  for  ill,  and  that  the  large  per  centage  of  man- 
ganese present  almost  wherever  titanium  has  been  detected,  has  play- 
ed the  really  important  part  in  facilitating  or  improving  the  produc- 
tion of  the  steel. 

The  power  of  manganese  in  this  respect  is  ascertained,  although 
no  doubt,  as  yet,  much  remains  to  be  learnt  as  to  its  mode  of  action, 
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and  which  will  probably  only  be  cleared  up  when  the  action  of  nitro- 
gen in  the  production  of  steel  shall  have  been  better  studied  and  un- 
derstood. 

In  concluding  xh\%  resume  of  Mr.  Riley's  interesting  researches,  we 
may  remark  that  there  are  in  the  South  of  Ireland  enormous  deposits 
(not  bog  ores)  of  poor  ores  of  manganese,  that  may  be  viewed  as  very 
pure  and  highly  manganesiferous  iron  ores. 

These  we  should  deem  far  more  worthy  of  metallurgic  trials  upon 
the  great  scale,  for  the  production  of  British  pis;  of  the  spiegApism 
class,  fitted  for  the  Bessemer  and  other  processes  of  steel-making, 
than  probably  any  other  in  Great  Britain. — Ed. 


On  a  Carious  Instance  of  Electrolytic  Action,    By  F.  A.  x\bi:l,  F.R.S. 

From  the  Journal  of  the  Chemical  ScH'iety,  July,  1SG3. 

The  inspection  of  a  number  of  the  lead  coated  projectiles  etnployed 
with  the  Armstrong  guns,  has  recently  brought  to  light  some  curious 
and  quite  unexpected  instances  of  the  establishment  oF  voltaic  action 
within  the  coatings  of  certain  of  these  projectiles,  and  in  positions  where 
the  existence  of  an  exciting  cause  was  not  at  all  anticipated. 

It  has  been  customary  to  attach  the  coating  of  soft-metal  (which  is 
an  alloy  of  lead  with  a  small  proportion  of  tin  or  antimony)  to  the  body 
of  the  cast  iron  projectiles,  by  two  different  methods.  The  one  con- 
sists in  providing  the  iron  surfaces  with  a  number  of  grooves  formed 
at  somewhat  acute  angles  with  the  surface;  the  soft  metal  with  which 
these  become  filled  when  it  is  cast  over  the  shot  or  shell,  serves  to  at- 
tach the  coating  firmly  to  the  bodJ^  The  other  method  consists  in 
first  alloying  and  coating  the  surface  of  iron  with  zinc  (by  the  so-called 
galvanizing  process),  and  then  immediately  covering  it  with  the  soft 
metal.  The  covering  of  zinc  fixed,  in  this  instance,  upon  the  iron,  be- 
comes the  medium  by  which  the  coating  of  lead-nlloy  is  attached  to 
the  body  of  the  projectile.  By  the  latter  method,  therefore,  a  perfect 
juncture  is  accomplished  between  the  two  parts,  while,  by  that  first- 
named,  they  may  be  said  to  be  fitted  together  accurately,  or  riveted 
together. 

The  difi'erent  manner  in  which  the  iron  and  the  lead-alloy  are  af- 
fected by  considerable  changes  of  temperature  has  led,  in  a  few 
instances,  of  a  very  special  character,  to  a  distortion  of  the  coatings 
which  have  been  attached  by  the  mechanical  method  (i,  e.,  by  means 
of  grooves)  in  consequence  of  their  partial  separation  from  the  body 
of  the  projectiles.  The  alterations  in  form  presented  by  some  shells 
of  this  class,  which  have  been  exposed  for  a  time  to  the  effects  of  con- 
siderable changes  of  temperature,  differ,  however,  altogether  from 
those  exhibited  by  a  small  proportion,  among  a  number  inspected,  of 
shells,  the  lead-coatings  of  which  were  attached  hy  means  of  zinc.  On 
various  parts  of  these  shells,  the  soft  metal  was  found  to  have  become 
raised  in  the  form  of  blisters,  varying  in  size  from  J-inch  to  1-inch  in 
diameter.  A  large  (110-pr.)  shell,  which  had  been  preserved  officially, 
as  a  standard  pattern,  since  November,  1861  (having  been  kept  in  a 
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glass  case),  exhibited,  upon  its  coated  surface,  in  addition  to  numer- 
ous smaller  blisters,  one  measuring  l-l  inch  in  diameter,  and  pro- 
jecting J-inch  beyond  the  surface  of  the  shell.  These  projections,  or 
blisters,  were  not  confined  to  any  particulnr  position  upon  the  different 
shells;  neither  had  those  projectiles,  which  exhibited  them,  been  ex- 
posed to  any  considerable  changes  of  temperature. 

The  only  inference  deducible  from  the  appearance  of  these  projectiles 
was,  that  the  blisters  had  been  produced  in  consequence  of  the  genera- 
tion of  gas  at  those  parts  of  the  shells  between  the  iron  surface  and 
the  coating  of  soft  metal,  which  gas  had  grndually  accumulated  to  such 
an  extent  as  to  be  placed  under  very  considerable  pressure,  and,  con- 
sequently, to  exert,  eventually,  an  amount  of  force  sufficiently  ^reat 
to  tear  asunder  the  two  surfaces  of  metal  which  had  been  joined  by 
means  of  the  zinc,  and  to  raise  up  and  expand  the  comparatively  plas- 
tic alloy  of  lead.  This  influence  was  fully  borne  out  by  the  following 
results  of  examination  of  the  blisters. 

When  these  were  punctured,  under  water,  a  quantity  of  gas,  existing 
evidently  under  considerable  pressure,  made  its  escape.  The  gas  was 
separately  collected  from  blisters  upon  different  shells,  and  was  found, 
iu  all  instances,  to  consist  of  pure  hydrogen. 

The  entire  volume  of  gas,  enclosed  in  the  large  blister  specially  re- 
ferred to  above,  was  carefully  collected,  and  its  volume  was  determined. 
The  capacity  of  the  blister  was  afterwards  measured,  and  the  results 
furnished  by  these  determinations  showed  that  the  hydrogen  existed 
at  the  period  of  examination,  under  a  pressure  very  slightly  exceed- 
ing ten  atmospheres. 

By  carefully  cutting  through  the  metal  surrounding  the  blisters,  se- 
veral, which  had  been  otherwise  operated  upon,  were  removed  from  the 
shells,  the  internal  surf^ices  remaining  untouched.  On  a  close  inspec- 
tion of  these  surfaces,  they  were  all  found  to  resemble  each  other 
closely,  those  of  the  blisters  as  well  as  those  of  the  iron  body  of  the 
shell,  immediately  beneath  them.  They  presented  a  frosted  metallic  ap- 
pearance, small  dark  patches  or  spots,  indicative  of  corrosion,  being 
visible  here  and  there.  Those  of  the  blisters  and  of  the  iron  beneath 
were  alike  coated  with  zinc,  and  their  peculiar  appearance,  just  re- 
ferred to,  was  to  be  ascribed  to  the  existence  upon  them  of  numerous 
small  projections,  such  as  are  observed  upon  the  surfaces  laid  bare 
when  a  piece  of  metal  is  fractured  by  a  tensile  strain. 

It  is  evident,  from  the  foregoing  details,  that  the  projections,  or 
blisters,  which  have  been  described,  had  been  produced  by  the  gradual 
disengagement  of  hydrogen  between  the  body  of  the  projectile  and  th'^ 
coating  of  lead-alloy,  whereby  the  two  descriptions  of  metal,  joineil 
together  thoroughly  in  the  first  instance  (except  probably  at  a  few 
minute  points)  through  the  medium  of  zinc,  had  been  torn  asunder 
and  the  thin  intermediate  zinc  coating  itself  divided,  the  gas  gradually 
creating  further  space  for  itself  by  expanding  the  envelope  of  soft 
metal  which  confined  it. 

That  these  results  must  have  been  due  to  the  electrolytic  decomposi- 
tion of  some  hydrogen-compound,  which  had  become  enclosed  between 
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the  metals,  is  self-evident;  an  examination  into  the  process  of  manu- 
factures of  these  projectiles,  aided  by  a  few  simple  experimental  data, 
appears  to  leave  no  doubt  regarding  the  primary  cause  of  this  dis- 
engagement of  gas. 

The  operations  included  in  the  system  of  coating  the  iron  projec- 
tiles by  the  aid  of  the  so-called  galvanizing  process,  are  as  follow: — 
The  cast-iron  projectile,  after  having  been  turned,  so  as  to  present  a 
perfectly  clean  metallic  surface,  is  heated  in  an  oven  until  its  tempe- 
rature approaches  the  fusing  point  of  zinc;  it  is  then  plunged  into  a 
solution  of  sal-ammoniac,  almost  immediately  withdrawn,  and  immersed 
in  a  bath  of  melted  zinc,  where  it  remains  for  about  two  minutes,  when 
it  is  transferred  to  a  bath  of  the  lead-alloy  with  which  it  is  to  be  coat- 
ed. After  remaining  in  this  bath  also  for  a  period  of  two  minutes, 
it  is  withdrawn  and  placed  in  a  mould.  The  projectile  thus  treated 
has  become  uniformly  covered  with  a  thin  coating  of  soft  metal,  the- 
thickness  of  which  is  afterwards  increased,  by  pouiing  a  further  quan- 
tity of  the  alloy  round  the  coated  projectile,  directly  it  has  been  placed 
in  the  mould. 

When  the  heated  projectile  is  passed  from  the  chloride  of  ammonium 
solution  to  the  bath  of  zinc,  portions  of  the  salt  remain  adhering  to 
the  iron,  upon  its  immersion  in  the  zinc,  and  there  is  no  doubt  that  a 
small  proportion  of  water  may  also,  occasionally,  be  carried  along  with 
it,  so  as  to  be  brought  together  with  it  into  contact  with  the  melted 
metal.  A  small  proportion  of  chloride  of  zinc  is  always  formed  at 
this  stage  of  the  process,  by  decomposition  of  the  chloride  of  ammo- 
nium, in  consequence  of  the  high  temperature  at  which  particles  of  this 
salt  are  brought  into  contact  with  the  zinc,  and  with  oxide  of  zinc, 
small  portions  of  which  may  accidentally  attach  themselves,  at  the 
moment  of  immersion,  to  any  slight  inequalities  on  the  surface  of  the 
iron.  The  remarkable  tendency  of  chloride  of  zinc  to  absorb  nnd  re- 
tain water,  even  at  very  high  temperatd^8ft^(the  latter  being  only 
gradually  expelled  from  it,  even  at  the  temperature  of  melted  zinc), 
renders  it  easily  conceivable  that,  at  the  time  of  production  of  the  zinc- 
salt,  any  water  accidentally  present,  besides  that  which  results  from 
the  decomposition  of  the  ammonium-salt  by  oxide  of  zinc,  will  at  once 
be  absorbed  by  it;  there  is  no  doubt,  therefore,  that  any  particles  of 
chloride  of  zinc  accidentally  enclosed  by  the  zinc-coating  formed  upon 
the  iron  surface,  will  still  retain  some  water  at  the  expiration  of  the 
brief  period  during  which  they  continue  exposed  to  the  hioh  tempera- 
ture of  the  zinc-bath.  Afterwards,  when  the  coating  of  zinc  becomes, 
in  its  turn,  speedily  enveloped  in  that  of  the  lead-alloy,  the  tempera- 
ture of  the  projectile  gradually  diminishing  up  to  the  termination  of 
the  process,  the  escape,  or  decomposition,  of  the  water  through  the 
agency  of  heat,  is  speedly  arrested. 

Thus  it  is  that  portions  of  water  become  accidentally  enclosed  between 
the  iron  body  and  the  zinc-coating  of  compound  projectiles  prepared 
by  this  system ;  and  it  is  this  enclosed  water  which  afterwards  suffers 
gradual  decomposition  through  electrolytic  agency ;  the  accumulation 
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of  the  liberated  hydrogen  giving  rise,  eventually,  to  the  projections  or 
blisters  in  the  coating  of  soft  metfll. 

The  surfaces  laid  bare  by  carefully  cutting  open  many  of  these  blis- 
ters, invariably  furnished  proof  that  chloride  of  zinc  had  been  enclosed 
at  those  places,  and  that  a  basic  chloride  had  been  formed.  Water 
removed  from  tliem  a  mere  trace  of  chlorine,  but,  by  a  brief  treat- 
ment with  dilute  acetic  acid,  abundant  evidence  was  obtained  of  the 
existence  of  a  chloride  within  the  blisters. 

It  s?hould  be  observed  that  these  accidental  distortions  of  the  lead- 
coaiiii^on  Armstrong  projectiles  which  have  been  prepared  by  means 
of  the  galvanizing  process,  appear  not  to  be  of  frequent  occurrence, 
and  that  they  do  not  interfere  with  the  efficiency  of  such  projectiles, 
because,  even  in  the  most  striking  instances,  they  constitute  only  a 
very  small  proportion  of  the  coating  of  soft  metal,  which  is  in  all 
other  parts  inseparably  joined  to  the  iron ;  and  also,  because  the 
coating  may,  in  places  where  it  has  been  raised  in  blisters,  be  restored 
to  its  original  dimensions  by  simple  mechanical  means. 


Traiifllat^d  for  the  Journal  of  tho  Franklin  lostitate. 

llelative  £ffect  of  different  Points  upon  Lightning-Ilods. 
[Note  addressed  by  M.  Perrot,  to  the  Academy  of  Sciences  at  Paris.] 
By  means  of  an  electric  machine,  I  charged  a  large  metallic  plate  re- 
presenting a  cloud,  until  a  very  sensitive  electrometer  marked  10°.  I 
then  gradually  approached  to  the  plate,  first  a  rod  rounded  at  its  extrem- 
ity, such  as  M.  Despretz  has  proposed  as  the  terminal  of  a  lightning 
rod;  afterwards  an  ordinary  lightning-rod  point,  and  finally  a  very 
sharp  point.  These  experiments  gave  me  as  a  mean,  the  following  re- 
sults : 

1.  The  round-pointed  rod  remained  without  neutralizing  effect  until 
it  was  struck,  at  a  distHnp^which  I  shall  assume  as  the  units. 

2.  The  neutralizing  action  of  the  common  point  did  not  begin  until 
the  distance  was  less  than  12  units. 

3.  At  the  distance  of  12  units,  at  which  the  common  point  had  no 
neutralizing  action,  the  sharp  point  discharged  the  plate  instantane- 
ously. 

4.  The  neutralizing  action  of  the  sharp  point  began  to  show  itself 
when  the  distance  was  less  than  170  units. 

The  neutralizing  action  of  the  fine  point,  therefore,  extended  nearly 
170  times  further  than  the  striking  distance,  or  13  times  further  than 
the  action  of  the  common  point. — Comptes  liendus. 


Translated  for  tb«  Journal  of  the  Franklin  Institute*. 

On  the  Preservation  of  Animal  Matters  in  the  open  air. 
liy  M.  Pagliaei. 

I  have  the  honor  to  communicate  to  the  Academy  {of  Sciences  at 
Paris),  a  new  and  very  simple  mode  of  preserving  animal  matter.  The 
liquor  which  I  employ  for  this  purpose,  is  composed  of  alum,  benzoin 
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and  water,  and  differs  bnt  little  from  my  hamoiiatie  water.  A  single 
coat  of  this  preserviDg  liquid  applied  upon  the  substance  which  is  then 
exposed  to  the  open  air,  is  sufficient  to  prevent  its  decay. 

Comptee  Bendue. 

Experimente  en  Steel  Steam  Boilere. 

From  the  ImoA,  PrMtkal  Hecbftsic't  Jovraal,  April,  I8M. 

Some  interesting  experiments  have  recently  been  made  in  Prussia 
with  steel  steam  boilers. — A  steel  steam  boiler  of  the  egg*ended  shape,  4 
ft.  in  diameter  and  SO  ft.  in  length,  without  flues,  was  tried.  It  had  a 
steam  drum  2  ft.  in  diameter  and  2  ft.  in  height,  and  the  plates  were  one- 
fourth  of  an  inch  in  thickness.  Beside  it  there  was  placed  another  boiler 
similar  in  every  respect,  excepting  that  the  plates  were  of  iron  0*414 
of  an  inch  in  thickness.  The  steel  boiler  was  tested  by  hydraulic 
pressure  up  to  195  pounds  on  the  inch  without  showing  leakage,  and 
both  the  iron  and  steel  boilers  were  worked  under  a  pressure  of  65 
pounds  on  the  inch  for  about  one  year  and  a  half.  During  this  period, 
the  steel  boiler  generated  25  per  cent,  more  steam  than  the  iron  one, 
and  when  they  were  thoroughly  examined  after  eighteen  months  prac- 
tical working,  there  was  less  scale  in  the  steel  than  in  the  iron  boiler. 
The  former  evaporates  11-66  cubic  feet  of  water  per  hour;  the  irou 
boiler  9*37  cubic  feet.  The  quantity  of  coal  consumed  was  on  an  aver- 
age 2706  pounds  for  the  steel  one  in  twelve  hours,  and  2972  pounds 
for  the  iron  boiler.  The  plates  of  the  steel  boiler  over  the  fire  were 
found  to  be  uninjured,  while  those  of  the  iron  one  were  about  worn 
out.  In  Prussia  several  worn-out  plates  of  iron  boilers  have  lately  been 
replaced  with  steel,  which,  it  is  stated,  lasts  four  times  as  long.  As 
steel  is  twice  as  storng  as  iron,  thiner  plates  of  the  former  may  be  em- 
ployed for  boilers,  and  more  perfect  riveting  can  be  secured.  A  greater 
quantity  of  steam  can  also  be  generated  in  the  steel  boiler  on  account 
of  its  thin  plates,  and  thus  much  fuel  may  be  economized.  Such  steam 
boilers  should  engage  the  attention  of  all  who  make  and  use  steam 
boilers  for  engineering  and  manufacturing  purposes. 


Proceedings  of  the  Association  for  the  Prevention  of  Steam  Boiler  Exjdih 

sioTiSy  Manchester, 

Jnm  the  Jonraal  of  the  Soeicty  of  Arte,  No.  M8. 
[Keport  of  the  Chief  Engineer  for  May,  1863.] 

During  the  past  month  there  have  been  examined  257  engines — ^1 
specially ;  420  boilers — 10  specially,  11  internally,  77  thoroughly,  and 
822  externally ;  in  addition  to  which,  1  of  these  boilers  has  been  tested 
by  hydraulic  pressure.  The  following  defects  have  been  found  in  the 
boilers  examined : — Fracture,  8  (3  dangerous);  corrosion,  22 ;  safety- 
valves  out  of  order,  1 ;  water-gauges,  ditto,  11 ;  pressure  gauees,  ditto, 
6 ;  feed  apparatus,  ditto,  2 ;  blow-out  apparatus,  ditto,  3 ;  fusible  plugs^ 
ditto,  1;  furnaces  out  of  shape,  2  (1  dangerous);  over-pressure,  2; 
(both  dangerous);  blistered  plates  2.  (1  dangerous);  total,  60  (7  dan- 
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gerous).  Boilers  without  glau  water-gsnges,  2;  witbont  prearare* 
gftuges,  5;  without  blow-out  spparfttusi  17;  without  back  preasure- 
yalves,  34. 

The  occurrence  of  explosions  during  the  past  few  months  has  been 
so  frequent,  that  the  reports  of  their  details  haye  preyentcd  any  no- 
tice of  the  defects  found  to  exist  in  the  boilers  under  inspection,  far- 
ther than  that  giyen  in  the  monthly  list  as  abore ;  and,  therefore,  tbe 
present  opportunity  may  be  taken  for  some  slight  amplification. 

Serious  cases  of  corrosion  continue  to  be  met  with  at  the  bottom  of 
those  boilers  which  are  set  upon  brick  mid-feathers,  running  nnder- 
neath  them  from  one  end  to  the  other  along  the  centre  or  keel  line. 
In  this  mode  of  setting,  any  water  which  may  fall  upon  the  boiler,  or 
leak  from  the  seams,  trickles  down  the  shell,  and  settles  on  the  top  of 
the  mid-feather,  in  contact  with  tbe  plates.  Also  where  damp  exists 
in  the  flues,  it  easily  rises  through  the  mid-feather  and  reaches  tbe 
boiler.  Corrosion  may  be  going  on  along  the  centre  of  the  mid-feather 
and  not  be  yisible  at  the  sides,  and  thus  pass  undetected  even  on  care- 
ful examination — seyeral  instances  of  which  haye  recently  been  met 
with. 

In  one  case,  a  boiler  10  feet  5  inches  in  diameter,  and  of  plates  se- 
ven-sixteenths thick,  was  found,  upon  the  removal  of  the  brick-work, 
to  be  deeply  channelled  for  a  width  of  six  inches  along  the  bottom  at 
the  centre  of  the  seating,  no  indication  of  which  was  given  at  the  sides 
of  the  wall,  nor  was  it  detected  by  hammering  internally,  but  remained 
unknown  until  the  removal  of  the  brick-work.  In  another  boiler,  tbe 
shell  of  which  was  8  feet  2  inches  in  diameter,  and  three-eights  in 
thickness,  the  plates  were  found  to  be  channelled  longitudinally  along 
the  centre  of  the  mid-feather  for  a  width  of  eight  inches.  The  seating 
was  fifteen  inches  wide,  and  the  channel  died  out  at  three  inches  from 
the  outside,  thus  giving  no  external  sign.  In  a  third  boiler,  the  flues 
of  which  were  damp,  the  whole  of  the  plates  in  contact  with  the  raid- 
feather  were  found  to  be  corroded,  and  as  much  as  a  quarter  of  an 
inch  in  thickness  eaten  away.  Other  instances  might  be  adduced,  but 
the  character  of  the  injury  is  so  similar  in  each  case  that  it  would  be 
tedious.  Those  already  given  will  show  the  grounds  upon  which  the 
following  recommendations  are  made : 

First.  Wherever  it  is  practicable  to  do  so,  dispense  with  mid-feath- 
ers altogether,  and  substitute  what  are  termed  two  side  walls  for  them. 
Second.  In  those  cases  where  the  small  size  of  the  boiler  forbids  this, 
make  the  bearing  surface  of  the  mid-feather  wall  as  narrow  as  possi- 
ble. Third.  Any  that  must  be  retained  in  use,  should,  in  preparation 
for  annual  "thorough"  inspection,  be  removed — at  least  where  in  con- 
tact with  the  transverse  seams  of  rivets — in  order  to  admit  of  com- 
plete examination. 

Further  cases  of  corrosion  may  be  mentioned  occurring  to  other 
boilers  than  those  set  upon  mid-feathers. 

A  tubular  boiler,  without  any  external  flues,  was  found  so  deeply 
channelled  at  the  bottom  of  the  shell  at  the  transverse  seams  of  rivets» 
that  the  plates  were  reduced  to  the  thickness  of  a  sheet  of  paper,  and 
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A  hole  knocked  through  them  in  sounding  their  strength  leith  a  ham- 
mer. A  second  boiler,  of  ordinary  doable  furnace,  internally-fired  con- 
struction, was  so  eaten  away  by  corrosion  at  the  first  bottom  plate 
from  the  front,  that,  as  in  the  preceding  case,  a  hole  was  made  on  ex- 
amination, the  corrosion  being  due  to  leakage  from  the  glass  water- 
gauges  and  mudhole  joint,  as  well  as  to  the  practice  of  slacking  the 
nshes  while  lying  at  the  front  of  the  boiler.  In  another  case,  where 
the  cross  wall  below  the  front  end  of  the  boiler  was  as  much  as  two 
feet  in  thickness,  the  plates  were  corroded  nearly  through.  So  great 
a  thickness  as  two  feet  for  these  walls  is  quite  unnecessary,  as  well  as 
objectionable,  and  it  is  recommended  that  they  should  be  removed  pe- 
riodically for  the  examination  of  the  plates. 

Several  cases  have  been  met  with  during  the  past  month  of  injury 
occurring  to  externally-fired  boilers  at  the  parts  immediately  over  the 
furnace,  the  plates  bulging,  cracking  at  the  rivet  holes,  and  the  seams 
straining  and  leaking.  One  of  our  members  has  contributed  a  sample 
plate  cut  from  a  boiler  of  this  class,  which  is  bulged  down  at  the  solid, 
and  cracked  completely  through,  although  the  boiler  was  amply  sup- 
plied with  water ;  this  plate  is  a  fair  sample  of  the  danger  of  the  ex- 
ternally-fired class. 

A  safety-valve,  the  spindle  of  which  passed  through  a  bushed  hole 
in  the  cover,  was  found  to  fit  so  tight  as  to  be  quite  fast.  This  bush 
had  been  fitted  to  prevent  the  inconvenience  arising  from  the  escape 
of  steam,  under  the  impression  that  a  safety-valve  was  unnecessary,  as 
long  as  the  boiler  was  provided  with  a  steam  pressure-gauge. 

A  report  relatire  to  explosion.  No.  9,  recorded  in  the  last  month's 
abstract,  has  since  been  received  from  an  engineer  who  examined  the 
boiler  shortly  after  the  explosion  had  occurred,  and  from  which  it  ap- 
pears that  the  boiler,  which  was  of  plain  cylindrical  egg-ended  con- 
struction, and  externally  fired,  had  rent — as  is  so  constantly  found  to 
be  the  case  in  this  class — at  the  transverse  seams  over  the  fire,  the 
shell  dividing  into  two  parts,  which  were  thrown  some  distance  asun- 
der. 

One  boiler  only,  and  which  was  not  under  the  inspection  of  this  as- 
sociation, has  been  reported  to  have  exploded  during  the  last  month ; 
the  explosion  occurring  at  too  great  a  distance  from  Manchester  to 
admit  of  a  personal  investigation.  Should  any  particulars  of  interest 
be  ascertained,  they  will  be  communicated  in  the  next  monthly  report. 
The  explosion  will  rank  as  No.  10  in  this  year's  report. 

[Report  for  June,  1S68.] 
From  tli«  Journal  «f  the  8«ct«ty  of  Arte,  No.  502. 

During  the  past  month  there  have  been  examined  840  engines — 2 
ftpecially;  628 boilers— 10 specially,  12 internally,  104 thoroughly, and 
402  externally,  in  which  the  foliowhig  defects  have  been  found : — 
Fractare,  8  (2  dangerous) ;  corrosion,  84  (8  dangerous) ;  safety-valvea 
oat  of  order,  9;  water-gauges  ditto,  21;  pressure-gauges,  ditto,  »; 
feed  apparatus,  ditto,  2 ;  blow-out  apparatus,  ditto,  85;  fusible  plugs, 
ditto,  18;  furnaces  out  of  shape,  4  (2  dangerou*);  over  pressure,  2 
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(both  dangerous);  blistered  plates,  8;  total,  140  (9  dangerous).  Bo3- 
ers  without  glass  water-gauges,  8 ;  without  pressure-gauges,  2 ;  with- 
out blow-out  app^iratus,  13;  without  back  pressure-valves,  39. 

Hxploiione, — No.  10  Explosion  : — The  fact  of  this  explosion  having 
occurred,  was  stated  in  last  month's  report,  but  no  detailed  particulars 
had  then  been  received.  It  has  since  been  ascertained  that  the  boiler 
was  a  plain  cylindrical  egg-ended  one,  externally-fired,  and  that  the 
explosion  was  caused  by  rents  commencing  at  the  seams  over  the  fur- 
nace, which  has  so  frequently  been  found  to  be  the  case  in  this  class  of 
boiler,  and  called  attention  to  in  these  reports.  Two  other  explosions 
of  a  very  similar  character  have  happened  during  this  month,  parti- 
culars  of  which  are  given. 

Nine  explosions  have  occurred  during  the  last  month,  by  which  ele- 
ven persons  have  been  killed,  and  twenty-one  others  injured.  One  of 
these  explosions,  which  resulted  from  collapse  of  the  flue,  and  by  which 
no  injury  was  done  either  to  persons  or  surrounding  property,  occurred 
to  a  boiler  under  the  inspection  of  this  Association;  while  in  the  re- 
maining cases  not  one  of  the  boilers  was  under  its  care.  Details  will 
be  found  below. 

The  following  is  the  monthly  tabular  statement : — 

Tabular  Statkmekt  of  Explosions  from  Mat  28, 1868,  to  Jukk  26,  1868, 

ikclvbivb. 


Index  No. 

Date. 

General  Description  of  Boiler. 

b 

11 

TotaL 

No.  11. 
No.  12. 
No.  18. 
No.  14. 
No.  15. 

No.  16. 
No.  17. 
No.  18. 
No.  19. 

May  29. 

"      80. 

June  2. 

"13. 

"18. 

"14 
"15. 
"15. 
"26. 

Locomotive, 

Cylindrical  egg-ended  external Ij-flred, 

Upright  furnace  internally-fired. 

Details  not  yet  ascertained, 

Ordinary  single  flue,  or  "Cornish"  in- 

ternaliy.ftred. 
Cylindrical  egg-ended  externally  fired. 
Details  not  yet  ascertained, 
Marine, 
Details  not  yet  ascertained. 

1 

6 
0 

1 

0 
1 
2 

1 
0 

1 

12 
0 
5 

0 
0 
3 
0 
0 

2 

17 

0 

6 

0 
1 
5 

1 
0 

Total     . 

. 

11 

21 

32 

No.  11  Explosion  occurred  to  a  boiler  of  a  locomotive  engine  while 
running  with  a  passenger  train.  Between  fifty  and  sixty  persons  were 
injured  and  four  killed.  This  result  was  not  occasioned,  however,  by 
the  explosion  onlji  but  principally  by  the  train  running  off  the  line. 
Whether  the  engine  leaving  the  rails  was  the  cause  or  the  effect  of  the 
explosion,  is  an  investigating  question^  and  one  now  undergoing  strict 
invest! ffation.  All  the  facts  likely  to  prove  of  value  to  steam  users 
generally,  which  may  be  elicited  with  regard  to  this  explosion,  will  be 
given  to  the  members  of  the  Association  at  the  earliest  opportunity 
after  the  close  of  the  inquiry.  The  only  injuries  directly  attributable 
to  the  explosion,  are  those  which  happened  to  the  engine-driver  an4 
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fireman,  both  of  whom  are  severlj  scalded,  the  latter  having  died  in 
consequence. 

No.  12  Explosion,  from  which  five  persons  were  killed  and  twelve 
others  injured,  took  place  at  an  iron-works.  The  boiler  in  question  was 
not  under  the  care  of  this  Association,  was  personally  examined  shortly 
after  the  explosion  happened,  and  found  to  be  of  cylindrical  egg- 
ended  construction,  having  an  internal  flue  of  horseshoe-shape,  both 
the  inlet  and  outlet  of  which  passed  through  the  further  end  of  the 
boiler,  the  remainder  of  the  flue  being  quite  independent  of  the  shell, 
and  thus  not  forming  any  longitudinal  tie  from  front  to  back.  The 
boiler  was  externally-fired,  the  flame  passing  underneath  the  shell,  and 
then  entering  the  flue  at  one  end  of  the  horseshoe,  and  escaping  to 
the  chimney  through  the  other.  The  length  of  the  shell  was-twenty- 
eight  feet,  the  diameter  eight  feet  six  inches,  and  the  thickness  of  the  plate 
seven-sixteenths,  while  the  blowing  off  pressure  was  about  40  lbs. 

The  boiler  had  rent  completely  into  two  parts  at  the  fourth  trans- 
verse seam  from  the  front  end,  the  larger  portion  of  the  shell  flying 
forwards  in  a  straight  line  from  its  seat,  turning  a  summersault  in  its 
course,  and  landing  in  a  position  quite  the  reverse  of  its  original  one  ; 
the  egg-ended  pointing  to  the  brick-work  seating,  and  the  open  one 
from  it.  The  smaller  portion  had  flown  to  a  much  greater  distance 
than  the  other,  and  not,  as  is  usually  the  case,  in  a  direction  imme- 
diately opposite,  but  at  right  angles  to  it.  A  sister  boiler  working  along- 
side, and  connected  to  the  one  in  question,  was  moved  laterally,  suffi- 
ciently so  to  disturb  the  brick-work  seating  and  break  the  steam-pipes, 
though  not  to  unseat  it  altogether. 

With  regard  to  the  cause  of  the  explosion  : — The  boiler  was  fifteen 
years  old,  the  plates  over  the  furnace  had  already  been  repaired,  and 
it  was  stated  that  the  seams  at  that  part  had  been  observed  to  be  leak- 
ing only  a  quarter  of  an  hour  before  the  explosion  took  place;  while, 
in  addition,  the  shell  was  found  to  be  patched  in  several  places,  and 
the  plates  cracked  from'  the  rivet  holes  to  the  edge.     It  is  concluded, 
therefore,  on  consideration  of  all  the  circumstances,  that  the  boiler 
could  not  have  been  in  good  condition,  the  correctness  of  which  it  is 
thought  derives  some  corroboration  from  the  fact,  that  the  boiler  along- 
side was  found  at  the  time  of  making  this  examination,  to  be  also  leak- 
ing at  the  seams  over  the  furnace,  and  that  considerably,  although  not 
under  pressure.    An  examination  of  the  fractures,  as  well  as  a  consider- 
ation of  the  direction  in  which  the  parts  had  flown,  led  to  the  conclu- 
sion  that  the  rent  had  commenced  at  a  longitudinal  seam  of  rivets, 
extending  for  some  two  or  three  plates  over  the  furnace.     The  rent 
ran  along  as  far  as  this  longitudinal  seam  extended,  and  when  met  by 
a  plate  crossing  it,  or  "  breaking-joint,"  as  it  is  termed,  then  developed 
into  a  transverse  rent,  and  completely  severed  the  shell  in  two.  It  is 
thought   that  the  fact  of  this  longitudinal  rent  in  the  furnace-end  of 
the  shell   being  situated  on  one  side  of  the  centre,  or  "kell-line,"  ac- 
coants  for  that  portion  having  been  blown  laterally,  and  that  the  up- 
ward direction  which  it  had  evidently  taken,  had  caused  the  summer- 
sault of*  the  remaining  and  larger  portion.  The  explosion,  therefore,  iioj 
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attributed  to  the  imperfect  condition  of  the  boiler,  and  although  sabh 
defects  woald  not  be  dangerous  in  a  suitabi  j^constructed  double-flaed, 
or  ^*  Lancashire "  boiler,  which  is  always  internally-fired,  tbey  are 
generally  found  to  be  fatal  in  those  boilers  which  arc  fired  externally; 
while  in  the  present  case  the  effect  was  aggravated  by  the  fact  of  the 
Beams  of  rivets  over  the  fire  being  in  line,  and  the  diameter  of  the 
shell  being  as  much  as  eight  feet  six  inches. 

Ko.  13  Explosion,  by  which  no  one  was  injured  or  the  surrounding 
property  damaged,  occurred  to  a  boiler  under  the  inspection  of  this 
Association,  the  particulars  of  which  are  as  follows : — 

The  boiler  was  an  upright  furnace  one,  working  in  connexion  with 
two  others  of  similar  construction  to  itself.  It  was  heated  by  the  flames 
passing  off  from  a  furnace  employed  in  preparing  heavy  forgings,  the 
flames  passing  through  an  internal  tube  in  the  centre  of  the  boiler, 
which  ran  directly  from  the  top  to  the  bottom.  The  extreme  height  of 
this  internal  flue  was  twenty-six  feet  two  inches,  but  it  was  not  of  one 
diameter  throughout.  In  order  to  admit  of  a  brick -work  lining  to  guard 
the  flue  above  water  line,  the  upper  part  was  made  of  a  larger  diameter 
than  the  remainder,  and  attached  to  it  by  a  flanged  plate,  which  form- 
ed a  ^^  set-off,"  or  shelf,  on  which  the  brick-work  rested  ;  again,  the 
lower  portion  of  the  tube  had  a  bell-mouth  at  the  bottom,  to  afford  an 
easy  entrance  for  the  flame.  The  length  of  the  upper  part  was  11  ft. 
4  in.,  and  the  diameter  8  ft.  3  in.;  the  length  of  the  intermediate  por- 
tion was  10  ft.  4  in.,  and  the  diameter  2  ft.  6  in.,  while  the  length  of 
the  bell-mouth  was  4  ft.  6  in.,  and  the  diameter  at  the  base  3  ft.,  the 
thickness  of  the  plates  being  three-eighths  of  an  inch  throughout,  aad 
the  blowing-off  pressure  65  lbs. 

The  explosion,  which  did  not  in  any  way  disturb  the  original  position 
of  the  boiler,  resulted  from  collapse  of  the  internal  flue  tube,  the  col- 
lapse being  confined  to  the  intermediate  portion  just  described,  which 
it  rent  about  the  middle  of  its  length. 

A  tube  of  such  small  dimensions  as  those  just  given,  namely,  only 
10  ft.  6  in.  in  length,  and  2  ft.  6  in.  in  diameter,  made  of  plate  three- 
eighths  in  thickness,  if  of  good  material  and  workmanship  as  this  one 
was,  would  be  amply  suSicient  for  a  pressure  of  55  lbs.,  if  working 
under  ordinary  circumstances.  This  would  suggest  the  conclusion  that 
the  water  supply  had  been  allowed  to  run  short,  but  no  positive  indi- 
cations of  the  plates  having  been  over-hented  appeared  upon  examin- 
ation, though  this  may,  however,  have  taken  place  on  previous  occa- 
sions without  its  being  known.  ,0n  account  of  the  height  of  these  up- 
right furnace  boilers,  the  glass  gauges  became  inaccessible,  and  the 
one  in  question  was  fitted  with  two  gauge-taps  only,  carried  down  by 
means  of  syphon  pipes  to  within  reach  from  the  floor.  Thus  the  water 
could  sink  below  the  proper  level  without  affording  any  external  indi- 
cation, and  would  consequently  pass  unknown,  should  the  gauge-taps 
be  neglected.  This  may  have  happened  without  any  immediate  collapse 
of  the  tube  taking  place,  although  the  flue  would  be  materially  weak- 
ened by  it,  and  rendered  liable  to  give  way  some  time  after  in  oonse* 
quence.    It  is  impossible  to  say  whether  the  flue  tube  was  getting  oat 
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of  shape  or  not,  since  the  boiler  had  been  in  such  constant  work,  that 
no  opportunity  was  afforded  the  Association  of  making  an  ^^  internal" 
mnd  ^*  thorough"  examination  for  upwards  of  three  years.  This  may 
not,  therefore,  be  an  improper  time  for  calling  attention  to  the  import- 
ance generally  of  having  spare  boilers,  so  that  a  suitable  opportunity 
may  be  afforded  for  examination,  as  well  as  for  cleaning  and  repair. 
The  boiler  was  found  to  be  heavily  incrusted  with  hard  scale,  which 
mast  considerably  have  tended  to  the  over-heating  and  weakening  of 
the  flue,  to  which  these  vertical  boilers  are  always  prone,  from  the 
tendency  of  the  ascending  steam  to  cling  around  the  tube  and  prevent 
the  contact  of  the  water.  The  inaccessibility  of  the  gauges  and  fittings 
of  these  vertical  boilers,  on  account  of  their  height,  is  another  disad- 
vantage connected  with  them,  and,  indeed,  a  thoroughly  good  and 
safe  furnace  boiler  must  still  be  considered  as  a  desideratum. 

No.  16  Explosion  happened  at  an  iron-works,  to  an  externally-fired 
boiler  40  ft.  long,  8  ft.  in  diameter,  made  of  plates  seven-sixteenths 
of  an  inch  thick.  The  shell  of  the  boiler  gave  way  immediately  over 
the  furnace,  the  fireman  being  scalded  to  death  from  the  stream  of 
hot  water  issuing  from  the  rent.  The  boiler  had  been  repaired  at  this 
part,  by  putting  on  a  new  plate  two  months  previous  to  explosion,  and 
it  was  at  this  plate  that  the  rent  occurred. 

This  boiler,  which  was  not  under  the  charge  of  this  Association, 
was  not  personally  examined  on  the  occurrence  of  the  explosion,  but 
an  engineer  who  inspected  it  shortly  after,  has  kindly  furnished  the 
following  particulars : — The  plate  ripped  open  through  the  solid  metal 
in  two  places,  the  rents  being  about  fifteen  inches  long  and  one  inch 
vide,  while  the  parts  surrounding  it  were  a  good  deal  cracked  and  the 
aeams  patched,  so  that  the  bottom  of  the  boiler  was  evidently  in  a  very 
'defective  state.  The  ruptured  plate  was  about  seven-sixteenths  of  an 
inch  thick,  and  did  not  appear  of  very  good  quality,  as  if  not  thoroughly 
welded  in  rolling;  but  the  fractures  were  not,  properly  speaking,  "blis- 
ters," since  the  whole  thickness  of  the  plate  had  come  down  at  once. 
In  addition  to  the  inferior  character  of  the  plate,  the  boiler  was  heavily 
coated  with  incrustation,  and  this  had  accumulated  at  the  bottom  i'or 
a  depth  of  three  inches  just  over  the  fracture,  and  extended  for  a 
space  of  four  feet  by  two  feet.  This  mud  had  hardened  so  much  that 
the  water  and  steam  ploughed  but  a  small  hole  through  it  in  rushing 
out.  There  can  be  little  question  that  this  coating  of  mud  had  kept 
the  water  away  from  the  plate,  and  thus  lead  to  its  being  over-heated, 
from  which  it  gave  way.  There  was  plenty  of  water  in  the  boiler  at 
the  time  of  the  rupture. 

It  will  be  clear  that  it  is  scarcely  possible  for  such  a  cake  of  sedi- 
ment to  have  formed  upon  the  furnace  crown  of  an  internally-fired 
boiler,  and  also  that  an  efficient  blowing-out  apparatus  would  have 
prevented  the  accumulation  in  a  great  measure,  if  not  altogether,  and 
thu^  that  the  explosion  was  due  to  the  dangerous  character  common 
to  all  externally-fircd  boilers,  coupled  in  this  case  with  neglect. 
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The  Sphere^  Cone^  and  Cylinder. 

In  an  old  book,  entitled  *'  The  Elements  of  Euclid,  with  select  theo* 
rems  out  of  Archimedes,  "  printed  in  London  in  1719,  I  find  daU, 
which,  by  the  aid  of  our  tables  of  areas  of  circles,  will  facilitate  com- 
putations of  the  surfaces  and  solidities  of  spheres,  spherical  segments 
and  sectors,  and  the  comparative  superficies  and  solidities  of  inscribed 
and  circumscribed  cylinders  and  cones. 

1st.  To  find  the  surface  of  a  sphere  : — ^'  Let  the  greatest  circle  o( 
the  sphere  be  measured,  and  let  it  be  multiplied  by  4."  It  is  evident 
from  this  that  the  area  of  a  circle  whose  diameter  is  double  that  of 
the  given  sphere  must  be  equal  to  the  surface  of  the  sphere.  To  shorten 
the  work  of  calculation,  double  the  diameter  of  the  given  sphere,  and 
from  the  tables  take  the  circle  area  corresponding  for  the  surface  of  the 
sphere. 

2d.  To  find  the  solidity  of  a  sphere  :— "  If  the  6th  part  of  the  dia- 
meter be  multiplied  by  the  surface  of  the  sphere,  there  will  arise  the 
solidity  of  the  sphere.*'  Doubling  the  given  diameter  and  taking  its 
6th  part  can  be  done  in  the  mind  in  most  cases,  while  that  part  left  for 
the  pencil  is  simply  the  multiplication  of  the  tabular  area  by  the  6th 
part  of  the  diameter ;  thus,  suppose  a  15-inch  sphere  is  given  to  find 
the  solidity. 

Area  of  30-inch  diameter  =  706*86  =  surface  of  sphere, 
and  706-86X2-5  =  1767-1 5  =  solidity  required. 

3d.  To  find  the  surface  of  a  spherical  segment  or  zone.  It  is  proven, 
that  the  surface  of  a  spherical  segment  or  zone,  is  to  the  entire  spheri- 
cal surface  of  which  it  is  a  part,  as  the  height  of  the  segment  i* 
to  the  diameter  of  the  sphere.  From  this  proportion  the  rule  is  plain. 
Thus : — Multiply  the  entire  spherical  surface  by  the  height  of  the  seg- 
ment and  divide  by  the  diameter  of  the  sphere. 

4th.  To  find  the  solidity  of  a  spherical  segment  or  sector.  Multiply 
the  spherical  surface  of  the  sector  by  the  third  part  of  the  radins  for 
the  solidity  required,  and  for  a  segment  find  the  solidity  of  the  sector 
of  which  it  forms  a  part,  then  deduct  the  cone  which  lies  between  the 
base  of  the  segment  and  centre  of  the  sphere,  if  the  segment  be  Xe^s 
than  a  hemisphere,  and  add  it  thereto  if  the  segment  be  greater. 

5th.  '*The  superficies  of  a  right  cylinder  (one  whose  height  and 
diameter  are  the  same.)  circumscribed  about  a  sphere  is  equal  to  the 
surface  of  the  sphere.  "    The  cylindrical  surface  only  is  here  n\eant. 

"  If  a  cylinder  and  inscribed  sphere  be  cut  by  planes  perpendicular 
to  the  axis,  each  segment  of  the  cylindrical  surface  will  be  equal  to 
the  corresponding  segment  of  the  sphere.*' 

From  this  property  the  3d  rule  above  is  evident. 

6th.  "  A  right  cylinder  is  both  in  solidity  and  the  whole  superficies 
to  the  sphere  about  which  it  is  circumscribed,  as  3  to  2." 

7th.  "  The  superficies  of  a  sphere  is  to  the  whole  superficies  of  an 
equilateral  cone  circumscribed  about  it  as  4  to  9." 

8th.  "The  whole  superficies  of  an  equilateral  cone  circumscribed  aboni 
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«one  as  32  to  9  ''""^  "*  *''**  proportion  to  »n        -, 

•.  ^^'^'  "  Atre  bath  ,h  ''^"'''''™^  '"'""^^I 

^  Archimedes  set  great  v»I  '""*''""'  *"  ^  '•  ^'  ^ 

S'-Jjed  upon  his  tomb.'^""-^  «f  it  en-     "  ^^  ' 

«houlj'  JrSe"thi«**^  f«<"Dent  whj  he 
verieswa:'rd-;j*\-«^-o! 
©nines  put  jntn  ^  '  """  '^''ove  ma- 

•  »ider  fame  ?«*  tu^*'^^  gi'^en  hin, 
»ny  abstrnae  m„!?      ®  discovery  ©f 

or  inherent  pJJ'e/r*'^*^  '"^I'^ti^ns 

surfaces.        P'^Pe«'«»  of  hnes  and     i^^  -"  --    . 

lith  prolrf^    i"  question,  and  tjlfu.       ''''f*  liquet,  the  autbor 
It  iSsTlr  ""'••''^^  '^ith  a  fi/ure    n  J  •    ^°™bined  are  given   in  the 
«ent  s"  S"diffi '^r-'^  *'•**  ffis "S's^"'/"'^  translation. 
t>ear  so  8imnf«  ^?'*'««  i«  practice  8ho!.u"'"*^^*=«^  *"<*  sections    pre- 
««nple  a  relation,  one  to  another        *''  'J^^'uselves,  as  wholes, 

<?«<//«  Employment  of  » 

Professor  Ro,coe  exhibii^tT    TT''  ""•""••  ^'""-  >««• 

Koscoe  £™  ^l*''',''?^  *'««"  nianufact»^«  J  K     l,"""'  i"  diameter  an  a    10 
«08coe  remarked  that  it  afforded  liS^i^  Mr.  Sondstadt.  Prof«««>r 

ea  mm  great  pleasure  to  be  able  to  •««£« 
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that  a  snggestion  made  by  Professor  Bunsen  and  himself  in  their 
photochemical  researches,  and  printed  in  the  Philosophical  Transac- 
tions for  1859,  page  922,  was  about  to  be  practically  adopted.  Mr. 
Sondstadt  is  now  commencing  to  manufacture  the  metal  magnesium 
on  the  large  scale,  and  the  first  important  application  of  the  metal  is 
the  employment  of  burning  magnesium  wire  as  an  illuminating  ageiit, 
especially  for  photographic  purposes.  In  the  researches  above  men- 
tioned, Professor  Bunsen  and  the  speaker  had  examined  the  photo- 
chemical action  of  the  sun  compared  with  that  of  a  terrestrial  source 
of  light,  and  for  the  purpose  of  this  comparison  they  chose  the  light 
evolved  by  the  combustion  of  magnesium  wire.  They  showed  that  a 
burning  surface  of  magnesium  wire  which,  seen  from  a  point  at  the 
sea's  level,  has  an  apparent  magnitude  equal  to  that  of  the  sun,  effects 
on  that  point  the  same  chemical  action  as  the  sun  would  do  when  shining 
from  a  cloudless  sky  at  a  height  of  9°  68'  above  the  horizon.  On  com- 
paring the  chemical  with  the  viable  brightness  of  these  two  sources  of 
light  it  was  found  that  the  brightness  of  the  sun's  disk  as  measured  by 
the  eye  when  the  sun's  zenith  distance  was  67®  22',  is  624-7  times  as 
great  as  that  of  the  burning  magnesium  wire,  whilst,  at  the  same 
zenith  distance,  the  chemical  brightness  of  the  sun  is  only  36-6  times 
as  great.  Hence  the  value  of  this  light  as  a  source  of  the  chemically 
active  rays  for  photographic  purposes  becomes  at  once  apparent.  The 
extract  from  the  memoir  referred  to  is  as  follows : — 

"  The  steady  and  equable  light  evolved  by  magnesium  wire  burning 
in  the  air,  and  the  immense  chemical  action  thus  produced,  render  this 
source  of  light  valuable  as  a  simple  means  of  obtaining  a  given  amount 
of  illumination  expressed  in  terms  of  our  measurement  of  light. 

.  The  combustion  of  magnesium  constitutes  so  definite 
and  simple  a  source  of  light  for  the  purpose  of  photochemical  measure- 
ment, that  the  wide  distribution  of  this  metal  becomes  desirable.  The 
application  of  this  metal  as  a  source  of  light  may  even  become  of  tech- 
nical importance*  A  burning  magnesium  wire  of  the  thickness  0-297 
millimetre  evolves,  according  to  a  measurement  we  have  made,  as  much 
light  as  74  stearine  candles  of  which  6  go  to  the  pound.  If  this  light 
lasted  one  minute,  0*987  metre  of  wire,  weighing  0-1204  grm.,  would 
be  burnt.  In  order  to  produce  a  light  equal  to  74  candles  burning  for 
10  hours,  whereby  about  20  lbs.  of  stearine  is  consumed,  72*2  grms. 
of  magnesium  would  be  required.  The  magnesium  wire  can  be  easily 
prepared  by  forcing  out  the  metal  from  a  heated  steel  press  having  a 
fine  opening  at  bottom ;  this  wire  might  be  rolled  up  in  coils  on  a  spin- 
dle, which  could  be  made  to  revolve  by  clock-work,  and  thus  the  end 
of  the  wire,  guided  by  passing  through  a  groove  or  between  rollers, 
could  be  continually  pushed  forward  into  a  gas  or  spirit-lamp  flame  in 
which  it  would  burn." 

Professor  Roscoc  stated  that  great  credit  was  due  to  Mr.  Sondstadt 
for  the  able  manner  in  which  he  had  brought  the  difficult  subject  of  the 
metallurgy  of  magnesium  into  the  present  satisfactory  podition,  and 
expressed  his  opinion  that,  even  in  photographic  pi{rposes,  the  sppli- 
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cation  of  the  metal  will  prore  most  important.  Mr.  Brothers,  Mr. 
Parry,  and  other  photographers  preseut,  corroborated  Dr.  Roscoe's 
opinion  respect iDg  the  value  of  such  source  of  light  for  photography. 
Since  the  meeting  Mr.  Brothers  made  an  experiment  upon  the  mag* 
nesium  light,  which  he  reports  as  follows : — 

"  The  result  of  an  experiment  I  hare  just  tried  is  that  in  50  seconds 
with  the  magnesium  light  I  have  obtained  a  good  negative  copy  of  un 
engraving — the  copy  being  made  in  a  darkened  room.  Another  copy 
was  made  in  the  usual  way  in  daylight,  and  in  50  seconds  the  result 
was  about  equal  to  the  negative  taken  by  the  artificial  light.  The  sun 
was  shining,  but  there  was  a  good  deal  of  fog  in  the  atmosphere." 


To  the  Editor  of  the  Journal  of  the  Franklin  Institute. 

Sir: — The  propriety  of  introducing  the  word  "equivalent,"  in  pa- 
tent claims,  has  been  a  subject  of  much  discussion  and  difference  of 
apinion  among  both  patentees,  and  the  officials  of  the  Patent-Office. 

The  following  argument  was  written  with  the  hope  of  obtaining  an 
official  decision  which  would  set  the  question  at  rest  for  the  future. 
It  Tvas  submitted  to  the  Commissioner  of  Patent^,  who,  by  granting 
the  patent,  acknowledged  the  pertinence  of  the  grounds  advocated  in 
the  argument. 


A^rgument  in  the  matter  of  the  Application  of  R.  ITeys  for  Letters 
Patent  for  Variable  Valve  Motion  for  Steam  Engines. 

To  ike  Honorable  Commissioner  of  Patents. 

Sir : — The  contents  of  the  official  letter  of  December  7th,  1863,  have 
been  carefully  perused,  and  the  suggestions  of  the  Examiner  in  charge 
of  this  case  duly  considered. 

The  official  letter  contains  the  following : — "  It  is  well  understooVl 
that  the  law  regards  real  equivalents  as  secured  to  you  without  the 
use  of  the  language  (the  equivalents  to  the  same)  in  your  claim.  It  is 
therefore  regarded  as  superfluous." 

X  regret  that  my  opinion  on  this  point  is  at  variance  with  that  of 
your  able  Examiner. 

The  word  "  equivalent,"  in  the  claim  of  a  patent,  is,  according  to  my 
humble  views,  not  only  not  superfluous,  but  in  very  many  instances  a 
word  of  the  most  vital  importance,  a  word,  the  insertion  of  which  an 
applicant  for  a  patent  has  a  right  to  insist  upon,  unless  the  Office  can 
give  references  of  a  character  which  demands  the  limiting  of  the  claim 
to  a  special  combination  and  arrangement  of  parts. 

"When  an  inventor  presents  an  application  for  a  patent  for  an  im- 
provement on  the  invention  of  another,  it  is  the  very  proper  practice 
of  the  Patent-Office,  to  require  the  applicant  to  word  his  specification 
in  such  terms  as  to  acknowledge  the  rights  vested  in  his  predecessor. 
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80  also  has  it  been  the  practice  of  the  Patent-OflSce,  to  allow  broad 
claims  for  inventions  for  a  novel  character,  and  such  words  as  equivth 
lent  and  euhstantially^  have  been  hitherto  allowed  for  the  express  par- 
pose  of  adding  breadth  to  a  claim. 

The  Office  has  invariably  attached  importance  to  the  word  equiva- 
lent, for  in  hosts  of  instances,  specifications  have  been  returned  for  the 
erasure  of  that  word,  because  it  rendered  claims  so  broad  as  to  conflict 
with  those  in  prior  patents,  while  in  almost  as  many  instances  the  in- 
sertion of  the  word  has  been  permitted. 

It  is  scarcely  correct  to  say  that  '*  it  is  well  known  that  the  law  re- 
gards real  equivalents  as  secured  without  the  use  of  the  word  equiva- 
lent in  a  claim  :"  this  may  be  well  known  to  those  versed  in  patent 
matters,  but  a  lengthened  experience  as  a  patent  attorney  has  con- 
vinced me  that  the  public  is  very  far  from  being  possessed  of  this  know- 
ledge, and  for  this  reason  it  is  respectfully  contended  that  the  word 
should  be  allowed  whenever  the  nature  of  the  invention  will  permit  its 
insertion. 

What  better  argument  can  be  advanced  in  support  of  the  use  of  this 
word  than  that  the  law  allows  it  ?  What  better  guide  can  an  applicant 
follow  in  framing  his  claim  than  the  law  ? 

Whatever  strength  the  word  equivalent  may  impart  to  a  patent,  and 
there  can  be  no  doubt  that  the  word  does  impart  more  or  less  strength, 
there  is  an  important  reason  why  the  word  should  be  allowed  on  all 
appropriate  occasions.  Our  community  is  unfortunately  infested  with 
a  class  of  men  who  are  a  terror  to  meritorious  inventors.  I  allude  to 
tlie  pirates  or  counterfeiters,  who  no  sooner  become  aware  of  the  value 
of  an  invention,  which  may  be  the  successful  result  of  long  study,  la- 
borious research,  and  elaborate  experiments,  than  they  set  whatever 
wits,  or  rather  whatever  low  cunning  they  may  have  to  work,  with  the 
view  of  infringing  on  the  successful  inventor's  rights,  evading  his  pa- 
tent, or  to  use  more  simple  and  appropriate  language,  picking  his  pock- 
ets. Where  is  there  a  patent  attorney  of  any  lengthened  experience 
w^io  cannot  count  these  pirates  by  the  score,  who  cannot  call  to  mind 
hundreds  of  instances  in  which  these  copyists  have  asked  advice  in 
somewhat  such  terms  as  follows: — **  Mr.  H.,  a  patent  has  recently 

been  granted  to  Mr.  B.,  for  an  improved .  This  is  his  claim ;  it  is  a 

very  valuable  patent,  and  there  is  a  great  profit  in  the  article  for  which 
there  is  a  great  demand;  I  propose  to  make  a  somewhat  similar  inven- 
tion; I  use  part  of  Mr.  B.*s  patent,  but  I  substitute  other  devices  for 
part  of  what  he  claims.  Don*t  you  think,  Mr.  H.,  that  by  so  doing  I 
can  evade  the  patent  granted  to  B.,  especially  as  his  claim  is  limited 
to  the  particular  arrangement  or  combination  of  parts?" 

If  all  patent  attorneys  would  treat  such  characters  as  they  ongbt  to 
be  treated,  that  is,  make  such  physical  demonstrations  as  would  insure 
their  precipitate  retreat,  the  evil  might  be  remedied;  unfortunately, 
however,  the  acts  of  these  parasites  are  in  too  many  instances  encour- 
aged. The  best  remedy,  however,  rests  with  the  Patent-Office. 

These  piratical  interlopers  with  a  species  of  short-sighted  cBnniDg 
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in  almost  every  instance,  baae  their  operationa  on  the  wording  of  the 
claim  of  the  patentee  whose  rights  they  propose  to  inyadci  and  lay  their 
plans  accordingly. 

If  they  peruse  a  carefully  framed  claim  with  the  word  tqmvaUnt 
ot  tuhHanUaUy  appropriately  introduced,  they  approach  it  with  caution, 
they  look  upon  it  as  property  well  fenced  round,  and  in  most  cases 
abandon  the  idea  of  committing  the  premeditated  act  of  piracy  as  too 
dangerous  a  proceeding. 

If  the  meritorious  inventor  can  by  the  use  of  the  simple  word  equi" 
paUnt  in  his  claim  keep  the  vermin  at  arms  length,  if  the  law  allows 
the  use  of  the  term  as  it  certainly  does,  if  prior  inventions  present  no 
bar  to  the  introduction  of  the  word,  for  heaven's  sake  let  the  inventor 
have  it. 

An  applicant's  claim  should  be  framed  in  plain  and  concise  terms; 
such  terms  as  the  most  untutored  mind  can  understand.  *^It  is  the 
duty,"  said  Judge  Story  (Wyeth  vt.  Stone,)  ^^of  the  patentee  to  sum 
np  his  invention  in  clear  and  determinate  terms,  and  his  summing  up  is 
conclusive  upon  his  rights  and  title."  **If  the  inventor  (says  Judge 
Grier)  sums  up  the  particulars  of  his  inventidn,  he  is  confined  and  held 
to  such  summary,  and  his  patent  must  stand  or  fall  by  it." 

If  an  invention  consists  of  three  things.  A,  B,  and  0,  in  combina- 
tion with  a  fourth,  which  I  will  designate  by  the  letter  D,  and  if  the 
three  things  are  absolutely  necessary  to  constitute  the  main  features 
of  the  invention,  while  it  is  palpable  to  both  the  inventor  and  others 
that  many  things  might  be  used  to  develop  these  features  in  place  of  D, 
why  should  not  the  inventor  say  so  in  his  claim  7  why  should  he  not  say 
I  claim  A,  B,  and  G,  in  combination  with  D,  or  its  equivalent?  Why 
should  the  Patent-Office  object  to  such  a  claim  because  the  law  assumes 
the  word  equivalent  to  be  understood  although  not  expressed? 

Is  the  praiseworthy  and  industrious  inventor  to  be  rewarded  with  a 
patent  concluding  with  a  claim  which  everyone  possessing  common  sense 
can  understand,  or  is  he  to  have  a  patent  which  appears  to  the  envious 
and  covetous  pirate  like  an  English  act  of  Parliament,  throngh  which 
a  member  declared  he  could  drive  a  coach  and  six,  a  patent  which  may 
form  the  nucleus  of  expensive  lawsuits,  a  patent,  tne  true  meaning 
of  which  cannot  be  ascertained  without  an  appeal  to  the  law,  or  without 
resorting  to  the  costly  array  of  judges,  juries,  and  venal  professional 
experts  f 

In  relation  to  this  subject  there  is  another  important  point  to  be 
considered. 

It  is  an  undoubted  fact  that  there  is  a  large,  and  I  may  add  a  re* 
apectable  portion  of  our  community  who  look  upon  patents  and  patent 
property  as  too  precarious  to  meddle  with,  who  consider  the  dealing  in 
patents  as  closely  allied  to  lottery  transactions  and  gambling. 

Ask  these  men  the  cause  of  their  opinions,  and  in  many  instaaoei 

Jou  will  find  that  either  they  or  their  friends  have  had  their  fingbri 
itten  (to  use  a  common  phrase)  by  patents,  their  rights  invaded,  their 
profits  squandered  in  lawsuits  and  their  peace  of  mind  destroyed  by 
fruitless  litigation. 
YoL.  XLYII.— Thibd  Sxbixs.— No.  4.— Apbil,  1864.  24 
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The  oontinHed  prosperity  of  the  Pfttent-OiBoe  depends  upon  the 
Take  of  patent  property ;  the  depreciation  of  this  property  soon  tells 
on  the  receipts  of  the  Office.  If  such  claims  only  are  allowed  to  sn 
iiiTentor  as  will  leave  his  property  open  to  the  inearsions  of  aTaricious 
eopyists,  if  the  patents  cannot  be  interpreted  or  sustained  witboat  re- 
sorting to  expensive  legal  interpretations,  patent  property  roust  soon 
become  a  drug  in  the  market,  inventors  roost  cease  to  ply  their  vota* 
tions,  the  progress  of  the  arts  biust  be  impeded,  and  not  only  the 
Patent-Office  but  the  public  at  large  must  be  sufferers. 

In  decrying  the  pirates  who  prey  upon  the  industrious  and  ingenious 
inventors,  let  it  not  be  supposed  that  I  desire  to  confound  these  pests 
with  a  class  of  men  who  base  their  inventions  on  those  of  others,  but 
are  willing  to  admit  the  rights  of  their  predecessors  and  to  limit  their 
claims  accordingly.  These  men  who  may  be  termed  real  inrentors 
are  almost  as  important  and  valuable  members  of  the  community,  as 
the  originators,  for  it  is  by  continued  improvements  only  that  true  per- 
fection can  -be  arrived  at,  and  I  would  here  remark  that  patents  of 
this  class  drawn  up  in  proper  candid  terms  are,  as  far  as  my  experience 
goes,  more  valuable  to  their  owners  than  such  as  are  surreptiously 
obtained,  and  concocted  from  the  brains  of  others. 

To  return  to  the  present  application  which  has  given  rise  to  the 
above  remarks.  It  will  be  found  that  Ueys  claims  the  valve  spindle  n, 
link  B,  eccentric  rod  o  and  arm  F,  in  combination  with  a  weighted 
lever  l  and  link  A,  or  their  equivalents.  Now  it  is  quite  evident  that 
D,is,G,  and  F,  are  absolutely  necessary  to  carry  out  the  applicant's  in- 
tentions, and  therefore  any  equivalent  to  them  is  not  referred  to :  it  is 
equally  evident  that  many  devices  might  be  used  in  place  of  K  and  k 
for  causing  the  motion  of  the  governors  to  be  communicated  to  the 
link  D ;  for  instance,  a  weighted  lever  without  the  link  /i,  but  having  a 
roller  at  the  end  to  bear  up  against  the  underside  of  the  arm  F,  might 
be  used  for  the  purpose,  or  the  weighted  lever  k  and  link  A«  might  be 
dispensed  with,  and  the  link  E  suspended  from  a  weighted  chain  pass- 
ing over  a  pulley  to  be  acted  on  by  the  governor,  in  fact,  other  de* 
vices  will  suggest  themselves  to  expert  mechanics. 

If  the  combination  of  the  parts  D,E,o,  and  F  operating  in  conjunction 
with  each  other  as  described  is  new,  I  can  see  no  reason  why  the  Office 
should  insist  upon  the  striking  out  of  the  words  *^  cr  their  equtva- 
lenis^*'  as  applied  to  the  other  parts  K  and  A,  and  thus  put  the  appli- 
cant in  possession  of  a  patent  which  the  public  would  declare  to  be 
weak,  which  would  be  liable  to  attacks  from  unscrupulous  men,  and 
would  be  more  of  an  injury  to  the  patentee  than  a  benefit. 

Although  my  remarks  have  been  extended  beyond  the  usual  limits, 
and  although  my  views  have  been  expressed  in  perhaps  unnecessarily 
urgent  terms,  I  am  satisfied  that  the  Office  will  not  consider  me  to  be 
actuated  by  any  spirit  of  fault-finding,  or  the  desire  to  assume  a  die-^ 
tatorial  position. 

Whatever  errors  there  may  be  in  the  above  views  on  an  important 
subject,  and  the  Office  may  be  able  to  convince  me  that  I  have  erred 
in  some  respects,  they  have  not  been  coined  for  an  especial  purpose, 
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bat  have  been  suggested  by  experience  and  by  intimate  knowledge  of 
the  opinions  and  wants  of  inventors. 

In  conclasion  let  me  direct  the  attention  of  the  Examiner  in  charge 
to  the  recent  decision  by  the  Board  of  Examiners  in  Chief,  in  the  ease 
of  J.  8.  Mason's  application  for  a  patent  for  a  design  for  a  label,  a 
decision  which  I  am  satisfied  was  prepared  after  the  most  careful  co&> 
aideration  by  the  gentlemen  composing  that  board. 
I  am,  very  respectfully,  yours, 

IIenrt  IIowson,  Attorney  for  B.  Ileys. 


EngUik  vs.  Swedish  Iron. 

Vrom  th«  LmkIoh  BsUdor,  No.  1068.  ^ 

Experiments  of  an  important  nature  have  just  been  made  at  the 
fortress  of  Carlberg,  in  Sweden,  upon  the  respective  merits  of  armor* 
plate  made  in  England,  France,  and  Sweden.  Messrs.  John  Brown 
Jk  Go.^  of  Sheffield,  sent  two  plates,  one  12  feet  by  2  feet  6  inches,  and 
one  6  feet  by  3  feet  8  inches.  Messrs.  Petin,  Gaudit  k  Co.,  of  Lyons, 
sent  two  plates,  each  of  7  feet  6  inches  by  8  feet  8  inches.  The  Mon- 
tala  Iron-works  Company,  of  Sweden,  ^sent  two  plates  of  12  feet  by  2 
feet  6  inches,  and  one  6  feet  by  3  feet  8  inches.  All  the  plates  were 
4}  inches  in  thickness,  and  then  bolted  to  a  teak  target  backed  with 
iron  plating,  and  supported  by  a  massive  stone  pier.  The  two  upper 
plates  in  the  target  were  the  French,  and  each  was  secared  by  11  bolts. 
The  next  plate  below  was  the  longest,  Swedish,  and  this  was  secured 
by  29  bolts.  Below  this  was  a  tier  of  two  short  plates,  one  Swedish 
and  one  English,  each  secured  by  24  bolts,  and  the  lowest  plate  was  a 
long  English,  secured,  like  the  Swedish,  by  29  bolts.  Each  plate  re- 
ceived six  shots  from  the  ordinary  dS-pounder  naval  gun.  The  French 
and  Swedish  plates  broke  to  pieces,  and  the  English  plates  remained 
uniirjured  and  free  from  cracks.  The  shots  used  were  of  Swedish  iron, 
and  exhibited  great  toughness  as  compared  with  the  shots  used  in  the 
English  service — the  core  or  centre  of  the  shot,  after  striking,  being 
of  double  the  weight  of  the  core  of  the  English  shot. 

Amitf  and  Navy  QazetU, 


FRANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly  Meeting^  March  17,  1864* 

'William  Sellers,  President,  in  the  chair. 

JohnH.  Towne,   \  vice  Presidents  1 

Fnirman  Rogers,  /  ^^^^  Presidents.  Uresenfc 

Hobert  Briggs,  Corresponding  Secretary,  j 

John  F.  Eraser,  Tretsurer. 

VTaahingtoa  Jones,  Recording  Secretary. 

The  minutes  of  the  last  meeting  were  read  and  approved. 
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Letters  were  read  from  the  Royal  Oeographical  Society,  London; 
TAcademte  Royale  des  Sciences  de  Linbonne,  Portugal ;  Capt.  J.  M. 
Oiliis,  U.8.N.,  United  States  Naval  Observatory,  Washington,  D.  C. 

Donations  to  the  Library  were  received  from  the  Royal  Astronomi- 
cal Society,  the  Royal  Oeographical  Societv,  the  Society  of  Arts,  and 
the  Chemical  Society  of  London ;  TEoole  des  Mines,  Paris,  et  la  So- 
ciete  Industrtelle  de  Mulhonse,  France ;  I'Academie  Royal  des  Sci- 
ences de  Lisbonne,  Portugal ;  the  Canadian  Institute  of  Toronto,  and 
the  Natural  History  Society,  Montreal,  Canada ;  the  U.S.  Naval  Ob- 
servatory, the  Hon.  Wm.  D.  Kelley,  and  F.  Emmerick,  Esq.,  Wash- 
ington, D.C.;  the  Board  of  Water  Commissioners,  Jersey  City,  N.J.; 
the  Young  Men's  Association,  Milwaukee,  Wisconsin ;  and  from  Dr. 
T.  S.  Kirkbride,  Wm.  J.  Mullen,  Esq.,  John  P.  Whipple,  Esq  ,U.S.N., 
Prof.  John  F.  Frazer,  and  A.  M.  Spangler,  Esq.,  Philadelphia. 

The  Periodicals  received  in  exchange  for  the  Journal  of  the  Insti- 
tute, were  laid  on  the  table. 

The  Treasurer's  report  for  February  was  read. 

The  Actuary  reported  that  the  following  Standing  Committees  have 
organized  by  electing  their  chairmen  and  appointing  the  time  for  hold- 
ing their  stated  meetings. 

CommiUee.  Chairman,  Time  of  Meeting, 

On  Library,  George  Harding,  Ist  Tuesday  Evening, 

'«    Sxbibitions,  T.  Morris  Perot,  let  V^ednesday  ** 

**   Arts  and  ManufactureSi  Jobn  H.  Cooper,  Ist  Friday  •' 

<<    Cabinet  of  Minerab,  Eliaa  Wildman,  2d  Monday  ** 

««    Cabinet  of  Models,  Williftm  B.  Bemont,      2d  Monday  «' 

•*    Science  and  the  Arts,  John  C.  Crepson,  2d  Thursday  «* 

««   Meetings,  Henry  Howson,  8d  Thursday  <« 

The  Special  Committee  on  the  revision  of  the  By-Laws,  presented 
their  report,  which  was  read  and  nccepted. 

The  Special  Committee  on  the  Weights,  Measures,  and  Coinage  of 
the  United  States  reported  their  progress,  and  were  continued. 

A  Committee  appointed  by  the  Board  of  Managers,  reported  a  draft 
of  the  amendments  proposed  to  be  made  in  the  Charter  of  the  Insti- 
tute, which  was  discussed  and  several  amendments  proposed ;  when  a 
committee  was  appointed  to  prepare  an  amended  Charter  of  the  Insti- 
tute, in  accordance  with  the  memorial  just  adopted. 

On  motion,  it  was 

Resolved,  Tiiat  the  Institute  do  hereby  approve  of,  and  direct  the  President  to 
affix  and  attest  the  seal  of  this  corporation  to  the  petitions  which  have  Just  been 
read,  and  to  transmit  them  to  the  Senate  and  House  of  Representatives,  respectively, 
in  such  manner  as  he  shall  deem  proper. 

Resignations  of  membership  in  the  Institute  by  six  gentlemen,  were 
read  and  accepted. 

Candidates  for  membership  in  the  Institute  (10)  were  proposed,  and 
the  candidates  proposed  at  the  last  meeting  (6)  were  duly  elected. 

The  President  read  a  letter  from  the  Hon.  Gideon  Welles,  Secreta- 
rr  of  the  U.S.N.,  requesting  the  Institute  to  appoint  a  committee  of 
three  members  to  act  jointly  with  like  committees  to  be  appointed  by 
the  Navy  Department  and  by  the  National  Academy  of  Sciences,  to 
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eanduct,  triUieeB,  and  report  upon,  experiments  which  maj  be  agreed 

upon  by  the  commission  on  the  expansion  of  steam. 

On  motion,  the  President  was  authorized  to  appoint  the  committee 
to  act  on  the  joint  committee,  as  requested  by  the  27avy  Departmenti 
when  he  named  the  following  gentlemen,  who  were  approved: 

Committee. — Messrs.  John  H.  Towne,  J.  Yaughaa  Merrick,  and 
Bicbard  A.  Tilghman. 

Mr.  Chase  continued  the  abstract  of  his  papers  on  ^*  Tides  of  Rota« 
tion,"  and  made  some  remarks  respecting  the  alleged  connexion  be- 
tween the  variable  rate  of  the  earth's  rotation  and  the  mean  tempera- 
ture of  given  parts  of  its  surface. 

Mr,  Colburn's  inquiry  into  the  nature  of  heat  suggests  some  inte- 
resting speculations  concerning  other  efforts  of  rotation  than  those 
that  can  be  measured  by  the  barometer.  Recognising  the  impossibili- 
ty that  the  sun  should  warm  the  whole  solar  system,  as  a  simply  in- 
candescent body, — the  improbability  that  its  heat  should  result  from 
continuous  combustion,  and  the  probable  approximate  uniformity  of 
tetuperaturc  in  the  upper  regions  of  the  atmosphere^  in  summer  and 
in  winter,  by  day  and  by  night,  Mr.  Colburn  looks  for  the  principal 
sources  of  heat  to  the  earth  itself.    He  supposes,  1,  that  the  solar  at- 
traction tends  to  draw  into  closer  proximity  the  particles  of  air  on  tho 
heated  side,  and  to  separate  them  on  the  night-side  of  tho  earth,  thus 
producing  heat  of  compression,  and  cold  of  expansion.    2,  that  tho 
change  of  eastward  velocity  from  67,000  miles  per  hour  at  midnight, 
to  69,000  miles  at  noon  (%ie\  necessarily  produces  a  conversion  of 
motion  into  heat,  and  of  heat  into  motion.    And,  8,  that  if  the  earth 
is  moving  in  a  resisting  medium,  by  which  it  is  so  retarded  that  it  ap- 
proaches the  sun  at  the  rate  of  1,000,000  miles  in  8,000,000  years, 
its  *'lift"  involves  the  annual  abstraction  of  heat-force  equivalent  tO 
752,665,108,390,000  horse-power! 

•  The  third  hypothesis  has  been  often  broached;  the  indications  Of  a 
resisting  ether,  which,  as  has  been  seen,  are  furnished  by  the  hourly 
barometric  means,  may,  perhaps,  yield  the  data  for  its  final  verifica- 
tion or  rejection.  The  supposed  separating  effect  of  the  sun's  action 
in  the  most  remote  portions  of  the  atmosphere,  is  so  problematical, 
that  it  seems  hardly  deserving  of  any  consideration,  and  even  if  it  ex- 
isted, it  is  difficult  to  understand  how  it  could  produce  a  difference  of 
more  than  a  fraction  of  a  degree  in  the  range  of  the  thermometer. 
The  alternate  acceleration  and  retardation  of  orbital  velocity,  can.^ 
produce  no  accumulation  of  heat  to  supply  any  loss  that  may  arise 
from  radiation  into  space,  but  it  must  modify  the  distribution  of  heat 
throughout  the  day  in  a  manner  that  may  be  readily  calculated.  The 
available  data  are  not  sufficient  to  furnish  us  with  complete  results, 
but  they  give  curious  approximations  that  seem  to  open  .a  wide  field 
for  profitable  investigation. 

"  Sir  John  Herschell  finds  the  direct  heating  effect  of  a  vertical,  srfiv 
at  the  sea  level,  t4)  be  competent  to  melt  *00754  of  an  inch  of  ice  per^ 
minute  $  while  aecording  Co  M.  Pouillet,  the  quantity  is  -00703  of  an 
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inch/'*  Taking  tbe  mean  of  these  two  estimates  (-00728  in.),  mnlti- 
pljing  by  the  latent  heat  of  water,  (142*6*  F.)*  and  dividing  by  the 

V       ^     w   •      •    1  lu    r      *     /oQ\          k*  •   '00728X142-6 
mimber  of  cubic  ins.  in  1  lb.  of  water  (28),  we  obtain gg— == 

•087076  units  of  heat  received  per  minute  on  each  square  inch  of  the 
earth's  surface  that  is  exposed  to  a  vertical  sun.  The  weight  of  the 
aerial  column  being  15  lbs.,  and  its  ratio  of  specific  heat  -25,  the 
maximum  effect  of  the  direct  solar  rays  is  suflScient  to  heat  the  whole 

atmosphere  ,-        .  per  minute,  or  7'12®  P.  in  12  hours. 

Now,  in  consequence  of  the  earth's  rotation,  the  difference  of  atmo- 
spheric ^Mift"  between  noon  and  midnight,  is  182,836  feet  per  min- 
ute. The  average  difference  for  the  twelve  hours,  is  one-half  as  great. 
**  Bapid  rotation,  without  friction  or  resistance,  cannot  in  itself  alone 
be  regarded  as  a  cause  of  light  and  heat  ;"t  but  we  have  found  in  our 
barometric  investigations,  that  the  ratio  of  the  half-daily  velocity  of 
rotation  to  that  which  would  be  conferred  by  twelve  hours  action  of 
terrestrial  mvity,  is  *00109,  which  majr  be  regarded  as  the  modulus 
of  heat-producing  resistance.  If  we  multiply  the  average  difference  of 
lift  by  the  weight  of  the  atmosphere,  and  by  the  effective  resistance, 
dividmg  the  product  by  the  ratio  of  specific  atmospheric  heat,  and  the 
number  of  foot-pounds  raised  by  a  unit  of  heat,  we  obtain 

91168X16X-00109  ^^.oi?  .v  .  rv  .  •  .j 
-T/wy-oc =  7*74®  F.  as  the  amount  of  heat  communicated 

to  the  air  by  rotation  between  midnight^and  noon,  and  abstracted  be- 
tween noon  and  midnight. 

The  theoretical  barometric  lift  is,  as  we  have  seen,  *00219  of  the 
entire  weight  of  the  atmosphere.  Estimating  the  height  of  the  aerial 
column  when  reduced  to  uniform  surface  density,  at  24,000  feet,  the 
heat-producing  disturbance  that  is  indicated  by  the  barometer,  is  re* 
presented  by  a  lift  of  15  lbs.  on  each  square  inch  to  a  height  of 
•00219X24000  feet.  The  quarter-daily  disturbance  from  this  cause  is, 

,.       .       24000X16X-00219      .^^^ 
therefore,  ^^^-^^^^ -4.1- F. 

It  is  more  than  likely  that  each  of  these  results  will  require  import- 
ant modifications  when  the  entire  influence  of  the  several  conditions 
of  the  problem  is  better  understood.  I  have  thought  it  proper  to  pre- 
sent them  in  their  present  crudity,  in  order  to  show  the  true  points  of 
departure,  and  to  prepare  the  way  for  some  further  considerations. 

whatever  other  heat-disturbing  causes  there  may  be,  there  can  be 
little  doubt  that  the  three  we  have  just  been  considering  are  the  most 
important.  Dividing  the  astronomical  day  into  four  quadrants,  and 
j^presenting  the  solar  effect  by  8,  rotative  b^  R,  and  barometric  by 
B,  it  will  readily  be  seen  that  the  several  positive  and  negative  inflo- 
tM6s  must  be  distributed  as  follows : 

*  Tvndal,  Heat  Qoa<Ud«red  mm.  Moat  of  Motion.   K.  Y .  edit  p.  48L 
t  Dr.  J.  B.  Msjor.  ^ 
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From   Oh.  to   6h.     +        —        — 
"      6h.  to  12h.    _        _        + 
"    12h.tol8h-     —        +        _ 
"    18h.  to    0\\.     +        +         + 
The  tables  of  average  temperntare  at  any  given  place  would  there- 
fore furniah  us  with  four  equations  for  determining  the  value  of  each 
of  the  disturbing  elements,  provided  those  that  are  unknown  were  so 
insignificant  as  to  be  safely  neglected.     The  effects  of  these  unknown 
disturbances  are  confined  within  certain  limits  that  can  be  pretty  satia* 
factorily  determined. 

Our  discussion  of  the  barometric  fluctuations  demonstrated  a  ten- 
dency of  inertia  to  retard  the  effects  of  rotation,  so  that  the  mean  daily 
altitudes  are  found  nearer  to  Ih.,  7h.,  18h.,  and  19h.,  than  to  Oh.,  6h., 
12h«,  and  18h.    A  like  tendency  is  discernible  in  the  thermometer. 

There  are  three,  and  only  three,  qoadrantal  divisions  of  the  day, 
oommencing  respectively  at  Oh.,  atlh.,  and  at2h.,  for  which  we  could 
obtain  approximate  positive  values  of  S.,  R.,  and  B.  The  maximum 
solar  effect  is  deduced  from  the  first,  and  the  minimum  from  the  third 
of  these  divisions ;  while  the  maximum  rotative  and  barometric  effects 
are  exhibited  in  the  third,  and  the  minimum  in  the  first  division. 

The  nearest  average  temperatures  are  found  in  the  third  division,  as 
18  shown  below. 

Average  of  TempertUure  ai  2A.,  8A.,  14A.,  and  20A.,  and  of  the  entire  day. 


8TATI0K. 

Mean  of  the 
four  hours. 

Daily  mean. 

At  Girard  College,       . 
At  St  Helena, 

62«-l 
61«-66 

520-1 
61«-69 

The  following  table  presents  all  the  co*ordinate  positive  values  of 
8.,  R.,  and  B.,  that  can  be  obtained  from  the  Girard  College  and  St. 
Helena  means. 


Station. 

DiViniKO  AT 

0,6,12,18  h. 

1,7,18,19  h. 

2,8,14,2011. 

8.       B.        B. 

8.       B.        B. 

8.       B.       B. 

Ginid  College, 
St.  Helena,     . 

Perct. 
46-92 

26*97 

Perct. 
41-82 

42-96 

Perct. 
12-76 

81-07 

Perct. 
81-8 

16-8 

Perct 
49-6 

46-7 

Perct. 
19^ 

87-5 

Perct. 
18-8 

6-6 

Perct. 
08-2 

66-6 

Perct. 
28* 

87-8 

The  percentages  of  the  ealculated  values  correspond  very  nearly 
iRitli  the  means  of  the  earliest  Girard  College  and  St.  Helena  vidues* 
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Calculated. 

Percentage. 

Mean 

Percentage. 

1 
Limite.       I 

s, 

70.12 
7«-74 
4«1 

87-6 
40-8 
21*0 

85115 
4214 
2191 

5-6      4692 
40-8      68-2      ; 
12-76    87-8     j 

It  maj  be  inferred  from  this  comparison  that  the  rotation  element 
of  daily  heat  is  least  affected,  and  the  solar  element  most  affected  bj 
extraneous  causes  (of  which  moisture  i%  probably  the  chief) ;  that  the 
first  division  gives  the  best,  and  the  third  division  the  poorest  results; 
that  the  proportion  of  thermometric  variation  which  is  attributable  to 
rotation  is  between  *4  and  *5  of  the  average  total  daily  variation,  and 
that  the  most  difficult  element  to  determine  satisfactorily  is  S.,  which 
is  modified  by  many  local  disturbing  influences,  such  as  the  nature  of 
the  soil,  amount  of  vapor,  clouds,  altitude  of  the  sun,  &c.  &c. 

Prof,  A.  L.  Fleury  read  the  following  papers : 

I.  On  Carbonic  Acid  and  Artificial  Spring  Waters. 

It  is  only  a  few  years  since  the  value  of  Aerated  Waters — ^waters  im- 
pregnated with  Carbonic  Acid  which  holds  many  otherwise  insoluble 
substances  in  perfect  solution — has  become  better  appreciated,  and  as 
spring  and  warm  weather  will  soon  begin  to  make  their  appearance, 
I  beg  your  attention  for  a  few  moments  to  a  new  improvement  in  the 
so-called  Transportable  Fountains. 

Everything  that  tends  to  preserve  and  improve  our  health,  deserves, 
or  better  said,  should,  by  right,  be  entitled  to  our  consideration.  For 
the  last  year,  Messrs.  Schuhz  k  Walker,  188  4th  Avenue,  in  New 
York,  supplied  the  public  with  a  superior  article  of  Carbonic  Acid,  and 
Artificial  Spring  Waters,  such  as  Selters,  Vichy,  Kissingen,  Carlsbad^ 
Pullna,  Iron  Water,  Citrate  of  Magnesia,  and  others  in  the  fountains 
here  exhibited,  at  prices  varying  from  15  to  25  cents  for  contents  of 
bottle.  These  fountains  have  been  imported  from  France  at  a  great 
cost;  every  one  is  tried  with  a  pressure  of  15  atmospheres  before  it  is 
allowed  to  leave  the  factory.  Mr.  Carl  Schultx,  of  the  U.  S.  Assay 
Office  in  New  York,  remarked  to  me,  that  notwithstanding  his  numer- 
ous inquiries  he  has  not  yet  been  able  to  have  these  bottles  made  in 
this  country,  and  he  is  very  desirous  to  reduce  the  price  of  the  foun- 
tain, which  now  with  the  high  price  of  gold  is  over  $2  per  fountain. 
I  have  here  a  few  pieces  of  the  glass  of  which  the  fountains  are  com- 
posed. Carbonic  acid  has  recently  found  a  new  application  for  the 
relief  o{  goutj  and  as  a  soothing  medium  for  the  pain  produced  by  ex- 
terior inflammation.  The  greatest  caution  is  necessary,  however,  in 
its  use,  because  it  must  be  rememberedi  when  inhaled^  this  gas  is  poi- 
sonous. 

This  carbonic  acid  fountain,  by  being  used  the  upper  side  down, 
.when  the  gas  alone  without  the  liquid  escapes,  can  be  used  wherever 
a  moderate  supply  of  some  30  or  40  gallons  of  the  gas  is  required. 
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Others  gases,  as  for  instance,  oxygen,  chlorine,  &c.,  might  be  preserved 
compressed  in  these  fountains. 

II.  On  Solution  of  Iodine  and  Pyrophosphate  of  Iron. 

Mr.  E.  Fougera,  Pharmaceutist  of  the  Long  Island  College  Hospi- 
tal in  New  York,  has  forwarded  to  me  some  new  preparations.  At 
our  last  meeting  I  had  not  yet  received  the  full  details  of  these  valu- 
able preparations.  They  have  since  been  given  to  me,  and  I  beg  to 
communicate  them  to  tbe  members  of  the  Institute. 

For  his  numerous  experiments  to  dissolve  iodine  in  syrup,  he  made 
the  following  observations: 

1.  The  spontaneous  decomposition  of  iodide  of  iron  dissolved  in 
syrup)  is  arrested  at  a  certain  point,  and  goes  no  further,  even  when 
exposed  for  months  in  a  cellar,  covered  simply  by  a  cap  of  paper. 

2.  This  slightly  decomposed  syrup,  or  only  colored  with  a  small 
quantity  of  iodine,  added  on  purpose,  becomes  perfectly  white  after  a 
long  exposure  to  the  rays  of  the  sun,  or  a  moderate  heat.  But  placed 
in  the  dark,  its  amber-color  re-appears. 

The  first  fact  overthrows  the  existing  theory  of  the  decomposition 
of  the  syrup  of  iodide  of  iron,  explained  by  the  formation  of  a  protox- 
ide of  iron  and  of  hydroiodic  acid,  by  means  of  the  decomposition  of 
water  into  its  demerits,  and  the  subsequent  transformation  of  the  pro- 
toxide into  sesquioxide  of  iron  by  the  oxygen  of  the  air.  It  is  evident 
that,  if  the  decomposition  of  the  water  and  of  the  iodide  of  iron  takes 
place  in  this  way,  it  would  certainly  continue  until  all  the  iodide  of 
iron  is  decomposed,  a  circumstance  that  does  not  take  place. 

To  explain  the  second  fact,  I  asked  myself  what  became  of  the  free 
iodine;  evidently  it  could  not  combine  with  the  iodide  of  iron;  further 
we  know  that  scarcely  j^*'©^  of  iodine  will  dissolve  in  water,  to  form,  as 
Bome  chemists  maintain,  iodic  and  hydroiodic  acids.  It  remained  only 
to  ascertain  what  action  free  iodine  has  on  sugar. 

To  solve  this  question,  I  made  numerous  experiments  with  iodine  and 
syrup  of  sugar,  and  found  immediately  that  under  a  slight  and  pro- 
longed heat,  the  pulverized  metalloid  added  to  the  syrup  is  therein 
dissolved  in  all  proportions. 

Dp  to  2  grammes  of  iodine  added  to  30  grammes  of  syrup,  I  obtain- 
ed a  colorless  solution.  The  larger  the  proportion  of  the  iodine  is,  the 
more  care  is  necessary  to  take  the  syrup  from  the  bath  so  soon  as  it  is 
white.  If  further  exposed  to  heat,  the  syrup  becomes  dark,  the  sugar 
being  converted  into  caramel;  this  caramel  in  its  place,  becomes  also 
decomposed  under  generation  of  carbonic  acid,  leaving  a  light  black 
and  spongy  residuum,  which  is  partly  soluble  in  water  and  alcohol. 
Treated  with  hydrochloric  acid,  potnssa,  &c.,  this  substance  comports 
itself  like  ulmine  and  ulmic  acid.  To  construct  the  operation  to  the 
entire  decomposition  of  sugar,  the  necessary  precautions  have  to  be 
taken  to  evade  the  fracture  of  the  glass  by  the  expansion  of  the  gas, 
which  forms  itself  in  large  quantity,  especially  when  the  heat  is  some- 
what  elevated. 
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This  ioddted  syrup  has  sometimes  the  odor  of  frnit ;  it  is  acid,  aiitl« 
terable  in  the  air,  decomposed  at  100^  Centigrade,  and  contains  maeh 
gljcose.  Treated  by  re-agents  it  comports  itself  like  iodides  in  general. 

Here  are  the  facts ;  it  remains  to  give  the  theory.  Does  the  iodine 
combine  with  the  sugar,  Cj,  H„  O,,  F,  or  with  the  glycose,  C„  H,^ 
0|4  J,  as  it  does  with  starch,  G,,  H,,,  0,o,  to  form  iodides  ?  Or  does 
the  iodine  in  presence  of  sugar,  which  would  act  by  catalysis,  decora* 
pose  the  water  and  form  iodic  and  hydroiodic  acids?  Which  acids 
are  formed,  and  are  they  formed  at  the  expense  of  the  water,  or  the 
sugar  7  Bromide  acts  in  the  same  way,  only  more  rapidly. 

Chlorine  acted  on  syrup  still  more  rapidly  than  bromine.  To  water 
that  had  recently  been  saturated  with  chlorine  under  cold,  sugar  was 
added,  and  gently  heated.  In  less  than  half  an  hour,  the  chlorine  had 
disappeared  and  the  liquid  was  slightly  acid.  It  is  probable  that  the 
chlorine  was  transformed  into  hydrochloric  acid. 

The  iodated  oil  contains  8  grains  of  iodine,  1  grain  of  bromine,  and 
1  grain  of  phosphorus  to  the  pint.  It  is  prepared  as  follows :  In  4  os. 
of  iodated  syrup  are  dissolved  (in  the  cold)  in  a  mortar  8  grains 
of  iodine ;  one  pint  of  oil  is  added,  and  the  whole  well  agitated.  After 
the  liquids  have  separated  the  syrup  is  decanted.  One  grain  of  bro- 
mine is  dissolved  in  a  little  bromated  syrup,  and  added  to  the  above* 
mentioned  pint  of  iodated  syrup,  mixed,  and  the  syrup  after  standing 
decanted.  As  to  the  phosphorus,  it  is  dissolved  in  a  little  oil  at  a  gentle 
heat,  and  then  mixed  with  the  above-named  preparation.  The  whole 
is  finally  filtered. 

These  oils  have  received  the  testimonials  of  the  highest  authorities, 
and  Mr.  Fougera  deserves  the  thanks  of  the  chemist  as  well  as  of  us 
all,  for  his  communications.  This  Pi/ro phosphate  of  Iron^  ably  eluci- 
dated by  Dr.  0.  N.  Chapman,  of  this  city,  as  well  as  other  prepara- 
tions, deserve  a  wide-spread  reputation,  being  prepared  in  the  most 
careful  and  reliable  manner. 

Dr.  J.  A.  Thompson,  of  Auburn,  New  York,  presented  his  patent 
Photograph  Cabinet,  for  the  exhibit  and  preservation  of  Photographs 
and  other  Pictures.  This  cabinet  is  so  arranged  that  the  pictures  are 
readily  brought  into  view  and  exhibited  beneath  a  plain  transparent 
glass,  producing  the  full  softening  eifect  of  a  frame.  They  are  ex- 
cluded from  the  injurious  action  of  air,  light,  moisture,  dust,  and  hand- 
ling, which  are  so  necessary  in  the  preservation  of  these  delicate  pic- 
tures, that  his  cabinet  cannot  fail  to  take  its  place  among  the  usefd 
and  ornamental  inventions. 

U.  B.  Yidal's  improved  Coal  Oil  Lamp  was  exhibited.  The  wick  in 
this  lamp  is  brought  from  the  reservoir  through  a  wick-tube  of  the 
ordinary  width,  but  near  the  top  is  spread  out  to  double  that  width, 
80  as  to  give  a  flame  of  great  size  and  brilliancy. 

Mr.  John  May  exhibited  his  improved  Vertical  Submerged  Paddle 
Wheels  for  canal  boats.    The  paddles  are  contained  within  a  yertical 
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revolving  drum,  from  which  they  can  be  projected  80  as  to  strike  the 
water  on  any  side  of  the  drum  desired. 

Philip  Griffith's  Patented  Grate  Bars,  were  also  exhibited.  These 
bars  have  dove-tailcd  projections  and  recesses  at  the  sides,  so  that 
while  they  can  be  secured  firmly  together,  one  or  more  can  readily  be 
removed  by  sliding  the  bar  back  so  as  to  disengage  its  dove-tailed  pro* 
jections  from  the  recesses  in  the  bar  next  to  it. 

Mr.  H.  Howson  exhibited  the  following  articles: 

Robert  Ross'  improved  Oil  Cup,  which  has  a  central  reservoir,  and 
hollow  spindle  surmounted  by  a  cup,  so  arranged  in  respect  to  a  valve 
at  the  lower  part  of  the  reservoir,  that  on  turning  the  spindle  in  one 
direction  the  oil  will  flow  from  the  cup  into  the  reservoir,  and  on  re- 
versing the  motion  of  the  spindle,  from  the  reservoir  on  to  the  part  to 
be  lubricated. 

Shaw's  Tobacco  Pipe,  with  a  reservoir  beneath  the  bowl  for  the 
reception  of  moisture  from  the  mouth. 

S.  Winner's  Self-instructing  Scale  for  Pianos.  This  consists  of  -a 
number  of  blocks,  so  formed  that  they  may  be  readily  placed  against 
the  key-board  of  a  piano;  resting  on  the  keys  without  interfering  with 
the  action  of  the  latter.  On  the  blocks  are  painted  lines  representing 
a  musical  staff,  with  notes,  each  of  which  represents  the  key  directly 
beneath  it,  the  letter  or  name  of  the  note  being  painted  directly  below 
the  latter,  so  that  the  scholar  as  he  strikes  a  key,  may  see  at  once  its 
name  and  the  position  on  the  staff  of  the  note  designating  it. 

W.  Starkey's  improved  Lamp  Chimney.  The  lower  part  of  the 
chimney  is  of  glass,  which  is  surmounted  by  a  metallic  rim,  to  which 
is  secured  at  two  or  three  points,  a  cone-shaped  funnel.  The  connex- 
ion between  the  latter  and  the  rim  is  so  slight,  that  the  heat  imparted 
to  the  funnel  by  the  hot  gases  arising  from  the  flame  cannot  be  trans- 
mitted to  the  rim  or  the  glass,  which  is  consequently  prevented  from 
becoming  suddenly  or  unequally  heated. 

Alden's  "Chuck"  for  Lathes,  from  each  of  the  "jaws"  in  which  a 
pin  projects  into  a  curved  radiatory  groovy  in  the  face  of  a  disk;  the 
turning  of  the  disk,  in  one  direction  or  the  other,  opening  or  closing 
the  jaws. 

Specimens  of  Fire- Arms,  manufactured  by  C.  Sharps.  Also,  Sharp*8 
Self-priming  Pistol,  manufactured  by  S.  Butterfield. 

C.  Hutchinson's  Tobacco  Pipe,  in  which  a  moistened  sponge  is  ar- 
ranged between  the  bowl  and  the  opening  leading  to  the  stem,  to  cool 
th#-  smoke  before  passing  to  the  mouth. 

Specimens  of  Japanese  Paper,  which  both  In  appearance  and  texture 
bears  a  strong  resemblance  to  morocco. 

Messrs.  Altemus  &  Go/s  improved  hinged-back  Album,  in  which 
each  leaf  of  the  Album  is  secured  by  means  of  a  leather  hinge  to  the 
one  next  to  it. 
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A  Comparison  of  some  of  the  Meteorological  Phenomena  of  Mabch,  1864,  with  ihtm 
of  March,  1»63,  and  of  the  same  month  for  THiwritzv  years,  at  Philadelphia,  Pa, 
Barometer  6U  feet  above  mean  tide  in  the  Delaware  River.  Latitude  39^  57J^N^ 
Longitude  75<»  lOJ'  W.  from  Greenwich.     By  Jambs  A.  Kirkpatrick,  A.  IL 


March, 

March, 

March. 

1804. 

1803. 

for  13  years. 

Thermometer— Highest— degree,  -. 

6900« 

68-00* 

78-60» 

"                      "          date. 

Idth. 

25th. 

8d.  1861. 

*•               Warmest  day—Moan, 

48-50 

56-67 

66-00 

««                     •*           ••       date. 

18th. 

25th. 

8d,  1861. 

*•               Lowest— degree, 

20-00 

15<)0 

400 

**                     •*         date. 

22d. 

5th. 

lOtb,  1856. 

•*               Coldest  day— Mean, 

27-38 

2417 

11-50 

♦»                     "        ♦»       date,  . 

22d. 

15th. 

lOth.  1856, 

**               Hean  daily  oscillation. 

18-55 

18-81 

14-78 

««                    "        "     range,    . 

5-11 

6-47 

6-08 

««               Means  at  7  A.M.,  . 

84-85 

8229 

85-39 

2  P.  M.,   . 

45-07 

40-94 

46-54 

9  P.  M..   . 

89-08 

85-82 

40-09 

•*                   "      for  the  month, 

89-48 

86-85 

40-67 

Barometer — Highest — Inches, 

80131  in. 

80-884  in. 

80-522  in. 

"                 ♦*         date,     . 

8d. 

21st. 

8d,  18o:L 

•*          Greatest  mean  daily  press. 

80-090 

80-811 

80-445 

••                *•         date. 

8d. 

20th. 

nth,  1852. 

♦*          Lowest— Inches, 

20184 

29-422 

29-158 

•«               •*         date, 

80th. 

25th. 

17th,  1851 

<*          Least  mean  daily  press., 

29-246 

29-497 

29-246 

"               »*        date. 

30th. 

25th, 

80th,  1864. 

"           Mean  daily  ranee, 
«           Means  at  7  A.  M., 

0-176 

0-214 

0194 

29-728 

29-882 

29-841 

2  P.  M., 

29-656 

29-829 

29-784 

9  P.M., 

29-699 

29-880 

29-821 

•»                •*     for  the  month,  . 

29-698 

29-864 

29-815 

Force  of  Vapor— Greatest— Inches, 

0-361  in. 

0-445  in. 

0-549  in. 

♦*            ••              **            date,     . 

5th. 

25th. 

18th,  1859.  1 

"            "         Least — Inches, 

-064 

•050 

•023 

«•            ««              ««       date. 

20th. 

15th. 

5th,  1858. 

"            "         Means  at  7  A.  M., 

•146 

•147 

•161 

«*            "            "            2  P.  M., 

•149 

•151 

•176 

**            •*            **            9  P.  M., 

•160 

.^58 

•178 

•«            »*            •*      for  the  month, 

•152 

•150 

■172 

Relative  Humidity— Greatest— per  ct. 
•«            "                   •«            date. 

95  per  ct. 

94  per  ct. 

100  per  ct 

8Ut. 

nth. 

Otiten. 

"           «*               Least— per  ct,, 
*<            **                   •'       date,    . 

18-0 

26- 

16-0 

9th. 

27th. 

8Ut,  186a 

•«           "               Meansat7A.M., 

71-5 

75-4 

78-6 

««            ««                   ••          2  P.M., 

50-4 

66-4 

68  0 

««            "                    "           9  P.M., 

65-8 

70-2 

67-7 

"            «*                   *•  for  the  month 

62-6 

67-4 

64-8 

Clouds— Number  of  clear  days,*    . 

10 

4 

9-9 

**            **               cloudy  days,     . 
"        Meansof  sky  cov'd  at  7  A.M., 

21 

27 

21-1 

61-0  per  ct. 

61-8  per  ct 

69-9  per  ct 

•«            •«            »*      "          2  P.M., 

63-5 

72-8 

61-1 

**            «*            «•      *•          9  P.M., 

503 

65-2 

46-8 

*«            "            ««      for  the  month, 

58-8 

65-2 

6&-4 

Rain  and  melted  Snow — Amount,   . 

5-248  in. 

6-879  in. 

8-241  in. 

No.  of  days  on  which  Rain  or  Snow  fell. 

10 

16 

10-7 

Prevailing  Winds— Times  in  1000, 

N.4607'w.-221 

x87«45'w-286 

n69«16^-29( 

*  LeM  than  one-ibird  ooTered  at  tht  hours  of  obwrraUon. 
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WOOD^S     PATENT. 


NEW  FUSIBLE  METAL  AND  IMPROVED  ALLOYS; 

For  Solders,  Cements,  Plugs  for  Safety  Valves,  Thermoscopic  Tests, 
Light  Castings,  Moulds,  Dies,  Medallions,  Copying  deUcate^ 
forms,  natural  or  jirtificial,  Hermetic  Sealing,  Sil- 
vering Mirrors,  Electrotype  and  Stereo- 
type purposes,  &;c.,  &c. 


Combining  valuable  qualitieB  possessed  hf  no  other 
class  of  alloys- 


CSECUEED  BY  LETTEKS  PATENT,  March  20,  1860.) 


The  Patent  embrtcfs  the  elasi  of  Fusible  Alloys  produced  by  combinuig  Cadmium 
with  tin  and  lead,  or  with  tin,  lead,  and  bismuth,  (in  either  case,  with  or  without  the 
addition  of  mercury,)  in  the  proportions  set  forth  in  the  specification,  and  secures  to  the 
undersigned  the  use  of  cadmium  in  these  combinations  and  proportions  for  the  production 
of  seid  alloys. 

'Willing  to  allow  artisans  opportunity  to  test  the  working  qualities  of  this  class  of  al- 
loys, and  not  to  be  particular,  for  the  time,  as  to  the  source  or  manner  of  procurementt 
no  measures  have  hitherto  been  put  in  force  to  stop  infringements.  But  this  is  to  give 
notice,  that  alt  parties  or  persona  hereafter  found  in  any  way  infringing  on  the  Patent, 
will  be  proceeded  against,  wherever  found,  to  the  full  extent  of  the  Law. — Without  a 
grant  from  the  patentee,  "  //  is  an  infringement  to  make  a  patented  artieUfor  uee  or 
sale,  though  it  be  never  used  or  sold;  to  use  it,  though  made  by  anUher^  and  to  sell  it, 
whether  made  by  oneself  or  another.** — Cvbtis; 

State,  County,  Town,  Laboratory  or  Shop  rights  to  make  and  use  the  patent  fusible 
alloy f,  with  directions  for  modifications  of  the  formula  for  special  results,  are  for  sale  on 
liberal  terms. 

Samples  sufficient  for  testing  the  qualities  of  the  alloys,  fiimished  at  the  cost  of  manu- 
facture, upon  payment  of  charges.    Descriptive  circulars  sent  upon  application. 

Address  Dr.  B.  WOOD, 

Albany,  New  York, 
January  Ist,  1864. 
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PROSPECTUS 

01  tbb' 

JOURNAL  OF  THE  FRANKLIN  INSTITUTE 

Of  the  State  of  Pexmsylvanla, 
FOR  THE  PROMOTION  OP  THE  MECHANIC  ARTa 


The  Journal  of  the  Franklin  Institute  Ib  the  oldest  Periodical  in  the  United  State 
aeroted  to  tne  spread  of  information  on  subjects  connected  with  the  Mechanic  and  Maaa- 
facturing  Arts,  and  the  only  one  containing  a  complete  record  of  American  Patents  issaed 
since  its  establishment  in  January,  1826. 

The  extensive  Ibt  of  European  Exchanges  'nrhich  it  possesses,  enables  it  to  give  to  its 
readers  early  information  as  to  any  iroprovemcDts,  or  discoveries  made  in  any  part  of 
Europe,  i/rhile  it  ensures  to  articles  puNlshcd  in  its  pa^es,  a  wide  circulation  in  those 
Countries  of  the  Old  World  in  which  Mechanic  Arts  and  Manufactures  prosper. 

Among  its  correspondents  will  be  found  many  of  the  most  distinguished  artizans  sod 
scientific  men  of  our  own  Country;  and  in  it  will  be  found  the  official  accounts  of  many 
important  experimental  researches,  conducted  under  authority  of  the  Institute  or.  other 
public  bodies.  A  liberal  compensation  is  offered  by  the  Committee  for  all  original  articles 
within  its  scope;  and  manufacturing  firms  are  respectfully  solicited  to  forward  to  the 
Actuary  such  details  as  they  may  deem  suitable,  of  mechanical  processes,  machiociy 
■team  vessels,  and  other  engineering  works  in  process  of  construction. 

The  series  of  Reports  of  important  Patent  Law  cases  adjudicate'd  in  the  United  Stales 
Courts,  which  will  be  continued  by  the  able  Reporter  who  has  hitherto  furnished  them 
fbi  the  Journal ;  and  the  copious  index  of  Patents  from  1828  to  the  present  day,  which  is 
digested  semi-annually  and  arranged  chronologically,  being  the  only  complete  index  puln 
lished  regularly  during  that  period,  make  it  indispensable  as  a  book  of  reference  to  thoas 
interested  in  this  branch  or  Jurisprtidenoe.  To  Engineers  and  Ship  Builders  its  pa^es 
ofiera  record  of  the  dimensions  and  the  particulars  of  the  jperformance  of  steamers  built 
or  building  in  the  United  States  and  abroad,  of  which  tlio  value  can  be  best  appreciate 
by  those  engaged  in  the  construction  of  steam  vessels.  The  number  of  correspondents  ia 
this  department  is  large  and  rapidly  increasing. 

Artizans  and  practical  Manufacturers,  for  whose  benefit  the  Journal  is  particolarly  de> 
rigned,  require  ft  periodical  combining  sound  theory  wz*J)  reliable  information  on  subjects 
properly  belonging  to  their  several  pursuits.  In  arranging  matter  for  its  pages^  the  Editor 
and  Committee  on  Publications  are  guided  by  a  desire  to  lay  before  the  varioos  classes 
of  their  readers,  such  a  selection  as  will  be  valuable  to  them  in  their  business,  sind  tisa 
'  make  the  Journal  a  Repertory  worthy  of  preservation,  and  valuable  as  a  record  of  ths 
actual  history  of  the  Arts  in  successive  years. 

Each  number  contains  72  pages  octavo,  published  monthly,  forming  per  annum  two 
Tolumes.  of  433  piiges,  numerously  illustrated  with  fine  wood  cuts  and  engravings  on 
•teel  and  copper.    Subscription  Price,  $5  per  annum. 

In  founding  this  Journal,  the  Franklin  Institute  was  not  governed  by  any  desue  of 
pecuniary  profit,  but  solely  by  the  wish  to  give  American  Mechanics  useful  infonnaiioa 
as  to  the  progress,  both  in  this  Country  and  in  Europe,  of  the  Arts  and  the  Sciences  upon 
which  they  are  founded.  As  the  whole  income  derived  from  it  is  expended  in  its  publica- 
tion, its  further  improvement  and  illustration  must  necessarily  depend  on  obtaining  sa 
increase  of  its  subscription  list.  With  a  view  to  promote  such  improvement  and  increase 
its  self-sustaining  ability,  the  Committee  on  Publications  has  decided  to  make  a  very  con- 
siderable reduction  in  the  subscription  price  of  the  Journal,  in  such  a  manner  as  may  olfer 
an  inducemegkto  present  subscribers  to  lend  their  aid  in  obtaining  for  it  an  Inczeatied 
airculation. 

They  therefore  propose  to  forward,  free  of  po^age,  two  copies  for  one  year  to  acy 
present  subscriber  who  shall  send  the  name  of  one  new  subscriber,  and  remit  the  sum  of 
Eight  Dollars.  And,  in  like  manner,  to  forward  three  copies  to  any  subscriber  who  shall 
fend  the  names  of  two  new  subscribers  and  Ten  Dollars.  A  club  of  new  subscribers  re- 
uitting  to  the  Actuary,  Eight  Dollars,  will  be  furnished  with  two  copies  for  one  yeAr,  and 
§jt  Ten  Dollars  three  copies  for  one  year. 

Communications  and  remittances  to  be  made  to 

WILLIAM  HAMILTON,  Actt*ar^, 

Franklin  Institute,  Philadelphia 
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Iff.  W.  BALDWIN  &  Co^  PhUadelphia. 

Manufacture  LOCOMOTIVE  ENGINES  of  the  most  approved  construction,  and 
perfect  adaptation  to  all  the  variety  of  circumstances  under  which  they  can  be  usefully 
employed  ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one-half,  two-thirds, 
three-fourths,  or  the  whole  weight  for  adhesion,  as  the  grade  of  the  road,  or  business  to  be 
done,  may  render  desirable  or  necessary. 

Patterns  of  various  sizes  of  each  of  the  following  plans,  viz : 
Plan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  business  exclusively. 
"      C,  2        "  "  *«  or  Freight  business. 

»*     D,  3        »*  "       ) 

"     D,  8        ^*  *'       i  ^°^  Freight  business  exclusively. 

«     E,  4        "  "       ) 

The  D  and  E  Plans  are  particularly  adapted  to  roads  having  heavy  grades  and  abrupt 
carves.  *  The  temporary  track  connectinpr  the  Eastern  and  Western  divisions  of  the  Vir- 
ginia Central  Railroad,  havvng  grades  of  295  feet  rise  per  mile,  and  curves  of  300  feet 
radius,  has  been  successfully  worked  for  two  years  past  by  six-wheel  D  Engines  of  oui 
make. 

The  mat  trials  and  workmanship^  efficiency  and  durability,  economy  of  fuel  and  r«- 
pairs,  are  guarantied  equal  to  any  other  engines  in  use. 


LABORATORT 

FOR 

PRACTICAL  &  ANALYTICAL  CHEMISTBT, 

CHANT  STREET,  TENTH  STREET  BELOW  MARKET, 
(Rear  of  St.  Stephen's  Charch,  Philadelphia.) 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEG- 
TURES  and  PRACTICE,with  especial  reference  to  ANALYSIS,  MANUFACTURES, 
AND  MEDICINE. 

Analysis  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce  and 
manufacture. .  Opinions  given  on  chemical  questions. 

BOOTH  &  OARRETT. 

Jiuuxs  C'  Booth, 
TuovAS  U.  Gabbetv. 


THOMAS  D.  STETSON, 

Mechanical  Engineer  ami  American  and  Foreign 

FATBITT  AGENT, 

No.  5  TRYON  ROW,  N»w  Yomx. 
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TO  IRON  MANUFACTURERS-     \ 


NASMITTH'S 

Patent  Direct  Aetion  Steam  Hammer. 

{Merrick  &  Sons,  Jigsigruew.  of  the  Patent  for  the  United  States.) 
The  undesigned  call  the  attention  of  Iron  Manufacturers  to  the  Nasxttb  Patsitt  Stkax 
Hamxer,  now  so  generally  introduced  into  this  and  other  countries,  of  which  they  art 
the  assignees  and  sole  Agents  for  the  United  States.  Up  to  the  present  time  there  hare 
been  made  by  the  Patentees  in  England,  for  that  country  and  the  Continent  of  Europe,  be- 
tween two  hundred  and  fiAy  and  three  hundred  hammers,  for  Government,  Railway  Compa 
Dies,  Copper  Works,  Forges,  and  Engineering  establishments;  and  the  undersigned  hara 
made  for  this  country  upwards  of  forty,  varying  in  size  from  500  lbs.,  falling  l^it^  to  6  tons, 
falling  6  feet.  They  can,  therefore,  confidently  urge  its  merits  upon  the  trade,  and  are 
provided  with  certificates  in  its  favor  from  many  parties,  (who  have  one  or  more  in  use,) 
which  will  be  shown  upon  application. 

The  advantages  of  this  Hammer  over  all  other  forms  are  as  follows: — 
Ist,  The  Ram  falling  vertically,  the  surfaces  of  the  bitts  upon  it  and  the  anvil  are  always 
parallel,  giving  facilities  for  flattening  a  ball  or  fiaiggot  of  any  thickness;  and  the  fall  being 
far  greater  than  that  of  any  helve  hammer,  a  much  thicker  mass  may  be  placed  under, 
without  choking  it. 

2d,  The  intensity  of  the  blow  may  be  modified  instantly  by  the  attendant,  eo  aatosnt 
ihe  work;  and  the  Ram  may  in  like  manner  be  arrested  in  its  descent  at  any  point,  so  that 
it  is  more  completely  under  control  than  any  other  form  known.  ' 

3d,  It  may  be  adapted  to  any  description  of  work,  whether  for  hammering  blooms, 
making  heavy  forgings,  or  the  ordinary  light  forging^  for  machine  shops;  for  beating  cop 
per,  OT  crushing  stone,  dec.,  dec.,  The  form  of  th«  aide  frames  can  be  altered  to  suitcir 
cumstances,  so  as  to  allow  free  aecesa  on  all  sides. 

4th,  It  requires  no  Steam  Engine  to  work  it;  hence  the  friction  and  other  loeeesincideal 
to  the  ordinary  hammer  are  materially  reduced.  In  Forges  the  waste  heat  from  theliir 
naces  gives  ample  steam  to  work  it.  Every  Hammer  is  provided  with  Mtf^etiBg-aBd 
1  gearing. 

For  terms  tad  other  particitlari,  a|^ly  to 

MERRICK  db  SONS, 

Si^nithwark  Foundry ^  PkiUHi^kitu 
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PASCAL  IRON  WORKS, 

Establlntaeil  In  1831. 

ORRIS,   TASKER  tt   Co., 

MANUFACTURERS  OF 

Wrought  Irovi  Welded  Tubes, 

i-incb  to  8  inches  bore,  for  S-teax,  Gas,  Water,  &c.,  with  T's,  L*8  Stofr,  Valtis, 
^c,  with  Screw  Joints  to  suit  tubes.  MaileaUe  Iron  and  Brass  Fittings,  Glass 
Il01?rer  Tubes,  Blasting  Tubes,  &:c. 

Galvanlzea  Tubes. and  Fittings  for  water. 

Lap-ivclded  Boiler  Flues, 

I i  to  10  inches,  ouuide  diameter  cat  to  definite  lengths,  2i  feet  or  under. 

Artesian  Well  Pipes 

Of  wrought  iron,  scrc-w  coapled ;  flash  inside  and  out. 

iUo  of  Cast  Iron,  6,  8,  IQ  and  19  inches  diameter,  with  wrought  bands,  flush  inside  and 

out;  and  Pumps  for  same. 

Colls  or  Tube   For  boiling  and  evaporating  by  ^team  or  hot  water. 

Tuyere  Colls, 
For  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  specifications  sent. 
IHinble  H.e tiles.  For  sieam  boilbig  and  evaporating,  and  cooking  by  steam. 

DrylniT  Closets 

Heated  by  steam ;  Wash  Houses  and  Steam  arrangements  for  Public  Institutions  and 

Private  Dwellings. 

Warming  and  Ventilating 

Steam  apparatus  of  the  most  approved  plans,  for  Factories,  Public  Buildings,  Hotels, 
^rivate  Dwellings,  Green  Houses,  dcc«;  constructed  and  adapted  to  the  buildings  to  be 
rarmedi 

Hot  Water  Apparatus; 

TaslLer'S  Patent  Self- Regulating  Hot  Water  Apparatus,  for  Private  DwelliDgs, 
School  Houses,  Hospitals,  Green  Houses,  6lc 

Iron  &  Brass  Castings, 

of  every  description. 

Gas  Works  Castings: 

Rittorts  and  Bench  Castings  for  Coal  Gas  Works;  Street  Mains,  Bends,  Branches, 
Drips,  Lamposts,  Lanterns,  dec. 

Rosin  Gas  Apparatus, 

For  Factories,  Public  Buildings,  HospiUts  and  Private  Dwellings. 

Green  Bouse  Pipes  and  Boilers: 

1i«  Doors  and  Frames,  Hot  Water  Pipes  for  Focing  Beds,  Pineries,  Garden  Rollers,  Ae* 

CO£.IJ]ll.YS, 
Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 
BATU  TUBS, 

Binka,  Sewer  Traps,  Soil -Pans  and  Traps,  and  Water  Closet  arrangements 

SCREWING  MACHINES, 

Drill  Stocks,  Stocks  and  Dies,  Taps,  Reamers,  Drills,  Pipe  Tongs,  and  a  general 
assortment  of  Gas  and  Steam  Fitters*  Tools  and  Materials. 

yffOWLWiHf  S^utli  Finii,  between  Tasker  and  Morris  Sis., 
^ITARI&OOtJSE  &,  OFFICE,  No.  fluB  Soutb  Sd  St.,  Pbllada. 
jTSyH^F^  XOBIUB,  CHA8.  WHEELEB; 

1H08.  T.  TASJLEB,  Jr.,  ».  P.  IL  TAEKEB 

HZSBT  0.  MOBBU. 
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HEJfKY  HOWSON'S 
FHH  ADELFHIA  AGEVCT  FOR  FROGURINB  F  ATERS 

IN  THE 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE  No.  123J  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


AGENCIES  IN  LONDON,  EDINBURGH,  DUBLIN,  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIC,  BERLIN 

AND  OTHER  EUROPEAN  CITIES, 


H.  Howson  prepares  Specifications,  Drawings,  Deeds  of  Assignment,  conducts  Inter- 
ferences, Appeals,  Applications  for  Re-issues,  Extensions,  6cc.,  attends  to  the  filing  of 
Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and  also  acta  as  Consolt- 
lug  Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  suits  at  law  respecting  Patentf. 

As  H.  H.  visits  Washington  monthly,  he  is  prepared  to  take  charge  of  rejected  appli- 
cations, nnd  argue  euch  cases  before  the  Examiners  and  Commissioner,  thus  saTiog  ts 
inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington.  Iowa,  October  3,  1857.  . 
Dear  Sin : — I  take  this  occasion  to  state  to  yoa,  that  for  several  years  past  I  have  bce& 
acquainted  with  the  manner  in  which  you  have  conducted  your  business  as  Patent  Soli- 
citor. This  has  always  been  highly  creditable  to  yourself,  and  satisfactory  to  the  Patent 
OfHce.  You  understood  your  cases  well,  and  presented  them  in  that  intelligible  form  which 
generally  insured  success.  I  make  this  Certificate,  in  hopes  that  it  may  be  serviceable  to 
you  in  continuing  to  find  that  employment  in  your  profession  to  which  your  indostiy, 
intelligence,  and  courteous  bearing,  ao  justly  entitle  yoa. 

Yours,  very  truly,  CHARLES  MASON, 

To  Hxirmr  Howtov,  Esq.  Late  Commissioner  of  Patents 


DRAWING. 

THE  subscriber  would  TetpectfaUj  inform  his  friends  and  the  public,  that  he  con- 
tinues to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRA- 
PHICAL, and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WATER 
COLORS.  Day  and  Evening  Classes  at  the  office,  and  instructions  given  in  Schools  and 
Families.    Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
No.  229  North  Tenth  Street. 
1EFEBEH€E8. 
P.  P.  ROTHERMEL,  Esq.,  D.  R.  ASHTON,  Esq., 

JfiSPER  HARDING,  Esq.,  Wm.  HAMILTON,  Actuary  Fr.  i^af. 
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THHEfi  SQUARES  WEST  OF  THE  OLD  STAKD. 

B.  FRANK  PALMER, 

Surgeon-Artist  to  the  Medical  Colleges  and  Hospitals, 
Author  of  New  Bules  for  Amputations,  Inventor  of  the 
Palmer  Arm,  Leg,  &c«, 

HAS  REMOVED 

TO 

No.  1609  Chestnut  St.,  Pbiladelphia— 1609. 

This  Establishment  (erected  at  great  expense  for  the  business)  combines  every  pos- 
sible comfort  and  facility  for  Surgico-Artistic  operations. 

Tho  Proprietor  will  devote  his  personal  attention  to  the  Profession  at  this  House,  and 
construct  the  PALMER  LIMBS,  (under  the  New  Patents,)  in  unexampled  perfecfii/n* 
Thou9and9  ofihete  Limbs  are  worn,  (though  few  are  suspected,)  and  a  galaxy  of  f^old 
and  silver  medals  (My  *' First  Prizes"  won,  over  all  competition,  in  the  principal  cities 
of  the  world,)  attests  the  public  value  of  these  Inventions.  All  genuine  Hands,  Arms^ 
FttU  and  Legs  have  the  name  of  the  inventor  affixed. 

Pamphlets  which  contain  the  New  Rules  for  Amputations^  and  full  information  for 
persons  in  want  oflimbs^  sent  free  to  applicants,  by  mail  or  otherwise. 

The  attention  of  Surgeons,  Physicians,  and  ail  persons  interested,  is  most  respectfully 
solicited. 

All  former  partnershipa  have  expired  by  limitation.    Address 

B.  FBANE  PALMEB,  Surgeon-Artist, 

1609  CHESTNrT  ST.,  Pblladelphia. 


SEAMLESS   BEASS   TUBES, 

AND 

SEAMLESS  COFFER  TUBES, 


FOR 

Xiocomotive,  Marine^  &  Stationary 
Boilers, 

MANUFACTURED  BY 

AMERICAN  TUBE  WORKS, 

BOSTON,  MASS. 
JOSEPH  H.  COTTON,  Tieae.,  106  State  Street. 
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THB  GREAT  AMERICAN  AND  FOREIGN 

Patent  Agency  Offices 

OP 

MESSRS.  HUNX  &  COMFANT. 


MESSRS.  MUNN  6c  Co.,  Editors  and  Proprietors  of  the  Scienitjie  American,  are 
conducting  the  most  successful  aokstct  for  securing  the  Rights  of  iNTKXToas,  to  be 
found  in  the  United  States.  They  have  been  personally  familiar  with  the  progress  of  In- 
ventlon  and  Discovery  for  the  past  sixteen  years,  and  have  prepared  and  conducted  within 
this  period  more  Patent  cases  than  any  other  Aosncr  1:1  thi  World.  As  an  evidence 
of  the  confidence  reposed  in  their  ability  and  integrity,  ihry  may  with  propriety  refer  to 
the  extraordinary  fact  that  over  TWO  THOUSAND  PATENTS  have  issued  to  their 
clients  during  the  brief  space  of  only  TWO  YEARS;  and  during  the  same  period  they 
have  examined  through  their  efficient  Branch  Office  in  Washington  into  the  novelty  of 
about  three  thousand  Invert  tifms,  thus  affording  to  them  a  knowledge  of  the  contents 
of  the  Patent  Oifics  unrivalled  by  any  existing  agency.  Not  only  this,  but  more  than 
one-half  of  all  the  Patents  secured  bv  American  citizens  in  European  countries  are  taken 
.through  MUNN  &  CO.'S  AGENCIES  IN  LONDON,  PARIS,  BRUSSELS,  BER- 
LIN, AND  VIENNA. 

A  Manual  of  Advice  How  to  Secviib  Amiricait  akd  Fokxtok  Patcstts, 
will  be  sent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  A.  Co.*s  prin- 
cipal Offices  in  New  York  are  removed  from  128  Fulton  St.  to  (he  spacious  rooms  in  the 
new  Park  Buildings,  Nos.  37  Park  Row,  eastern  side  of  the  City  Hall  Park,  and  145 
Nassau  St.,  where  all  communications  should  be  addressed,  and  where  Inventors  are  cor- 
dially invited  to  call  whenever  they  visit  the  cily.  Their  Branch  Office  in  Washington 
City  is  on  the  corner  of  F  and  Seventh  Sts.,  directly  opposite  the  Patent  Office.  Munn 
&  Co.  refer  by  permission  to  Hon.  J.  Holt,  Hon.  C.  Mason,  and  Hon.  W.  D.  Bishop, 
Ex-Commissioners  of  Patents,  and  to  over  Txy  Thousand  Inventors  in  the  United 
States  whose  papers  have  been  prepared  and  prosecuted  through  their  Agency. 
Address 

MUNN  &  CO., 

No.  37  Park  Row,  Mew  York  City. 


JOSEPH  K.  WHILLDIN, 

dVIIi  AKD  MECHANIOAIi  ENOIKEER, 

(OfnoK;  Lighthouse  Board) 

WASHINGTON,  D.  C. 


SAMUEL   McELROY, 
CIVIL    ENGINEER. 

•  Surveys  and  Plans  made  in  all  departments  of  Construction.    Special 
attention  paid  to  Water  Works,  with  or  vrithout  pumping  supply. 


Addbus 
Box  t36,  P.  e.,  Brooklyn. 
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The  Etfdrostatic  Trough.  , 

By  De  Volson  Wood,  Prof,  C.  E.  University  of  Michigan. 

Pboblsm.— If  a  perfectly  flexible  and  ineztensible  trough  hare  its 
edges  firmly  fixed  in  a  horizontal  plane,  and  filled  with  a  heavy  floid^ 
it  is  required  to  find  the  equation  of  a  transverse  section. 

Or,  the  problem  may  be  stated  in  the  follow- 
ing way : 

If  a  perfectly  flexible  and  inextensible  arc, 
MBC,  Fig.  1,  be  fixed  at  its  ends,  M  and  o,  and 
filled  with  a  heavy  fluid ;  it  is  required  to  find  its 
form  under  the  pressure  of  the  fluid.  This  I  call 
**  A  Hydrostatic  Trough ''  in  distinction  from  the 
**  Hydrostatic  Arch  "  oinfea-Villaroeaux. 

The  problem  which  i  have  proposed  is  that 
of  a  normally  pressed  arc.  But  few  problems 
of  such  curves  have,  to  my  knowledge,  ever  been 
solved.  The  first  one  is  verj  simple,  being  that  of 
a  ring  placed  horizontally  under  a  fluid,  in  which 
case  the  curve  is  a  circle ;  the  second  is  the 
**  Hydrostatic  Arch  "  of  Von  Villarceaux,  in  which  the  arch  is  placed 
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under  a  fluid  so  that  the  crown  will  be  at  a  finite  distance  from  the 
surface  of  the  fluid.  The  third  was  investigated  for  a  suspension  bridge, 
by  Mr.  Robinson,  and  is  published  in  the  September  Number  of  this 
Journal  for  1868.  In  the  following  article  I  shall  inyestigate  the 
fourth  one. 

I  will  first  inyestigate  the  general  equations  applicable  to  normally 
pressed  arcs. 

'Let/{xyyjZf)  be  the  equation  of  the  curve  referred  to  rectangular 
co-ordinates, 
T,  the  tension  at  any  point, 
x,T,Zy  the  components  of  the  impressed  forces  on  a  unit  of  length  of 
the  curve, 
d8  an  element  of  the  arc. 
Then,  xds,  Yds,  zds,  are  the  components  on  an  element  of  length. 

dx 
T  ;T-is  the  component  of  t  on  the  axis  of  x^  and 

dx 
d  (t — )  is  the  component  of  the  tension  on  ds  due  to  the  impressed 

forces  on  the  element,  consequently  equal  xds;  similarly  for  the  others. 
dx 


•Yds 


'('!) 


dz\         , 
•  zds 


<4)- 


(1) 


These  equations  are  applicable  to  any  curve  in  which  the  forces  are 
continuous  functions  of  the  co-ordinates.  But  in  a  normally  pressed  arc 
T  M  constant ;  for  it  cannot  vary  unless  there  be  a  tangential  compo- 
nent of  the  applied  forces  ;  but  there  can  be  no  tangential  component 
when  they  are  all  normal. 

Observing  this,  squaring  and  adding,  and  we  have 

'■[(4:)"+(4)'+(4)"]=<-'+''+^-)^  •  (^ 

Let 
/t>=radius  of  curvature  at  point,  (a:,y,25,) 
p  3=  applied  force  on  a  unit  of  length,  and  equation  (2)  becomes 

.•.p=H.  .  .  (8) 

P 
Hence,  the  applied  force  on  each  unit  of  length  will  be  inversely  as 
the  radius  of  curvature. 
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In  Fig.  1,  let 

D  =  AB  =  total  depth  of  the  trough, 
/>Q  =  the  radius  of  curvature  at  the  lowest  point, 
i=z  angle  "scik  which  the  tangent  at  any  point  makes  with 

the  axis  x^ 
to  =  the  value  of  i  at  the  superior  element, 
«>= weight  of  unit  of  volume  of  the  fluid. 

Take  the  origin  at  A,  the  middle  point  of  the  span ;  x  horizontal,  and 
y  vertical. 

Since  the  pressure  of  a  fluid  is  proportional  to  its  depth,  we  have 

P  =  tt;y ;  nence  from  (3)  we  have 
T  =  wyp  for  any  point,  and 
T  =  wdPq  for  the  lowest  point. 
wyp  =  wJ>pQ.  .  .  ;  (4) 

•■•        ""^P^^^  •  •  •  (5) 

Hence  the  radius  of  curvature  at  any  point  is  inversely  as  the  distance 
of  the  pomt  below  the  surface  of  the  fluid ;  hence  at  the  upper  end  it 
is  infinite. 

The  second  member  of  (4)  is  constant ;  hence  it  is  the  equation  of 
sn  hyperbola  referred  to  its  asymptotes,  in  which  p  is  the  abscissa  and 
y  the  corresponding  ordinate. 

Substituting  the  value  of  the  radius  of  curvature  in  (5),  and  we  have 

"^\         dx^J     dx*      Dp^ 
The  first  integral  is 

<^+gr'-4'°  •     •     •  («) 

In  the  second  integral  I  find  that  the  mintis  sign  before  the  paren- 
thesis gives  an  imaginary  result ;  hence  we  use  the  plus  sign  only. 

dv 
Observing  that  -^  =  0  for  y^D,  and  (6)  gires 


c=l- 


2flo-P 


For  y  —  0,  t-  to  and  f  1  +  ^)      -  cos.  i^. 

i  «  2/>o— P«  1_  JL  ■•  "        (a\ 


«««•-"  -2^-  — 2^' 


i? 


D 


1 — COS.  »o     4  sin*  J  ^,' 
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Hence  if  i ^  =       Of  />o  =  ^ 

»o  >    90^  />o  <  i  i> 
«o  <    90^  />o  >  i  D 
/Oq^^  D  is  the  limit  of  p^  in  the  direction  of  its  smallest  valae,  but 
a  limit  it  can  never  reach  unless  t  is  infinite ;  for  the  vertical  compo- 
nent of  T  at  the  upper  end  must  sustain  one-half  the  fluid;  or 

wj  X  dy^'i  sin.  i^.  .  .  .  (10) 

but  for  to»180%  sin.  to"*0  .*.  t  must  be  infinite  if  the  firstnumber  is 
finite. 

Some  of  the  preceding  expressions  may  be  deduced  in  a  more  ele- 
mentary way :  thus,  the  total  horizontal  pressure  of  the  fluid  must 
equal  the  tension  at^the  lowest  point,  together  with  the  horizontal  com- 
ponent at  the  upper  end ;  or  more  generally,  the  horizontal  components 
in  one  direction  must  equal  those  in  the  opposite  direction.  The  hori- 
zontal pressure  of  the  fluid  is  ^  t^  d'  :  the  horizontal  component  of  the 
tension  at  the  upper  end  is  T  cos.  i^^  and  is  negative  when  the  angle  is 
obtuse.    We  have  then 

J  «^D««T — T  COS.  t^. 

.^^    jj^D^^      .  :  :       (11) 

1  —  COS.  %Q  ^     ' 

Let  yi^EHnthe  vertical  tangent  ordinate. 

The  horizontal  pressure  between  y,  and  D  equals  the  tension  at  the 
lowest  point. 

.-.  ^  w  {p^—y,*)-^T^wi>p^.  .  .  (12) 

.•.yi-l/i>'  — 2d/>o-  •  •  •  (13) 

Eliminating  between  (11),  (12),  and  (13),  and  we  find, 

/>o"»i — ^  which  is  the  same  as  (9). 

^°     1  —  cos.  Iq  ^  ^ 

If  f ^  a  90®  Equation  (11)  gives  T  ■■  J  WD» 

and  "  (9)     «    />o- i  i>,     and  this 

in  «  (13)     «    y,-.  0,        and  this 

in  "  (12)     «    T  -  J  WD«  as  before. 

If  Iq  is  less  than  90%  we  have 

j^  «;  d"  +  T  oos.  fo«»T. 

•'.  T-«  c-5 ;-.  which  is  the  same  as  (11). 

1 COS.  «Q  ^     ' 

Kow  returning  the  difierential  expression  we  observe  that  (6)  gives 
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To  find  where  a?  is  a  maximum,  make  -r-— 1  in  (14)  or  ^  ■■ 

0  in  (12) ;  in  either  case  we  find 

y— y^— i/d( 2p  +Dy)  which  is  the  same  as  (13), 

Equations  (14)  and  (15)  may  be  integrated  by  means  of  elliptic  func< 
tions.     Substitute  the  value  of  o  and  make  * 

c'^^^ain\0.\Bm.0=iJ—.  .  .    (16) 

ya-i>  cos.  f  .•.  dtfmm  — D  siu.  ydy.  •  '.       (17) 

These  in  (14)  give 

—  2  /)q  d"  sin.  ipdf 
l/j}^p^i  —  (2  D  />o  —  n'  -T-  d"  cos.'  f  )■ 
Make  cos.*  f  nl  —  sin.'  f,  develop  and  reduce,  and  we  find 
/^       —  2  /)^  d"  sin.  fd<p 

J  V*  />o  D*  (1  —  ^  sin.'  ip)  sm,'  f 

The  substitutions  in  (15)  will  give 

9—  [d  (2  Po — p)  +  p  COB.'  y]  ^  y 

X 


i—A — ""• 


— 2l/^ 


L>/i     "  --  • 


4/>o 


sm.    f  _ 


d  f 


By  adding  and  subtracting  1  to  the  numerator,  it  may  be  put  under 
the  following  form,  viz : 

The  complete  integral  of  (18)  is 

The  general  integral  of  (19)  is 

in  which  we  compute  the  arc  from  the  lowest  joint.  I  have  changed  the 
sign  of  a;,  for  the  curve  is  symmetrical  with  the  axisy  ;  and  hence  the 
positive  value  will  equal  the  negative  one. 

*  See  Legendre'B  Fonctions  Elliptique,  Chap.  III. 
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For  the  half  span  AC,  ire  hare  from  (17)  and  (21^ 

Equation  (21)  is  the  equation  of  the  curye,  and  by  means  of  it  and 
(17)  it  may  be  constructed.  We  see  that  the  form  is  independent  ox 
the  weight  of  the  fluid. 

In  problems  of  this  kind  the  data  would  naturally  be  the  length  of 
arc  and  span,  but  with  such  data  the  problem  can  only  be  solved  bj 
8ucces8iv,e  approximations ;  for  c,  which  is  a  function  of  d  in  (21),  can- 
not be  found  explicitly.  But  if  d  and  p^  are  known  we  may  obtain  a 
direct  solution. 

16 
Por  example,  let  p^mm  —-d. 

Then  from  (16)  emmnn.O^i  .\  0—6P  3^ 

In  the  second  volume  of  Legendre*s  Fonettone  Mliptiquey  Table 

Tin,  we  find  for  5-61  ^^  that  "P     -2-18666. 

^y)  X  l(e,) 

Hence  the  total  length  is 

2  s-2  V  —  D«  X  2-18566-  2-52912  d. 

From  the  same  table  we  find 

j;^(61|^^)  -.1.20106. 

Then  (20)  gives  2x«-6*2474  d 
for  the  total  span  at  the  upper  end. 

To  construct  the  curve,  we  will  call  0* 
(21)  and  (17)  and  Table  IX,  we  find 
for    f    =      0^  y    ' 

^    =    20**  y    : 

^    =    400  y    : 

f)    =    50^  y    : 

^    =    63«  y    : 

^    =    64^  y    : 

f      =       65°  y      : 

^    =    70°  y    : 

f    =    90°     •         y    '. 
By  means  of  these  values,  I  have  constructed  Fig.  1. 
For  the  maximum  abscissa  we  have  from  (13)  yi  ■■  4  ^^  V 17  *"  0'5890  o, 
which  in  (17)*  gives  <p  —  53°  54',  which  agrees  well  with  the  table  above. 
Ibis  value  of  ^  in  (21)  will  give  x. 
For  the  inclination  at  the  upper  end  we  have  from  (8),  t^,— 111®  18'. 

For  the  tensioDi  (4)  gives  ^  ■■  zn  "^  !>*• 


• 

• 

(28) 

,11  (?-6r. 

From  equations 

1000  D 

X  = 

0-000 

0  940  D 

X  = 

0.190  b 

0-766  D 

X  = 

0-825  D 

0  648  » 

X  = 

0-854  p 

0-602  D 

X  = 

0-857  9 

0-587  D 

X  = 

0-S61  » 

0-574  D 

X  = 

0-860  D 

0-842  D 

X  = 

0-808  P 

0  000  D 

X  = 

0-125  B 
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For  the  total  weight  of  the  flaid,  we  have  2  t  Bin.  t=  -r^wL^Y^ 

0-93789;  hence  the  total  area  of  the  curve  is  |g-D«xO-9S789, 

Fig.  2  is  the  curve  when  the  npper  ends  are  verti- 
cal. 

Suppose  />°=  \  i> ;  then  we  will  have  f  =  90°,  and 
this  in  (21)  gives  x  =  — oo  ;  hence  the  axis  of  z  is  an 
asymptote  to  the  curve,  as  shown  in  Fig.  8. 

To  find  p^  when  the  upper  ends    ^^^^^^ 
terminate  in  the  origin.    For  this  z 
and  y  are  sero,  and  (21)  gives 

i  T?     ^  T?i      ^^^^  which  e  must  be  found.  Table  VIII,  in  Le- 
gendre,  gives  c=  sin.  66®  18'  nearly,  and  observing  that  e  = 
iv—  and  we  find 

Pq  =0*808  d  nearly. 
To  find  the  evolutt  of  the  curve. 
Let  Xj  and  y^  be  the  co-ordinates  of  the  evolute.  Then  we  readily  find 
—  fl:j= —  X  +  p  sin.  t. 
y,=     y  —  p  cos.  t. 

which  combined  with  the  preceding  equations  so  as  to  eliminate  x^  y, 
/7,  and  t,  will  give  the  equation  of  the  evolute. 

The  question  naturally  arises  whether  this  principle  is  applicable  to 
fihells  filled  with  a  fluid,  and  if  so  it  may  give  important  information 
on  the  construction  of  jugs  and  bottles.  Conceive  a  shell  to  be  gene- 
rated by  the  revolution  of  one  of  these  curves  about  the  axis  of  y : 
the  shell  generated  will  be  of  uniform  thickness.  Now,  intersect  this 
shell  with  a  plane  through  the  axis  of  y,  and  examine  the  pressure 
along  this  intersection.  We  at  once  see  that  the  pressure  is  greatest  at 
the  lowest  point,  but  the  thickness  is  uniform  and  hence  does  not  ful- 
fill the  conditions. 

If  we  suppose  that  the  total  resisting  surface  in  all  horizontal  inter- 
secting planes  in  the  same,  we  meet  with  a  similar  difficulty,  for  then  the 
shell  would  be  thinner  (if  in  the  form  of  a  jug)  below  the  middle  of  the 
depth  than  at  the  top,  but  the  pressure  would  be  greater  at  the  latter 
than  at  the  former  point.  In  the  case  of  bottles  we  must  consider  the 
strain  in  difierent  planes ;  hence  our  investigation  gives  no  light  upon 
their  proper  construction. 

In  the  early  part  of  this  article  I  intimated  that  but  few  curves  of 
normally  pressed  arcs  have  been  investigated  ;  but  it  may  be  well  to 
add  that  if  a  string  be  drawn  upon  (or  around)  a  perfectly  smooth 
curved  surface  the  tension  will  be  constant  and  the  pressure  normal; 
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but  in  this  case  the  curve  is  known  it  priori.  Such  curves  are  called 
Geodesic^  and  their  form  depends  upon  that  of  the  surface  about  which 
they  are  drawn. 


The  Actual  State  of  the  Works  on  the  Mont  Cenis  Tunnel^  and  De- 
icription  of  the  Machinery  Employed.  By  Thomas  Sopwith,  Jr. 

From  the  Lond.  Cir.  Eog.  and  Arch.  Jour.,  March,  1861. 

This  tunnel  would  form  the  completing  link  of  the  Victor  Emmanuel 
Bailway,  and  be  the  means  of  putting  France  and  Italy  in  direct  rail- 
way communication.  The  railway  on  the  French  side  was  already 
opened  to  St.  Michael  in  Savoy,  and  on  the  Italian  side  to  Susa  in  Pied- 
mont. When  the  whole  line  was  completed  the  mails  and  traffic  with 
India  might  perhaps  be  advantageously  transferred  from  Marseilles  to 
Bome  Italian  port,  as  the  Mediterranean  Sea  transit  would  thus  be 
materially  shortened. 

During  the  last  twenty  years,  many  routes  had  been  surveyed  and 
recommended  for  crossing  the  great  barrier  of  the  Alps.  Of  these, 
that  by  the  Mont  Cenis  was  generally  considered  the  most  feasible  ; 
and  that  it  was  only  a  question,  whether  the  mountain  should  be  crossed 
by  a  series  of  inclines,  or  whether  a  tunnel  should  be  made.  In  1857, 
Messrs.  Sommeiller,  Grandis,  and  Grattoni,  brought  before  public  no- 
tice a  new  system  of  boring  by  machinery,  instead  of  by  hand  labor. 
A  government  commission  was  appointed  to  report  upon  it,  and  to  see 
if  it  could  be  applied  to  the  boring  of  the  tunnel  under  Mont  Cenis. 
Their  report  was  favorable,  and  M.  Sommeiller  and  his  partners 
were  shortly  afterwards  charged  with  the  execution  of  the  work. 

The  ends  only  were  available  for  attack,  it  being  impossible,  as  wag 
known  from  the  first  to  sink  shafts.  It  was  feared  that  the  ventilation 
would  seriously  retard,  or  altogether  prevent,  the  completion  of  the 
tunnel :  but  this  fear  was  uncalled  for,  as  the  artificial  ventilation  of 
collieries  overcame  greater  natural  difficulties,  and  the  ventilating  cur- 
rent passed  through  a  longer  distance,  than  could  possibly  be  required 
in  this  tunnel.  M.  Sommeiller  also  proposed  to  use  compressed  air 
for  driving  the  machinery,  and  calculated  that  on  its  escape,  a  volume 
of  fresh  air  would  be  supplied  adequate  to  the  requirements  of  the 
workmen.  The  tunnel  at  the  Modane,  or  French  side,  was  of  the  fol- 
lowing dimensions  : — 25  ft.  8^  ins.  wide  at  the  base,  26  ft.  2f  ins.  wide 
at  the  broadest  part,  and  24  ft.  7  ins.  in  height ;  the  arch  being  a  semi- 
circle nearly.  At  Bardonnfeche,  the  height  was  increased  llf  inches. 
The  exact  length  between  the  ends  was  7*5932  miles.  The  present  ends 
would  not  be  the  permanent  entrances,  as  it  was  intended  that  a  curved 
gallery  should  leave  the  tunnel  at  the  north  side,  415  yards  from  the 
end,  and  at  the  south  side,  277  yards. 

At  Modane,  the  tunnel,  was  built  entirely  with  stone ;  at  Bardon- 
nfeche,  for  the  greater  part,  the  side  walls  only  were  of  stone,  and  the 
remainder  of  brick.  The  Bardonn&che  end  was  434  feet  higher  thau 
that  at  Modane.  For  one-half  the  length  of  the  tunnel,  therefore,  from 
Modane  to  the  middle,  the  gradient  would  be  1  in  45^;  the  other  side 
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being  driven  with  only  sufficient  fall,  1  in  2000,  to  allow  of  the  water 
escaping. 

When  the  tunnel  was  complete,  it  was  expected  that  there  would  he 
a  constant  current  of  air  from  the  north  to  the  south  ;  the  latter  was 
not  only  the  higher  end,  but  the  air  was  more  rarified  and  exposed  to 
the  heat  of  the  sun,  whilst  the  entrance  at  Modane,  was  under  the 
shade  of  the  mountain. 

The  establishment  consisted  at  each  end,  of  machinery  for  compress- 
ing the  air,  workshops  for  making  and  repairing  the  machinery, 
offices,  storehouses,  residences  for  the  engineers,  and  barracks  for  the 
workmen.  At  Modane,  the  entrance  of  the  tunnel  was  828  feet  above 
the  bottom  of  the  valley,  where  the  workshops  were  placed,  with  which 
there  was  a  communication  by  means  of  an  inclined  plane,  worked  by 
a  water  balance. 

Different  systems  of  tunneling  by  machinery  had  been  tried  in 
England ;  amongst  others  one  by  Captain  Penrice,  B.  E.,  in  which  it 
was  intended  to  drive  a  gallery  about  4^  feet  diameter,  and,  by  means 
of  repeated  blows  from  a  heavy  frame  loaded  with  knives,  to  reduce 
the  whole  of  the  excavated  materials  to  small  chippings  and  dust.  It 
seemed,  however,  to  the  author,  that  any  system  of  tunneling  must  be 
deficient,  which  did  not  make  so  cheap  and  readily  applicable  a  power 
as  gunpowder  available ;  and  that  by  the  trituration  of  the  rook  to 
such  small  particles  as  in  Captain  Penrice's  system,  a  great  amount  of 
work  was  unnecessarily  performed. 

In  M.  Sommeiller's  system,  whilst  machinery  was  employed  for 
accelerating  the  progress  usually  made  by  hand  labor,  gunpowder  was 
abo  available.  Ue  had  6ucce.eded  in  producing  a  compact  machine, 
not  weighing  more  than  6cwt.,  which  could  pierce  a  common  bore-hole, 
about  1^  ins.  diameter,  and  8  feet  deep,  into  a  rock  in  twenty  minutes, 
where  two  miners  would  have  required  two  hours.  Further,  he  had 
arranged  a  movable  support  capable  of  carrying  eleven  such  machines, 
any  one  of  which  could  be  worked  at  almost  any  angle,  and  of  allow- 
ing the  free  action  of  each,  in  a  gallery  10  feet  square.  This  support 
could  be  removed  when  it  was  necessary  to  explode  the  holes  bored  by 
the  machines.  The  machine  was  of  very  ingenious  construction.  It 
consisted  of  two  parts : — one,  a  cylinder  for  propelling  the  borer  against 
the  rock ;  the  second,  a  rotary  engine  for  working  the  valve  of  the 
striking  cylinder,  turning  the  borer  on  its  axis  at  each  successive 
stroke,  and  advancing,  or  retiring,  the  striking  cylinder  as  occasion 
required.  It  gave  250  blows  per  minute.  The  effective  pressure  on 
the  piston  in  striking  was  216  lbs.;  the  length  of  the  stroke  was  from 
2  inches  to  7^  inches.  Although  simplified  as  much  as  possible,  the 
nature  of  the  work  the  machines  performed  was  so  severe,  that  they 
were  liable  to  frequent  derangement,  and  a  large  stock  was  kept  on 
band.  The  cost  of  each  machine  was  about  £80.  The  compressed  air 
was  used  at  a  pressure  of  five  atmospheres  above  atmospheric  pressure, 
and  was  conveyed  to  the  ^'  fore-head  *'  of  the  advanced  gallery  by  a 
pipe  7f  inches  diameter.     The  advanced  gallery  was  the  only  place 
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where  the  machines  vere  used ;  the  enlarging  of  the  tannel  to  the  fall 
size,  walling,  &c.,  were  performed  by  manual  labor. 

The  system  of  working  was  to  bore  about  eighty  holes  in  the  fore- 
head of  the  advanced  gallery.  The  frame  and  machines  were  then 
withdrawn,  and  a  set  of  men  charged  and  fired  the  holes  ;  afterwards 
replaced  by  another  set  to  remove  the  deblais.  The  division  of  time 
amongst  the  different  classes  of  labor  was  very  variable.  It  might  how- 
ever, be  averaged  as 

From  6  to  8  hours  for  the  machinists, 

(I    IJ  "  2      ♦*      for  char^in^  and  firing,  and 
«*    8    "  6      "     for  removing  tho  deblaia. 

Thus  there  were  almost  two  complete  shifts  every  twenty-four  hours. 
An  alignment  was  made  about  once  in  three  months,  from  an  observa- 
tory at  each  end.    As  yet  no  error  had  been  detected. 

Three  or  four  large  holes,  each  about  4  inches  diameter,  were  bored 
near  the  centre  of  the  fore-head.  These  were  not  charged  and  exploded, 
their  purpose  being  to  weaken  the  surrounding  rock.  The  remainder 
were  charged,  those  adjoining  the  centre  being  first  fired,  and  the  re- 
sult of  these  explosions  was  a  cavity.  The  remaining  holes  were  then 
exploded  from  this  cavity  outwards. 

The  workmen  were  industrious  under  circumstances  which  required 

more  than  ordinary  perseverance.     A  premium  on  their  wages  was 

given  for  more  than  a  certain  advancement  per  day.     At  the  time  of 

the  author's  visit,  one  metre  per  day  was  the  standard.  For  a  progress 

of 

1^  metre  per  day  •  .  1  ^^  day 's  wages  was  paid, 

li       "        **     •*  .  «  ji        <«        •«        «t 

ly'ff      «        "      ••  •  •  lyV       "        "        " 

1^    "      •<    «  .  •         li      "      «      •* 

This  scale  was  subject  to  adjustment  every  fortnight. 

The  d6blai8  resulting  from  the  explosion  of  the  eighty  holes  was  re- 
moved in  small  wagons.  Its  removal  was  well  organized,  and  consider- 
ing the  circumstances,  quickly  effected.  It  would  be  much  accelerated, 
if  it  was  possible  to  construct  an  iron  frame,  strong  enough  to  be 
placed  close  to  the  fore-head  at  the  time  of  the  explosion,  and  receive 
without  injury  the  products  of  explosion,  which  could  be  removed  en 
massej  or  nearly  so. 

Two  descriptions  of  machines  for  compressing  air  were  in  use, — one 
on  the  hydraulic  ram  principle,  the  other  resembling  a  pump.  In  the 
first,  the  water  was  admitted,  with  a  pressure  of  85^  feet,  into  a  column 
or  vessel,  containing  air,  about  14  feet  high  and  2  feet  in  diameter. 
The  water  by  its  momentum  rushed  up  the  column,  compressed  the 
volume  of  air,  and  forced  it  through  a  valve  into  a  reservoir.  The  pres- 
sure valve  being  closed,  the  exhaust  valve  was  opened  and  the  water 
fell  in  the  column  at  the  same  time,  its  place  was  taken  by  air,  and 
the  machine  became  ready  for  another  stroke.  This  machine  made  2^ 
strokes  per  minute,  and  was  capable  of  supplying  about  20  cubic  feet 
of  air,  compressed  to  five  atmospheres  per  minute.  The  other  machine 
consisted  of  a  horizontal  pump  and  two  vertical  branches.  The  piston 
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was  snrrounded  by  water,  which  rose  and  fell  alternately  in  two  columns : 
when  it  rose,' compressing  the  air,  and  forcing  it  through  the  outlet 
yalve ;  and  when  it  fell,  creating  a  vacuum,  which  was  filled  by  air  at 
atmospheric  pressure. 

The  tunnel,  on  the  30th  June,  1863,  had  been  driven  (including  the 
advanced  gallery)  at  Modane  1092*25  metres,  and  at  Bardonn^che 
145000  metres.  The  advancement  in  June  last,  at  Modane,  was  at 
the  rate  of  4-719  feet  per  day.  At  this  rate  of  progress  at  both  ends, 
the  tunnel  would  be  finished  in  9  years  2^  months  from  that  time.  It 
was  not,  however,  too  much  to  expect  a  progress  of  two  metres  per 
day  at  each  end,  seeing  that  machines  had  only  been  in  use  at  Bardon- 
neche  about  two  years  and  a  half,  and  at  Modane  half  a  year.  A 
great  part  of  that  time  had  been  taken  up  in  experiments,  and  the  men 
were  not  thoroughly  habituated,  as  yet,  to  the  manipulation  of  the 
machines.  The  machines  were  sdso  being  much  improved.  With  an 
average  rate  of  2  metres  per  day,  from  June  30th,  1863,  6  years  and 
7  months  would  be  required  for  the  completion  of  the  tunnel,  as  com- 
pared with  26  years  3  months  by  hand-labor,  at  1*655  feet  per  day 
at  each  end,  the  average  rate  of  progress  previous  to  the  introduction 
of  the  machinery.  The  machinery  in  use  at  Mont  Cenis  was  made  for 
the  greater  part  at  Seraing,  near  Liege^  M.  Sommeiller  confidently 
expected,  an  advancement  of  three  metres  per  day  at  each  end.  If 
that  were  the  average  from  June  30th,  1863,  the  work  would  be  com- 
pleted in  4  years  8^  months  from  that  time. 

In  the  advanced  gallery  at  Modane,  the  number  of  workmen  em- 
ployed during  the  twenty-four  hours  was  a  follows  :— • 

88  machinists,  in  two  sets  of  44  each. 
9  chargers  in  one  set. 
80  laborers  for  removing  the  ddblais,  in  one  set 

127 

844  men  were  also  engaged  in  enlarging  and  walling,  giving  a  total  employed 
underground  of — 


471,  and  including  blacksmiths,  stone-dressers,  and  other  laborers  at  the  surface, 
there  were  emplo^^ed  at  the  tunnel,  .  .  .        700 

*   Mechanics,  brakesmen,  &c.,  in  the  workshops,  machinery,  &c.  .        240 

Occasional  laborers,  •  •  .  •  .        200 

Or  a  total  at  Modane  of  .  .  .  .1140 

At  Bardonniche  the  number  was  greater ;  1200  to  1400  being  gene- 
rally employed,  giving  a  total  of  2540  on  the  works. 

The  result  of  a  rough  comparison  was  to  show  that  in  the  present 
deyelopment  of  the  Sommeiller  system,  an  advancement  three  times 
quicker  than  by  hand-labor  might  be  effected,  but  at  about  two  and  a 
half  times  the  cost ;  judging  rather  of  places  where  it  might  be  gene- 
rally applied  than  by  Mont  Cenis  only.  The  proportion  of  two  and 
a  half  to  one  increase  of  cost,  referred  only  to  what  was  known  as 
mining  charges  in  the  advanced  gallery,  i.  6.,  wages,  tools,  candles,  and 
gunpowder.  This  proportion  was  notably  diminished  in  the  case  of  a 
railway  tunnel,  where  enlarging,  timbering,  walling,  laying  of  rails, 
kc.y  irere  charges  common  to  both  systems.    In  the  case  of  a  tunnel, 
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through  rock,  costing  when  completed  £80  per  yard,  the  two  syBtcnw 
might  compare  as  follows  : — an  increased  advancement  in  favor  of  ma- 
chinery of  3  to  1,  at  an  increased  cost  of  4  to  8. 

The  ventilation  was  good  in  the  advanced  gallery,  the  exhaust  air 
from  the  machines  afforded  an  ample  supply.  During  the  time  of  ex- 
ploding the  holes,  a  jet  of  air  was  left  open.  Further  back,  where  the 
men  were  employed  in  enlarging  the  tunnel,  the  ventilation  was  insuf- 
ficient. The  tunnel  was  therefore  being  divided  with  a  horizontal 
brattice, — the  upper  section  being  in  communication  with  the  chimney 
on  the  mountain  side.  The  air  was  intended  to  pass  along  the  under-side 
of  this  division,  and  then  return  by  the  upper  part,  which  had  an  arei 
of  7  square  metres. 

The  works  were  now  performed  at  the  charge  of  the  Italian  Govern- 
ment. On  their  completion  the  French  Government  was  to  payX760, 
000  for  that  portion  of  the  tunnel  situated  in  its  territory — one-half 
the  entire  length — together  with  a  premium  of  £20,000  for  each  year 
by  which  a  term  of  25  years  counting  from  January  Ist,  1862  was  re- 
duced. This  premium  would  be  increased  to  £24,000  for  each  year  by 
which  a  term  of  15  years  was  reduced,  counting  from  the  same  time. 
In  addition,  the  French  Government  would  pay  interest  at  five  per 
cent,  per  annum  on  such  portion  of  the  tunnel  as  was  finished.  If, 
however,  the  Italian  Government  did  not  complete  the  work  within 
twenty-five  years  from  the  time  of  making  the  agreement,  or  if  they 
renounced  the  works  before  that  time,  the  French  Government  was  ah- 
solved  from  further  payment.  If  the  works  were  finished,  as  there  was 
every  reason  to  suppose  they  would  be,  in  ten  years  from  June  SOth, 
1863,  the  French  Government  would  pay  £1,287,000  for  the  construc- 
tion of  one-half  of  the  tunnel,  or  at  the  rate  of  £210  per  metre. 

Proc  Inst.  QtU  Sng^  Vbb.  Ifl;  19U. 


Locomotive  Improvement 

Prom  the  London  HecbuUciP  Magaiine,  Sept.,  1808. 

Sir  : — Much  has  already  been  done  to  increase  the  heating  surface 
of  steam  boilers,  but  I  think  a  further  improvement  may  be  effected 
by  increasing  the  surface  in  contact  with  the  water,  without  a  further 
increase  of  the  absorbent  surface. 

^  It  is  pretty  generally  known  that  flanges 
^  cast  on  air  warming  apparatus,  as  applied 
^  by  the  London  Warming  and  Ventilating 
f  Company,  greatly  increase  the  effect  of 
^  such  apparatus,  the  cause  being  that  a 

>  greater  surface  of  heated  metal  is  in  cob- 

>  tact  with  the  air.  I  think,  therefore,  that 

>  if  the  metallic  surface  of  tubes,  flues,  &e., 
^  of  boilers,  in  contact  with  the  water,  be 
^  increased  in  area,  an  increase  of  evapora- 
tion will  ensue.  This  may  be  effected  in  several  ways,  varying  with 
the  form  of  boiler ;  but,  in  the  case  of  locomotive  boilers,  the  two  modes 
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shown  in  the  accompanying  sectional  diagrams,  might  be  found  most 
simple  and  effective. 

Keither  the  thickness  or  the  weight  of  the  tubes  need  be  much,  if  at 
all,  increased.  T.  Mor. 

CUrroBsVlHii,  Sept,  4,  1863 

JEzperiment9  to  determine  the  effects  of  Impact  Vibratory  Action^  and 
a  Long-continued  change  of  load  on  Wrought  Iron  Girdere.  By 
William  Faibbaikn,  LL.I).,  F.R,S, 

From  tii0  London  Artisan.  April,  1864. 

The  following  is  an  abstract  of  Mr,  Fairbairn's  communication.  The 
author  observed  that  the  experiments  which  were  undertaken,  nearly 
twenty  years  ago,  to  determine  the  strength  and  form  of  the  Tubular 
Bridges  which  now  span  the  Conway  and  Menai  Straits,  led  to  the 
adoption  of  certain  forms  of  girder,  such  as  the  tubular,  the  plate,  and 
the  lattice-girder,  and  other  forms  founded  on  the  principle  developed 
in  the  construction  of  these  bridges.  It  was  at  first  designed  that  the 
ultimate  strength  of  these  structures  should  be  six  times  the  heaviest 
load  that  could  ever  be  laid  upon  them,  after  deducting  half  the  weight 
of  the  tubes.  This  was  considered  a  fair  margin  of  strength ;  but  subse- 
quent considerations,  such  as  generally  attend  a  new  principle  of  con- 
struction with  an  untried  material,  showed  the  expediency  of  increasing 
it ;  and  instead  of  the  ultimate  strength  being  six  times,  it  was  in  some 
instances  increased  to  eight  times  the  weight  of  the  greatest  load. 

The  proved  stability  of  these  bridges  gave  increased  confidence  to 
the  engineer  and  the  public,  and  for  several  years  the  resistance  of  six 
times  the  heaviest  load  was  considered  an  amply  sufficient  provision 
of  strength. 

But  a  general  demand  soon  arose  for  wrought  iron  bridges,  and 
many  were  made  without  due  regard  to  first  principles,  or  to  the  law 
of  proportion  necessary  to  be  observed  in  the  sectional  areas  of  the  top 
and  bottom  flanges,  so  clearly  and  satisfactorily  shown  in  the  early  ex- 
periments. The  result  of  this  was  the  construction  of  weak  bridges, 
many  of  them  so  ill-proportioned  in  the  distribution  of  the  material  as 
to  be  almost  at  the  point  of  rupture  with  little  more  than  double  the 
permanent  load.  The  evil  was  enhanced  by  the  erroneous  system  of 
contractors  tendering  by  weight,  which  led  to  the  introduction  of  bad 
iron,  and  in  many  cases  equally  bad  workmanship. 

The  deficiencies  and  break-downs  which  in  this  way  followed  the 
first  successful  application  of  wrought  iron  to  the  building  of  bridges, 
led  to  doubts  and  fears  as  to  their  security.  Ultimately  it  was  decided 
by  the  Board  of  Trade  that  in  wrought  iron  bridges  the  strain  with  the 
heayiest  load  should  not  exceed  5  tons  per  square  inch ;  but  on  what 
principle  this  standard  was  established  does  not  appear. 

The  requirement  of  5  tons  per  square  inch  did  not  appear  sufficient- 
ly definite  to  secure  in  all  cases  the  best  form  of  construction.  It  is 
well-known  that  the  power  of  resistance  to  strain  in  wrought  iron  are 
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widely  different,  according  as  we  apply  a  force  of  tension  or  compres* 
sion ;  it  is  even  possible  so  to  disproportion  the  top  and  bottom  areas 
of  a  wrought  iron  girder  calculated  to  support  six  times  the  rolling 
load,  as  to  cause  it  to  yield  with  little  more  than  half  the  uUimate 
strain  or  10  tons  on  the  square  inch.  For  example,  in  wrought  iron 
girders  with  solid  tops,  it  requires  the  sectional  area  in  the  top  to  be 
nearly  double  that  of  the  bottom  to  equalize  the  two  forces  of  tension 
and  compression  ;  and  unless  these  proportions  are  strictly  adhered  to 
in  the  construction,  the  5-ton  strain  per  square  inch  is  a  fallacy  which 
may  lead  to  dangerous  errors.  Again,  it  was  ascertained  from  direct 
experiment  that  double  the  quantity  of  material  in  the  top  of  a  wrought 
iron  girder  was  not  the  most  effective  form  for  resisting  compression^ 
On  the  contrary,  it  was  found  that  little  more  than  half  the  sectional 
area  of  the  top,  when  converted  into  rectangular  cells,  was  equivalent 
in  its  powers  of  resistance  to  double  the  area  when  formed  of  a  solid  top 
plate.  This  discovery  was  of  great  value  in  the  construction  of  tubes 
and  girders  of  wide  span,  as  the  weight  of  the  structure  itself  (which 
increases  as  the  cubes,  and  the  strength  only  as  the  squares)  forms  an 
important  part  of  the  load  to  which  it  is  subjected.  On  this  question 
it  is  evident  that  the  requirements  of  a  strain  not  exceeding  5  tons 

S>er  square  inch  cannot  be  applied  in  both  cases,  and  the  rule  is  there- 
ore  ambiguous  as  regards  its  application  to  different  forms  of  struc- 
ture. In  that  rule,  moreover,  there  is  nothing  said  about  the  dead 
weight  of  the  bridge ;  and  we  are  not  informed  whether  the  breaking 
weight  is  to  be  so  many  times  the  applied  weight  plus  the  multiple  of 
the  load,  or,  in  other  words,  whether  it  includes  or  is  exclusive  of  the 
weight  of  the  bridge  itself. 

These  data  are  wanting  in  the  railway  instructions ;  and  until  some 
fixed  principle  of  construction  is  determined  upon,  accompanied  by  a 
standard  measure  of  strength,  it  is  in  vain  to  look  for  any  satisfactory  re- 
sults in  the  erection  of  road  and  railway  bridges  composed  entirely  of 
wrought  iron. 

The  author  was  led  to  inquire  into  this  subject  with  more  than  or- 
dinary care,  not  only  on  account  of  the  imperfect  state  of  our  know- 
ledge, but  from  the  want  of  definite  instructions.  In  the  following  ex- 
perimental researches  he  has  endeavored  to  ascertain  the  extent  to 
which  a  bridge  or  girder  of  wrought  iron  may  be  strained  without  in- 
jury to  its  ultimate  powers  of  resistance,  or  the  exact  amount  of  load 
to  which  a  bridge  may  be  subjected  without  endangering  its  safety — 
in  other  words,  to  determine  the  fractional  strain  of  its  estimated  pow- 
ers of  resistance. 

To  arrive  at  correct  results  and  to  imitate  as  nearly  as  possible  the 
strain  to  which  bridges  are  subjected  by  the  passage  of  heavy  trains,  the 
apparatus  specially  prepared  for  the  experiments  was  designed  to  lower 
the  load  quickly  upon  the  beam  in  the  first  instance,  and  next  to  pro- 
duce a  considerable  amount  of  vibration,  as  the  large  lever  with  its 
load  and  shackle  was-  left  suspended  upon  it^  and  the  apparatus  was 
sufficiently  elastic  for  that  purpose. 
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The  girder  subjected  to  vibration  in  these  experiments  was  a  wrought 
iron  plate  beam  of  20  ft.  clear  span,  and  the  following  dimensions  :-^ 


Area  of  top,               .               .               , 

4*80  square  inches 

Area  of  bottom, 

240 

Area  of  vertical  web. 

1-90           « 

Total  sectional  area, 

8-60            « 

Depth, 

16  inches. 

•Weight, 

Breaking-weight  ("calculated J, 

7  cwt.  3  qrs. 

12  tons. 

The  beam  having  been  loaded  with  6643  lbs.,  equivalent  to  one- 
fourth  of  the  ultimate  breaking- weight,  the  experiments  commenced  as 
follows : — 

HxpzBiMEKT  I. — Experiment  on  a  wrought  iron  beam  with  a  changing  load  e^iva- 
lent  to  one-fourth  of  the  breaking-weight. 


Bate. 

Number  of 

changes  of 

Load. 

Deflection 

produced  by 

Load. 

Bemarks. 

1860. 
March  21, 
April  7, 
Mayl, 
May  14, 

0 

202,890 
449,280 
596,790 

0-17 
0-17 
0-16 
0-16 

Strap  loose  on  the  24th  March. 
Strap  broken  on  the  20th  April. 

The  beam  having  undergone  about  half  a  million  changes  of  load 
by  working  continuously  for  two  months  night  and  day,  at  the  rate  of 
about  eight  changes  per  minute,  without  producing  any  visible  altera- 
tion, the  load  was  increased  from  one-fourth  to  two-sevenths  of  the 
statical  breaking- weight,  and  the  experiments  were  proceeded  with  till 
the  number  of  changes  of  load  reached  a  million* 

iExPEBiMSNT  II. — Experiment  on  the  same  beam  with  a  load  equivalent  to  two- 
sevenths  of  the  breaking-weight,  or  nearly  8}  tons. 


Date. 

Number  of 

changes  of 

Load. 

Deflection 
in  inches. 

Bemarks, 

1860. 

- 

May  14, 

0 

0-22 

In  this  experiment  the  number 

May  22, 

85,820 

0-22 

of  changes  of  load  is  counted 

June    9, 

230,460 

0.21 

from  0,  although  the  beam  had 
already  undergone  696,790 
changes,  as  shown  in  the  pre- 
ceding Table. 

Juno  26, 

408,210 

0-28     1 

The  beam  had  now  suffered  one 
million  changes  of  load. 

After  the  beam  had  thus  sustained  one  million  changes  of  load  with- 
out apparent  alteration,  the  load  was  increased  to  10,486  lbs.,  or  fths 
of  the  breaking-weight,  and  the  machinery  again  put  in  motion.  With 
this  additional  weight  the  deflections  were  increased,  with  a  permanent 
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-23  to  '85  in.,  and  after  sustaining  5175  cliangeB, 


set  of  '05  in.,  from 

the  beam  broke  by  tension  at  a  short  distance  from  the  middle.  It  is 
satisfactory  here  to  observe  that  during  the  whole  of  the  1,005,175 
changes  none  of  the  rivets  were  loosened  or  broken. 

The  beam  broken  in  the  preceding  experiment  was  repaired  by  re- 
placing the  broken  angle-irons  on  each  side,  and  putting  a  patch  over 
the  broken  plate  equal  in  area  to  the  plate  itself.  A  weight  of  3  tons 
was  placed  on  the  beam  thus  repaired,  equivalent  to  one-fourth  of  the 
breaking- weight,  and  the  experiments  were  continued  as  before. 

EXPSBIMENT   III. 


Date. 

Number  of 

changes  of 

Load. 

Deflection 
in  inches. 

Permanent 
set  in 
inches. 

Remarks. 

1860/ 

August  9, 

168 

•          • 

. 

The  load  during  these  changes 
was  equivalent  to  10,500  lbs., 
or  4-6876  tons  at  the  centre. 

With  this  weight  the  beam  took 
a  large  but  unmeasured  set 

August  11, 

12,960 

During  these  changes  the  load 

August  13, 

24,900 

0-22 

T 

in  the  beam  was  8025  lbs.,  oi 

August  13, 

26,900 

0-18 

0 

3-68  tons. 

December  1, 

768,100 

0-18 

001 

Load  reduced  to   2-96  tons,  of 

180)1. 

Jth  the  breaking- weight. 

March  2, 

1,602,000 

0-18 

0-01 

May  4, 

2,110,000 

0-17 

0-01 

September  4, 

2,727,754 

0-17 

001 

October  16, 

3,160,000 

017 

0-01 

At  this  point,  the  beam  having  sustained  upwards  of  8,000,000 
changes  of  load  without  any  increase  of  the  permanent  set,  it  was  as- 
sumed that  it  might  have  continued  to  bear  alternate  changes  to  any 
extent  with  the  same  tenacity  of  resistance  as  exhibited  in  the  fore- 
going Table.  It  was  then  determined  to^  increase  the  load  from  one- 
fourth  to  one-third  of  the  breaking-weight ;  and  accordingly  4  tons 
were  laid  on,  which  increased  the  deflection  to  '20 

SXPEBIMSNT  IV. 


Date. 


Number  of  Deflection 

changes  of  in  inches. 

Load. 


1861. 
October  18, 
November  18, 
Ducember  18, 

1862. 
January  9, 


0 
126,000 
237,000 

818.000 


0-20 
0-20 
0-20 


Permanent 
set  in 
inches. 


Remarks. 


r  Broke  by  tension  across  the 
\     bottom  web. 


Collecting  the  foregoing  series  of  experiments^  we  obtain  the  follow- 
ing summary  of  results : — 
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SlTMHABT  OF  KbsULTS. 


Weight 

Number  Strain 

Strain 

on 

of 

per 

per 

Deflec- 

C«M 

Date. 

middle 

changes 

square 

square 

tion, 

RemarkB. 

O 

of  the 

of  Load. 

inch 

inch 

m 

O 

beam 

on  bot- 

on top. 

inches. 

in  tons. 

tom. 

1 

From  March 

21  to  May 

2- 

596,790 

4-62 

2-68 

•17 

14,  1860, 

2 

Prom  May 

14  to  June 

18-50 

403,210 

6-46 

8-06 

•28 

26,  1860, 

3 

From   July 

1 

f 

Broke  by  tension  a  sbozt 

26  to  July      U-68 

6,175 

7-81 

4  08 

•35] 

distance  from  the  cen- 

28. 1860,       ) 

^ 

tre  of  the  beam. 

Beam    Kepaibed. 

4 

Aug.  9,1860, 

4-68 

168 

7-31 

4-08 

The  apparatus  was  acci- 

6 

Aug.ll  &  12, 

3-68 

25,742 

8-59 

312 

•22 

dentally  set  in  mo- 

6 

From    Aug. 

tion. 

18, 1860,  to 

[2-96 

8,124,100 

4-62 

2-58 

•18 

Oct  16, 1861, 

r 

Broke  by  tension  as  be- 

7 

From  Oct. 

fore,  close  to  the  plate 

18,  1861,  to 

4-00 

818,000 

6-25 

8-48 

•20" 

riveted  over  the  pre- 

Jan. 9, 1862, 

J 

I 

vious  fracture. 

From  these  experiments  it  is  evident  that  wrought  iron  girders  of 
ordinary  constrnction  are  not  safe  when  submitted  to  violent  dis- 
turbances equivalent  to  one-third  the  weight  that  would  break  them* 
Thejy  however,  exhibit  wonderful  tenacity  when  subjected  to  the  same 
treatment  with  one-fourth  the  load  ;  and  assuming  therefore  that  an 
iron  girder  bridge  will  bear  with  this  load  12,000,000  changes  without 
injury,  it  is  clear  that  it  would  require  828  years  at  the  rate  of  100 
changes  per  day  before  its  security  was  affected.  It  would,  however, 
be  dangerous  to  risk  a  load  of  one-third  the  breaking-weight  upon 
bridges  of  this  description,  as,  according  to  the  last  experiment,  the 
beam  broke  with  313,000  changes ;  or  a  period  of  eight  years,  at  the 
same  rate  as  before,  would  be  sufficient  to  break  it.  It  is  more  than 
probable  that  the  beam  had  been  injured  by  the  previous  8,000,000 
changes  to  which  it  had  been  subjected;  and  assuming  this  to  be  true, 
it  would  follow  that  the  beam  was  undergoing  a  gradual  deterioration 
which  must  sometime,  however  remote,  have  terminated  in  fracture. 


A  Bridge  over  the  Straits  ofMemna. 

From  the  Load.  Pntctkal  MaohMte'i  JottrMJ,  May,  1864. 

According  to  the  Italian  journals,  it  is  in  contemplation  to  unite  Sicily 
to  the  main  land  by  a  bridge.  The  bridge  proposed  would  be  a  suspen- 
sion one,  on  a  new  system,  the  chains  being  of  cast  steel,  and  strong 
enough  to  support  the  weight  of  several  rauway  trains. 
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Compressed  Asphalte. 

Trom  the  Loud.  Meehaolca*  Magaxine,  April,  1864. 

At  a  recent  meeting,  M.  Malo  read  a  very  interesting  paper,  "  On 
Compressed  Asphalte  as  a  material  for  roads/'  before  the  Society  of 
Civil  Engineers,  at  Paris.  After  referring  to  the  defects  inherent  in 
all  the  old  systems  of  paving  adopted  in  the  French  capital,  M.  Malo 
treated  of  the  attempts  which  had  from  time  to  time  been  made  to  sub- 
stitute something  better.  Of  all  the  systems  tried,  however,  he  stated 
that  but  one  had  borne  the  requisite  tests,  and  that  after  a  trying 
novitiate,  extending  over  a  period  of  ten  years,  compressed  asphalte 
now  took  a  place  as  a  powerful  rival  to  ordinary  stone  paving  and  Mac- 
adam. 

The  asphalte  employed  for  the  works  already  executed  in  Paris  is  a 
pure  carbonate  of  lime,  naturally  impregnated  with  from  six  to  ten 
per  cent,  of  bitumen.  The  rock  is  quarried  in  regular  beds,  four  to 
seven  yards  thick,  at  Seyssel  (Ain),  Val  de  Travers  (canton  de  Neuf- 
chatel),  and  in  several  other  places  in  the  Jura.  At  a  temperature 
equivalent  to  that  of  boiling  water,  the  bitumen  softens  so  much  that 
the  stone  crumbles  to  powder  ;  if  now  this  powder,  while  still  hot,  be 
powerfully  compressed,  it  will  form  masses  possessing,  when  cold,  an 
amount  of  hardness  equal  to  that  of  the  unquarried  rock,  and  it  is  this 
peculiar  property  which  has  been  somewhat  recently  applied  on  an  ex- 
tended scale,  to  the  formation  of  roadways  in  Paris. 

M.  Malo  stated  that  the  crude  asphalte  is  first  broken  by  mechani- 
cal means  into  small  pieces,  then  reduced  to  powder,  and  subsequently 
placed  in  large  iron  cauldrons,  wherein  it  is  heated  to  about  140  de- 
grees Cent.  While  thus  hot  it  is  carried  quickly  in  suitable  ladles,  to 
the  locality  where  it  is  to  be  employed.  The  proper  curved  form  which 
the  finished  road  is  intended  to  assume  has  been  previously  imparted 
to  a  bed  of  concrete  {Beton\  on  which  the  hot  asphalte,  in  powder,  be 
it  observed — for  the  pressure  is  needed  to  make  it  agglomerate — is 
spread,  and  carefully  rammed,  with  heated  cast  iron  rammers,  into  a 
solid  sheet,  so  to  speak.  Three  heavy  rollers  are  then  passed  succes- 
sively over  the  gradually  hardening  roadway.  The  first  weighs  about 
5  cwt.,  the  second  1  ton,  and  the  third  roller  about  2  tons  5  cwt.  By 
this  means  the  stratum  of  asphalte  is  reduced  to  a  uniform  thickness, 
fixed  in  Paris  at  four  centimetres.  Two  or  three  hours  after  the  pas- 
sage of  the  last  roller  the  material  has  become  so  far  cooled  and  con- 
solidated that  traffic  can  be  freely  resumed  on  its  surface. 

In  1860,  one  year  after  the  discovery  of  this  process,  M.  Darcy,  in- 
spector general  of  roads,  proposed  its  application  to  a  portion  of  the 
boulevards  ;  but  it  was  not  until  1854  that  the  first  piece  of  compress- 
ed asphalte  pavement  was  put  down,  in  the  Rue  Berg^re,  under  the 
superintendence  of  MM.  Homberg,  chief  engineer,  and  Vaudry,  engin- 
eer in  ordinary  in  the  municipal  service.  In  1854  we  find  that  about 
700  or  800  metres  only  of  the  new  roadway  were  in  existence.  In  1858 
the  area  had  increasea,  to  8000  metres,  and  now  it  is  more  tbim  100,- 
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000  metres,  without  including  many  large  court-yards,  for  Trbich  the 
new  pavement  has  been  selected,  less  for  the  sake  of  solidity  than  for 
the  absence  of  noise  which  follows  on  its  use.  As  in  all  other  new 
things,  M.  Malo  stated,  that  many  mistakes  were  made  at  first,  many 
mishaps  met  with,  and  dfficulties  overcome.  We  will  mention  a  few 
of  the  more  important. 

The  first  essential  was  obviously  to  discover  a  good  method  of  pre- 
paring the  material.  After  months  of  labor  and  care  this  object  seemed 
as  far  from  being  obtained  as  ever.  Then  followed  the  difficulties  of 
application,  and  in  this  department  the  experiments  conducted  in  the 
Rue  Neuve  Petits  Champs  were  fertile  in  instruction.  The  asphalte 
used  was  hard  and  unmanageable ;  the  season  far  advanced,  and  it 
was  a  matter  of  some  difficulty  to  procure  a  dry  surface  of  concrete 
for  the  asphalte  to  rest  on.  The  moisture  was  evaporated  by  the  heat, 
and,  pervading  the  mass,  prevented  the  efficient  agglomeration  of  its 
particles.  Worst  of  all,  the  concrete  itself  reposed  on  soil  recently 
disturbed  in  the  formation  of  a  sewer,  and  the  settlement  which  followed, 
as  a  matter  of  course,  led  to  the  rupture  of  the  bed  of  asphalte.  Ulti- 
mately all  these  obstacles  were  oyercome,  and  M.  Malo  states  the  ad- 
vantages of  the  new  roadway  as  follows: — It  produces  neither  mud  nor 
dust ;  the  annual  wear  equalling  only  one  millimetre,  once  it  has  be- 
come thoroughly  consolidated  by  the  passage  of  vehicles.  It  is  almost 
perfectly  noiseless— no  trifling  advantage,  be  it  remarked.  What  would 
not  wc  dwellers  in  London  give  for  a  noiseless  pavement  ?  The  labor 
of  horses  is  materially  lessened  on  the  compressed  asphalte,  as  com- 

Sared  with  stone  paving  or  Macadam ;  a  fact  disputed,  however,  by 
L  Tresca,  a  gentleman  who  has  conducted  a  valuable  series  of  experi- 
ments on  the  tractive  resistances  of  various  roads.  The  expense  of 
maintaining  wheel  carriages  in  repair  is  considerably  reduced  by  the 
suppression  of  ruts  and  jolting.  M.  Malo  stated  the  saving  at  8,500,000 
francs,  supposing  all  Paris  asphalted,  yearly;  and,  lastly,  the  absence 
of  vibration  tends  to  the  durability  of  the  houses  on  either  side.  In 
opposition,  it  has  been  urged  that  the  new  pavement  is  too  slippery  for 
smoothly  shod  carriage  and  saddle  horses  [ahevauxde  Luxe).  Accord- 
ing to  M.  Malo,  this  inconvenience  is  never  experienced  unless  the  cur- 
vature of  the  roadway  is  exaggerated,  or  on  steep  hills.  This  has  been 
verified  by  experience.  It  was  found  that  one  horse  in  1308  fell  in 
passing  through  the  Rue  de  Sfeze,  which  is  paved,  and  but  one  in  1409 
in  passing  through  the  Rue  Neuve  des  Capucin,  which  is  asphalted. 
Sometimes,  however,  the  surface  is  rendered  slippery  by  the  presence 
of  foreign  substances  dropped  in  traffic.  A  simple  washing  removes 
the  eviL  The  same  end  may  be  attained  by  means  of  a  slight  sprink- 
ling of  sand. 

M.  Malo  estimated  the  cost  of  the  different  roadways  used  in  Paris, 
at  the  following  rates  per  square  metre  : — 

Material.  Formation.  Annual  Maintenance. 

Compressed  Asphalte 

and  Concrete,  15  f.  1  f.  25  c. 

Pavement  of  Belgian 

Porphyry,  10  f.  to  22  t  0  f.  50  c.  to  1  f.  50  c. 

Macadam,  7  f .  2f.  40  c.  to8f. 
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M.  Malo  concluded  by  stating  that  all  the  Jura  district,  from  the 
department  of  the  Bas  Rhine  to  Savoy,  abounds  in  asphalte,  so  that 
no  fears  need  be  entertained  of  exhausting  the  supply  by  extending 
the  application  of  the  material. 


Cement  for  Steam  Joints^  ^c. 

Froin  the  London  Bnilder,  No.  1073. 

Plumbago  has  recently  been  introduced  as  the  basis  of  a  cement  for 
steam-joints,  and  the  general  metallic  connexions  of  the  engineer.  It 
is  composed  of  six  parts  of  plumbago,  three  of  slacked  lime,  eight  of 
sulphate  of  baryta,  and  three  of  boiled  linseed  oil.  This  compound, 
it  is  said,  secures  a  perfectly  air  and  steam-tight  joint,  much  superior 
to  that  obtained  by  the  use  of  red  lead. 


Heeistaneei  to  Bodies  passing  through  Water.   By  Mr.  G.  H.  Phipps. 

[Bead  before  the  Insti.  of  Civil  Eng.,  March  8  and  16, 1864.] 
From  the  London  Mechonios*  Magasine,  March,  J864. 

These  resistances  comprised  the  plus  resistance,  or  that  concerned 
in  moving  out  of  the  way  the  fluid  in  advance  of  the  body ;  the  minus 
resistance,  or  the  diminution  of  the  statical  pressure  behind  any  body 
when  put  into  a  state  of  motion  in  a  fluid ;  and  the  frictional  resistance 
of  the  surface  of  the  body  in  contact  with  the  water. 

The  plus  resistance  of  a  plane  surface  one  foot  area^  moving  at  right 
angles  to  itself  in  sea  water,  was  considered  to  be 

B= — g^ -f  and  the  minus  resistance  was  one-half  the  plus  resistance* 

For  planes  moving  in  directions  not  at  right  angles  to  themseIveS| 
theoretical  resistances  were,  for  the  plus  pressure — 

a        ,        s64-2t;* 

s  =  -s  •  and  B  = — 7^ 

the  minus  pressure  being  one-half  the  above;  where  R  was  tbe  resist- 
ance of  the  inclined  plane ;  a,  the  area  of  the  projection  of  the  inclined 
plane  upon  a  plane  at  right  angles  to  the  direction  of  motion;  r,  the  ratio 
of  the  areas  of  the  projected  and  the  inclined  planes ;  and  s,  the  area  of 
a  square-acting  plane  of  equivalent  resistance  with  the  inclined  plane. 

But,  besides  these  theoretical  resistances,  the  experiments  of  Beaafoy 
showed,  that  when  the  inclined  planes  were  of  moderate  length  only, 
the  plus  resistance  was  considerably  in  excess  of  the  above ;  ao  that 
when  the  slant  lengths  of  the  planes  were  to  their  bases  in  the  propor- 
tion of  2  to  1,  3  to  1,  4  to  1,  and  6  to  1, 
the  actual  resistances  exceeded  the  theoretical,  as 

1-1  to  1,     1-98  to  1,     8-24  to  1,     and  6-95  to  1. 

The  author  proposed  a  method  of  approximating  to  these  additional 
resistances,  by  adding  the  constant  fraction  |th  of  a  square  foot  for 
every  foot  in  depth  of  the  plane,  to  the  quantity  s  previously  deter* 
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mined,  ^hich  empirical  method  he  found  to  agree  nearlj  with  the  re- 
salts  of  Beaufoy's  experiments. 

The  resistances  of  curved  surfaces,  such  as  the  bows  of  ships,  were 
adverted  to,  the  method  of  treating  them  being  to  divide  the  depth  bf 
immersion  into  several  horizontal  layers^  and  then  again  into  a  number 
of  straight  portions,  and  to  deal  with  each  portion  as  a  separate  de- 
tached plane,  according  to  the  preceding  rules. 

The  question  of  friction  was  then  considered.  The  experiments  of 
Beaufoy  were  referred  to,  giving  0*389  H>s-  per  square  foot  as  the  co- 
efficient of  friction  for  a  planed  and  painted  surface  of  fir,  moved 
through  the  water  at  10  feet  per  second,  the  law  of  increase  being 
nearly  as  the  squares  of  the  velocities,  viz :  the  1*949  power.  The 
author  was,  however,  of  opinion  that  a  surer  practical  guide  for  deter- 
mining the  co-efficient  of  friction  would  be,  by  considering  all  the  data 
and  circumstances  of  a  steamship  of  modern  construction,  moving 
through  the  water  at  any  given  speed.  The  actual  indicated  horse- 
power of  the  engines  being  given,  the  slip  of  the  paddles  being  known, 
and  the  friction  and  other  losses  of  power  approximated  to,  it  was  clear 
that  the  portion  of  the  power  necessary  to  overcome  the  resistance  of 
the  vessel  might  be  easily  deduced.  j3y  determining  approximately, 
by  the  preceding  rules,  the  amounts  of  the  plus,  the  minus,  and  the 
additional  head  resistances,  and  deducting  them  from  the  total  resist- 
ance, the  remainder  would  be  the  resistance  due  to  the  friction  of  the 
durface.  By  this  process,  and  taking  as  an  example,  the  iron  steam- 
ship "Leinster, "  when  perfectly  clean,  and  going  on  her  trial  trip  30 
feet  per  second  in  sea  water,  her  immersed  surface  being  13,000  sq.ft. 
the  co-efficient  of  friction  came  out  at  4*34  ft)s.  per  sq.  ft.*  Beaufoy's 
co-efficient  of  0*339  ft),  per  square  foot  at  10  feet  per  second,  would, 
according  to  the  square  of  the  velocities  amount  to  8*051  ft)s.  at  30  ft. 

Ser  second.     The  diflference  between  this  amount  and  the  above  4*34 
>s.  might  be  accounted  for  by  a  difference  in  the  degree  of  roughness 
of  the  surfaces. 

Other  methods  for  the  determination  of  the  co-efficient  of  friction 
were  then  discussed.  One,  derived  from  the  known  friction  of  water 
running  along  pipes,  or  water  courses,  was  shown  to  be  considerably 
in  excess  of  the  truth.  It  was  founded  upon  the  observed  fact,  that, 
at  a  velocity  of  15  feet  per  second,  the  friction  of  fresh  water  on  the 
interior  of  a  pipe  was  25  ozs.f  per  square  foot.  Applying  this  to  the 
ship  ^'  Leinster,"  and  increasing  the  friction  as  the  squares  of  the 
velocities  up  to  30  feet  per  second,  the  above  friction  would  become 
100  ozs.,  or  6^  fi>8.  per  square  foot,  which  acting  upon,  13,000  square 
feet  of  surface,  would  absorb,  at  the  above  speed  no  less  than  4396 
H.P.,  whilst  the  total  available  power  of  the  engines,  (after  deducting 
from  the  indicated  4751  h.p.  y^^th  for  friction,  working  air-pumps,  and 

*  Since  the  paper  was  written,  the  accuracy  of  the  above  co-efficient  bad  been  con<* 
firmed  very  nearly,  by  an  examination  of  another  vessel,  the  **Atrata"  of  different 
type  from  the  **  Leinster ''  the  calculations  of  which  were  given  in  an  Appendix. 

f  For  sea-water  thiB  quantity  must  be  increased  aa  the  specific  gravity,  or  a»  62-5 
to  64-2. 
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other  losses,  and  Jth  of  the  remainder  for  the  observed  slip,)  vas 
only  8421  u.p. ;  that  showing  an  excess  of  resistance  equal  to  974,  n.?., 
withoat  allowing  any  power  to  overcome  the  other  resistances.  The  as- 
sumption of  25  ozs.  being  the  proper  measure  of  the  friction  per  sq.  ft. 
at  a  velocity  of  15  ft.  per  second,  upon  the  clean  surface  of  an  iron 
ship,  seemed  to  have  arisen  from  the  opinion,  very  gererally  entertain- 
ed, that  there  was  no  difference  in  the  amount  of  friction  in  pipes  and 
"water-courses,  whether  internally  smooth  like  glass,  or  moderately 
rough  like  cast  iron,  and  that  the  surfaces  of  ships  were  subject  to 
the  same  action.  The  comparatively  recent  experiments,  in  France, 
of  the  late  M.  Henry  Darcy,  werfe  in  opposition  to  the  above  view, 
and  showed  that  the  condition  as  to  roughness  of  the  interior  of  & 
pipe  modified  the  friction  considerably.  Thus,  with  three  different  con- 
ditions of  surface,  the  co-efficients  were : — 

A.  Iron  plate  covered  with  bitumen  made  very  smooth,  .         0-0004SS 

B.  New  cast  iron,  .  .  .  •  .         0-000584 

C.  Cast  iron  covered  with  deposits,  •  .  .         0-001167 
The  friction  was,  therefore,  nearly  as  1,  IJ  and  3. 

As  there  appeared  no  reason  to  doubt  the  correctness  of  M.  Darcy *3 
experiments,  even  in  pipes  the  notion  of  the  friction  being  uninfluenced 
by  the  state  of  roughness  of  the  interior  could  no  longer  be  entertained. 
The  25  ounces,  previously  mentioned  as  the  measure  of  friction  per 
square  foot  for  the  interior  of  pipes  and  water-courses,  could  not,  there- 
fore, be  regarded  as  a  constant  quantity,  applicable  to  all  kinds  of  sur- 
faces ;  but  from  the  author's  calculations,  it  appeared  to  come  in  inter- 
mediately between  the  co-efficients  of  the  surfaces  B  and  c,  given  in  the 
above  scale;  as  at  15  feet  per  second. 

A  would  give  18|  ounces  per  square  foot 
B  "        20  "  ** 

0  "40  •<  " 

Besides,  there  was  another  cause  for  an  excess  of  friction  in  pipes 
and  water-courses,  over  that  upon  ships,  even  when  the  surfaces  were 
equally  smooth.  It  arose  from  the  circumstance,  that  where  the  ve- 
locity of  the  water  in  a  pipe,  or  open  water- course,  was  spoken  of,  the 
meaning  was,  its  average  velocity ;  whilst  the  velocity  of  a  vessel  through 
still  water  meant  what  the  words  implied,  namely,  the  relation  of  the 
vessel's  motion  to  the  fluid  at  rest.  If  the  case  were  taken  of  a  water- 
course of  such  width,  that  the  friction  of  the  bottom  only  need  be  con- 
sidered, with  an  average  velocity  of  flow  of  15  feet  per  second,  the 
friction  upon  the  bottom  would  be  equal  to  25  ozs.  per  square  foot.;  but 
according  to  the  rules  generally  used,  an  average  velocity  of  15  ft.  per 
second  corresponded  to  a  surface  velocity  of  16*66  feet  per  second 
which  was  the  velocity  with  which  a  vessel  should  pass  through  still 
water,  to  give  an  equal  friction  upon  its  sides.  According  to  Beaufo j,  the 
velocity  of  16'66  feet  per  second  would  produce  a  friction  of  '932  ftw. 
or  14*91  ozs.,  where  16  feet  would  only  give  12*2  ozs.  The  difference 
between  the  14*91  ozs.  and  25  ozs.  (equal  to  10*09  ozs.)  must  therefore, 
be  set  down  to  the  different  degree  of  roughness  of  the  surfaces  in  the 
water-course  and  the  vessel. 

Taking,  then^  4*34  fi>s.  as  the  friction  per  square  foot  of  a  new  iron 
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ehip,  moving  through  the  water  at  a  speed  of  80  feet  per  second,  it 
would  be  found  that  this  was  equal  to  the  1-207 *06th  part  of  the  plus 
resistance  of  a  plane  1  foot  square,  moving  through  the  water  at  right 
angles  to  itself  at  the  above  velocity.  Also,  as  the  resistance  of  both 
planes  increased  according  to  the  same  law  of  the  square  of  the  velo* 
cities,  the  ratio  of  1  to  207*06  would  subsist  at  all  velocities. 

The  ratio  was  as  -^ — -^ to 4-34 fibs.  =  »Q>-.Ag 

Calling  the  ratio  r,  and  the  whole  fractional  surface  in  square  feet 
«,  and  s,  as  before,  the  area  of  a  square-acting  plane  of  equivalent  re- 
sistance, then  s=«-rr=«-f-  207*06. 

As  an  example  of  the  application  of  the  previous  deductions,  the 
performance  of  the  steamship  ^^  Leinster,"  on  her  trial  trip,  when  going 
through  sea- water  at  a  speed  of  80  feet  per  second  was  referred  to. 
In  this  case — 

m,  the  area  of  the  immersed  midship  section  was        •     836  sq.  ft. 

dj  the  draft  of  water,  .  .  .18      ft. 

r,  the  reduced  ratio  of  the  slant  length  of  the  bow  to 

the  projection,  •  .  •        10  to  1. 

r\  the  same  for  the  stem,  .  .  •        10  to  1. 

r\  the  ratio  of  one  square  foot  of  square-acting  plane, 

to  1  square  foot  of  frictional  surface,  207*06  to  1. 

r,  the  velocity  in  feet  per  second,  «  80 

f£f,  the  weight  of  a  cubic  foot  of  sea  water,  .      64*2  fibs. 

/,  the  area  of  the  frictional  surface,  .  13,000  sq.  ft. 

Calling  P,  the  plus,  or  head  resistance ;  M,  the  minus,  or  stern  re- 
sistance ;  A,  the  additional  head  resistance  ;  F,  the  fractional,  or  sur- 
face resistance ;  s,  the  area  of  a  square-acting  plane  having  an  equal 
resistance  with  each  of  the  above ;  and  r,  the  total  resistance; 

Then,p  =  5=s=     ?|5=   8-36  sq.ft. 
"    H-i5=s=i||=1.68     " 

«      A  =  y  =  B=  1-86        « 

^      207-06     ^  ""^  "* 

s=        69-68      « 

B  =  69-68  X  ^^^  =  69-68  X  900  =  62,712  fl)«. 
^  g 

H  (Realized  power)  =  62,712  fts.  X  30  ^  650  =  3420-66  h.p. 

t?  V 

72 


b'  (Gross  power)  including  the  slip  and  other  losses,  =3420-66  X-vo* 


«=4751  H.P. 

Thus,  hy  ascertaining  the  yalue  of  8  for  any  vessel,  which  was  en- 
tirely independent  of  Telocity,  it  would  be  easy  to  determine  the  power 
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necessary  to  propel  it  at  any  required  speed,  or  the  speed  being  giTcn, 
to  find  the  corresponding  power. 

„                 64-2  V*  .    ^.^  ,1V 

Generally  H  =  vs  —^ r  650.  .  .  (1) 

•7 

Or,  because  for  sea- water  61-2  was  very  nearly  equal  to  2  ^, 

When  the  slip  and  other  losses  were  in  the  same  proportion  as  in  the  '^Lein- 
Bter."    *fl'.-=n^  .  .  (3) 

When  the  gross  power  was  given,  and  the  velocity  was  required: — 


+^=   i 6¥2 


(*) 


The  author  then  proceeded  to  examine  the  question  of  the  influence 
of  form  in  reducing  the  resistance  of  vessels. 

It  was  argued  that,  in  vessels  of  similar  type  to  the  "  Leinster/' 
where  ^^^ths  of  the  whole  resistance  was  due  to  friction,  and  only 
^th  to  considerations  involving  the  question  of  "  form,"  no  minor 
modifications  of  the  latter  could  have  much  effect  in  diminishing  the 
total  resistance.  The  case  of  other  vessels  of  different  type,  more  bluff 
in  the  bows  and  not  so  fine  in  the  run,  was  adverted  to,  and  a  particu- 
lar instance  was  discussed,  where  the  inertial  resistance  was  supposed 
to  be  equal  to  one-fifth  of  the  total  resistance,  and  the  slant  length  of 
the  bows  to  the  base  to  be  as  t>  to  1.  If  such  a  vessel  were  altered, 
so  as  to  make  the  above  proportion  ^^  to  1,  the  improvement  would 
only  diminish  the  total  resistance  by  ^\tii. 

In  opposition,  however,  to  this  view,  the  author  referred  to  several 
ships,  the  particulars  of  which  were  given  in  the  discussion  upon  Mr. 
Armstrong's  Paper  on  "High  Speed  Steam  Navigation,"  (Minutes  of 
Proceedings,  Inst.  C.  E.  vol.  xvi.)  These  vessels  were  the  **  Rifleman," 
the  "  Teazer,"  the  "  Dwarf,*'  the  "  Magnet,"  the  "  Flying  Fish,"  and 
two  vessels  by  Mr.  Scott  Russell.  By  moderate  improvements  in  the 
bows  and  run  of  the  above  vessels,  the  resistance  was  diminished  to 
degrees  varying  from  ^  to  Jth  of  the  whole,  a  considerably  greater 
improvement  than  could  be  accounted  for  upon  the  principles  of  cal- 
culation in  the  Paper. 

Without  attempting  to  solve  the  difficulty,  the  author  threw  out,  as 
a  suggestion  for  examination,  whether,  as  nearly  all  the  above  vessels 
were  propelled  by  screws,  the  improvements  noted  might  not  be  refer- 
able to  an  improved  action  in  the  propelling  instrument,  brought  about 
by  an  alteration  in  the  hulls  of  the  vessels,  and  the  question  suggested 
itself  whether,  if  the  resistances  of  the  vessels  in  question  could  have 
been  ascertained  by  means  of  dynamometer  applied  to  a  towing-rope, 
the  improvement  would  have  been  so  great,  as  when  shown  by  the  di- 
minished power  of  the  engines. 

♦  If  for  fresh  water  H'X0-97=«roM  h.p.      f  I^  ^o'  ^^^  w**®^  v=0-9d=velocity. 
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For  the  Jonrnal  of  the  Franklin  Instltate. 

Economy  in  the  Uie  of  Steam.    By  D.  M.  Greene,  C.  E. 
Second  Assist.  Eng.  U.S.N. 

The  special  attention  which  has  been  recently  attracted  to  this  im- 
portant subject,  and  the  interest  in  it,  which  has  been  developed  iu 
popular  no  less  than  in  professional  minds,  together  with  the  wholly 
unsatisfactory  and  unprofitable  popular  discussions  in  relation  to  it, 
have  induced  the  writer  to  undertake  a  reconciliation  of  the  results  of 
experiment  with  those  of  theory. 

The  experimental  results  alluded  to,  are  the  conclusions  arrived  at 
in  the  case  of  the  experiments  made  some  years  since,  at  Erie,  Fa., 
under  the  auspices  of  the  United  States  Government,  for  the  purpose 
of  ascertaining  the  relative  costs  of  net  power,  when  steam  is  used 
with  different  measures  of  expansion ;  conclusions  which  are  generally 
assumed  to  be  entirely  at  variance  with  the  theory  hitherto  almost 
universally  accepted  as  true. 

In  the  discussion  which  is  to  follow,  the  law  of  Mariotte  is  accepted 
as  practically  governing  the  case ;  except  so  far  as  it  is  necessarily 
modified  by  the  comparatively  recent  discovery,  that  when  heat  is  em- 
ployed as  a  motive  force,  or  "mode  of  motion,"  the  work  done  is  due 
to  the  transmutation  of  a  definite  amount  of  heat  into  work.  Accord- 
ing to  the  theory  based  upon  the  discovery  alluded  to,  and  which  is 
now  generally  accepted  by  jcompetent  authorities  everywhere,  as  cor- 
rect, whenever  an  amount  of  work,  equivalent  to  772  pounds  raised  1 
foot,  is  accomplished  through  the  agency  of  heat,  an  amount  of  heat 
sufficient  to  raise  1  pound  of  water  1°  Eahr.  is  transmuted  into  that 
work  ;  in  other  words,  the  mechanical  equivalent  of  a  unit  of  heat*  is 
772  pounds  raised  1  foot  high ;  or,  it  is  equal  to  a  force  of  772  pounds 
exerted  over  a  space  of  1  linear  foot. 

Hence  for  each  horse  power  developed  by  a  steam  engine,  there  are 

33000 
^^,,   =  42*746  units  of  heat  transmuted  into  power ;  and  as  a neces- 

772  ^ 

gary  consequence,  such  transmutation  must  be  attended  by  a  certain, 
definite,  condensation  in  the  cylinder ;  whence  we  are  forced  to  the 
conclusion,  that  the  volume  of  steam  which  enters  the  cylinder  daring 
each  stroke  must  be  greater  than  the  space  displaced  by  the  piston, 
by  the  volume  condensed  to  produce  the  power  developed. 

As  a  simple  example,  showing  the  extent  of  condensation  due  to  the 

E reduction  of  power  in  a  particular  case,  take  a  cylinder  whose  piston 
as  an  area  of  8300  square  inches,  10  feet  stroke,  and  makes  25  sin- 
gle strokes  per  minute ;  using  a  steam  pressure  of  two  atmospheres, 
or  29'4  pounds  above  zero.    Then  the  total  power  developed,  will  be 

3300 X 29-4 X lOX 25^  ^g^  horses;  and  the  heat  transmuted  into 

ooOOO 
pewer,  786X42-746  =  31418  units. 

«  By  *'  unit  of  heat,*'  is  of  course  meant  an  amount  of  heat  sufficient  to  raise  1  lb. 
of  water  1®  Fahr, 
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Now  the  total  heat  of  steam  of  two  atmospheres  is  1190^;  and  its 

31418 
sensible  temperature  250® :  hence  ttqq-^oca  =  83-4  poundsy  or 

— g— —  =  449  cubic  feet  of  steam  will  be  condensed  per  minute. 

During  the  same  time,  the  space  displaced  by  the  piston  will  be  5729 
cubic  feet,  and  the  total  volume  of  steam  used,  5729  +  449  =  6178 

449  X 100 
cubic  feet ;  of  which  — ^^ —  =  "^'^G  per  cent,  is  condensed  to  pro- 
duce the  power. 

In  the  preceding  example,  we  have  supposed  the  steam  to  folloir 
full  stroke ;  when  high  measures  of  expansion  are  employed,  the  con- 
densation— ^being  proportional  to  the  work  done — will,  of  course,  be 
largely  increased ;  as,  for  example,  when  steam  is  expanded  four  times, 

(449 X 100 \ 
— ^cy^ —  ]-■  18-66  per  cent,  of  the 

space  displacement  of  the  piston ;  so  that,  in  order  to  realize  the  2-^ 
units  of  work  usually  shown  by  theory  to  have  been  performed,  the 
volume  of  steam  admitted  to  the  cylinder  to  do  the  work,  and  to  pre- 
serve the  tension* must  be  — q,  q^     =  1'23  units,  instead  of  a  single 

unit.  It  follows,  therefore,  that  the  gain  in  work,  instead  of  being  138 
per  cent,  of  that  realized  when  steam  is  used  without  expansion,  is  only 

1 "^  QQ  ^ 93'5  per  cent.    We  might  easily  modify  this  gain 

by  the  loss  due  to  clearance,  and  by  the  constant  prejudicial  resist- 
ances of  back  pressure,  and  the  friction  of  the  engine  itself ;  but  we 
prefer  to  consider  the  general  case,  and  deduce  a  formula  which  will 
give  the  eo%t  of  a  net  harae-powery  in  pounds  of  water  evaporated  per 
hour  J  under  any  and  every  variety  of  practical  conditions,  as  regards 
pressure,  expansion,  clearance,  back  and  friction  pressures ;  enough 
however,  has  been  said,  to  awaken  a  suspicion  in  the  intelligent  mind, 
that  the  extravagant  gains  promised  by  theory — as  applied  and  here- 
tofore generally  relied  upon — are  but  myths. 

In  order  to  best  accomplish  our  purpose,  it  is  necessary,  in  the  first 
place,  to  calculate  the 

Mechanical  Effect  available  from  the  Evaporation  of  1  pound  of  water 
per  hour^  the  steam  being  used  without  Expansion. 
gi        Let  AB,  Fig.  1,  be  a  tube  of  indefinite  length,  having  a  sec- 
tional area  equal  to  1  square  inch:  suppose  it  to  contain  a 
C     column  of  water  one  foot  high :  upon  this  water  let  a  piston 
rest  without  weight,  and  capable  of  motion  without  friction. 

^  Then,  when  this  filament  of  water  has  been  converted  into 

steam,  under  the  pressure  of  the  atmosphere,  the  piston  will 
have  been  raised  through  a  height  dossx,  and  an  amount 
of  work  w=  147  X, 
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will  have  been  done  :  in  which  x  will  represent  the  specific  volume  of 
Bteam  of  one  atmosphere,  less  the  condensation  due  to  the  production 
of  the  work  +  1.  To  find  the  height  of  the  tube  due  to  the  condensa- 
tion, or  the  portion  of  the  length  of  the  tube  which  would  have  been 
occupied  by  the  steam  condensed,  had  no  condensation  occurred,  we 

li'l  X 

have  ~=wo— -"the  number  of  pounds  of  water  raised  1®  by  the  heat 

transmuted  into  work;  or  putting  T  for  the  total  heat,  and  t  for  the 

14t*7  X 
sensible  temperature  of  the  steam,  779  /   ^f\^  *^®  number  of  pounds 

of  water  which  would  be  converted  into  steam  from,  and  at  a  tempera- 
ture f,  by,  the  same  heat.  If  now,  io  represent  the  weight  of  a  filamen^i 
of  water  1  foot  high  in  the  tube,  we  shall  have,  for  the  space  occupied 

by  the  above  weight  of  steam,  in  the  state  of  water,  --^  , -r — 

•^  °  llZ  (T  — t)W 

cubic  feet.  If  Y  represent  the  specific  volume  of  the  steam,  then  will  the 

above  volume  of  water,  as  steam,  occupy  w»^, -r —  feet  of  the 

length  of  the  tube  ;  whence 

/„      i\  14-7  V  as 

^   .    14-7V  •  •  (1) 


or 


^n2{T-t)w 
To  find  V,  let  v,  be  the  specific  volume  of  steam,  as  compared  with 
the  original  water  at  the  temperature  of  62°  Fahr.,  and  p  represent 
the  tension  of  the  steam — above  zero — in  inches  of  mercury :  then  ac- 
cording to  Fairbairn's  empirical  formula, 

v.=  25-62 +i^. 

Making  p  =  30,  we  get  Vj=  1637;  but  we  are  seeking  the  specific 
volume  of  the  steam  as  compared  with  the  original  water  at  the  boiling 
point — 212^  in  this  case  :  to  determine  this,  we  make  use  of  the  rela- 
tion that  the  specific  volumes  of  the  steam  are  inversely  proportional 
to  the  volumes  of  a  given  weight  of  water  at  the  two  temperatures 
mentioned,  thus; 

V  :  Vi :  :  1- :  1-0365,  * 

V,  1637      -^-a 

whence  v-  rOSes""  r0365"-^^^  • 

*  The  volttmes  of  a  given  weight  of  water,  at  62^  and  212^,  are  to  each  other  tf 
1  :  10366, — very  nearly. 
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212». 


Also  at  212*>,  w='42  of  a  pound ;  T— 1178-*>6 ;  t 
Substituting  these  values  in  (1)  ve  get 

1579-1 

..  ,         14-7X1579 

•^■^  772(1178-6-212) -42 
=1469-3  feet. 

Hence  the  Trork  done  by  '42  of  a  pound  of  water,  trhen  converted  Into 
steam  of  one  atmosphere,  =  14-7  X 1469-3  =  21598-71  lbs.  ft.;  conse- 
quently for  the  work  done  bj  a  pound  of  water  under  the  same  cir- 
cumstances, if  cTaporated  in  an  hour  and  reduced  to  horse  power,  we 
have 

21598-71 

HP  = 


33000  X  60  X -42, 
»» -026. 


(2) 


When  steam  is  made  under  a  pressure  of  9  atmospheres,  or  9x14-7 
ss  182*3  pounds  per  square  inch,  the  work  of  a  pound  of  water  is 
found  to  be  *029  of  a  horse-power ;  but  in  securing  the  gain  thus  in- 
dicated, an  additional  expenditure  of  heat  is  required ;  so  that  when 
the  proper  reduction  is  made,  we  get  *0281  as  the  work  accomplished 
by  the  same  expenditure  of  heat  or  fuel  that  was  required  to  deyelop 
the  '026  of  a  horse-power  of  (2).  Now,  assuming  that  the  increments 
of  work  between  one  and  nine  atmospheres  are  equal — which,  though 
not  strictly  true,  is  sufficiently  near  the  truth  for  practical  purposes — 
we  get  the  following  yalues.  w  being  the  work  of  1  Bb.  of  steam  per 
hour  reduced  to  the  standard  of  steam  of  one  atmosphere. 


Pressure  in  Atmospheres. 

W.* 

Bemarks. 

1 

•026 

Calculated. 

2 

•0201 

Estimated. 

8 

■0263 

•( 

4 

•0266 

« 

6 

•0260 

« 

6 

•0272 

<i 

7 

•0276 

•( 

8 

•0279 

C( 

9 

•0281 

Calculated. 

In  any  case,  to  find  the  number  of  pounds  of  water  required  to  be 
evaporated  per  horse-power  (total),  when  the  steam  is  used  without 

♦The  numbers  in  this  column,  although  strictly  correct  for  the  work  of  equal 
quantities  of  fuel  only,  may  also  be  taken  as  representing  the  work  of  a  pound  of 
water,  in  each  case,  without  appreciable  error.  The  object  here  aimed  at  is  more 
particularly  to  afford  a  means  ot  comparison  of  the  work  done  by  equal  weights  of 
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expansion,  and  in  a  cylinder  without  clearance,  it  is  only  necessary 
to  take  the  reciprocal  of  w,  thus : 

cost=-.  .  .  .  ;        (3) 

If  w=-026,  cost=^=  88-446  pounds. 

We  next  pass  to  an  estimate  of  the 

Effect  of  Clearance. 
Fig.  2. 

Ar— -<4 i 9 


i^ ^, > 

In  Fig.  2,  let 

I  =  length  of  stroke  «»  n  o. 

a = space  traversed  by  the  piston  before  the  steam  is  cut  off, 

e  =  clearance  =  d*  Dj  =  altitude  of  a  cylinder  whose  diameter 

equals  that  of  the  cylinder,  and  whose  volume  equals  the 

clearance  space. 
1  =  unity  =  initial  pressure  of  the  steam  above  zero. 
p,=mean  pressure  when  the  work  per  stroke  is  calculated  inde* 

pendently  of  the  clearance* 
P2=Taedkn  pressure  when  the  clearance  is  considered. 
Then, 

1.  Neglecting  the  clearance,  and  calling  the  work  done  before  the 
steam  is  cut  off,  unity,  the  work  done  during  expansion  will  be  repre- 
sented by  7if/p.  hg.  - ;  and  the  whole  work  per  stroke 

1  +  hyp.  log.  -• 
Dividing  this  result  by  the  ratio  of  I  to  a,  we  get 

p,=?[^l  +  Ayp.  fo^.  -J.  .  •        (4) 

2.  Considering  the  clearance  as  a  part  of  the  stroke,  and  calling 
the  work  done  before  the  steam  is  cut  off,  unity,  as  before — but  a  dif 
ferent  unit — ^we  have  for  the  work  done  during  expansion  in  terms  of 
this  last  unit, 

kfP^log^—^^'^ 

27* 
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or,  since  the  last  unit  is times  as  large  as  the  first,  this  work, 

compared  with  the  first,  will  be 

^-hyp.log.-^^, 

! 
and,  consequently,  the  work  actually  done  hy  the  steam  during  the  i 
entire  stroke,  in  terms  of  the  first  unit,  will  be  j 

Dividing  this  by  the  ratio  of  I  to  a,  as  before,  we  get 

It  is  clear  that  there  has  been  a  loss  in  steamy  due  to  the  clearance     ' 
space,  while,  at  the  same  time,  there  has  been  a  gain  in  work^  due  to 
the  expansion  of  the  clearance  steam;  but  the  loss  is  greater  than  the 
gain — hence  an  absolute  loss  equal  to  their  difference. 

The  loss  in  steam,  compared  with  the  cylinder  steam,  is  -  ;  while 

the  gain  in  work,  compared  with  the  work  done  before  cutting  off,  ia 

Pt—PK 

Px 

The  steam  and  work,  in  the  first  case  being  respectively  equal  to 

unity,  and  in  the  second  case  to  1  +  ~,  and  1  +  ^^—  ^ ,  respectively; 

and  assuming  that  the  worJc  done  under  any  given  conditions,  shoald 
be  proportional  to  the  steam  used,  we  have  for  the  absolute  loss  of 
steam — or  work, 


(i+^)-(i+'-^'')- 


a        p,   ' 

and  for  the  losi  in  terms  of,  or  compared  mth,  the  steam  used  in  the 
second  case, 

a        P,  . 


«{P*-P) 

Pi_ 

a-i-e 


e- 
Loes  = -p .  5  :         (Q 
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If  now  we  substitute  in  (6),  for  p^  and  pj,  their  values  in  (4)  and 
(5),  we  obtain,  first ; 


}[l  +  hyp.log.i) 


I 


1  +  hyp.  log.  -  ' 

vhich  in  (6)  gives,  for  the  clearance,  an  absolute 

a  \J-^  hyp.  log.  ^  —  hyp.  log.  -  J 


c — - 


Loss: 


1  +  hyp.  log.  - 


a+c 


L^      ^  a  +  c  a+e      a A 


a+<? 


1  +  Ayp.  log.^ 


{^) 


By  this  formula,  the  following  Table  has  been  constructed;  show- 
ing the  losses  due  to  clearance  under  the  ordinary  conditions  of  prac- 
tice: 


Cut-off. 

Per  cent,  of  Loss  due  to  Clearance. 

• 

Clearance, 
6  pep  cent. 

Clearance 
6  pep  cent. 

Clearance 
7  per  cent. 

Clearance 
8  per  cent. 

'i 

Tff 

if 

20-90 
18-60 
11-25 
9-40 
8-09 
7-20 
6-47 
5-79 
6-21 
4-76 

23-65 

16-68 
13-19 
11-01 
9-67 
8-47 
7-r)9 
6-84 
6-23 
5-66 

26-48     . 

18-78 

15-03 

12-60 

10-98 

9-76 

8-79 

7-85 

7-19 

6-54 

28-98 

20-90 

16-18 

14-18 

12-21 

10-97 

9-84 

8-98 

8-16 

7-69 

JExample. — Suppose  it  is  found  that,  for  a  certain  measure  of  ex- 

Eansion — without  clearance — 35  pounds  of  steam  will  be  required  per 
orse  power  per  hour.    Required  the  actual  cost  of  a  horse  power 
irhen  the  clearance  is  8  per  cent,  and  the  steam  cut  off  at  fj^. 
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We  havo 

^    ^        35X100         , ,  ^-  , 

hence  the  absolute  waste  in  this  case  will  be  44*25 — 85  =  9-25  pounds 
of  steam  per  horse  power,  per  hour. 

This  reduction  in  the  efficiency  of  steam,  it  will  be  observed,  is  in 
addition  to  the  reduction  due  to  condensation  :  taken  together  they 
probably  amount  to  40  per  cent,  of  all  the  steam  used;  the  exact 
amount,  however,  is  at  present  unimportant;  the  immediate  design 
being  simply  to  direct  the  reader's  attention  to  the  progress  being 
made  in  clearing  away  the  mists  which  have  so  long  obscured  this 
subject. 

It  will  be  observed  that  if  40  per  cent,  of  the  steam  is  lost,  or  ra- 
ther if  only  60  per  cent,  of  it  is  utilized,  we  shall  realize,  from  a  unit 
of  steam,  only  2*609  X  '6  =  1*565  units  of  work ;  that  is,  instead  of 
realizing  a  gain  of  1*609,  we  shall  get  only  *565;  or  about  one-third 
the  gain  usually  estimated  for  this  measure  of  expansion. 

We  are  now  prepared  to  estimate  the 

AhMolute  Available  Worky  in  a  Unit  of  Steam  or  Water ^  for  any  mea- 
sure of  Expansion. 
Let  w,  =  the  total  work. 

w  =as  before,  the  work  due  to  a  unit  of  steam,  when  used  with- 
out expansion  (2) 
r  =  ratio  of  work  theoretically  due  to  a  unit  of  steam,  when 
used  with  any  measure  of  expansion,  to  that  done  when 
the  same  steam  is  used  without  expansion — ^according 
to  the  theory  as  usually  applied. 
c^  =  loss  due  to  clearance  (7). 
b  =  loss  due  to  "  blowing  out." 
Then  retaining  the  previous  notation  we  evidently  have 

w,=  wr[(l-«;.)(l-5)].        .  .  (8) 

in  which  r=l  +  hyp.  log.  - 

Substituting  now  this  value,  together  with  that  of  e^  already 
found  (7)  in  (8),  we  get 


(-•    -       1+ e      ahyp,log,a\  \  ,  ». 

L""*"*  l  +  kyp.loff.i  J  J 


1-'        ' 


=W 
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The  above  expression  would  give  the  absolute  work  done  by  the 
steam,  were  it  not  for  the  fact  that  there  is  a  loss  of  pressure  between 
the  boiler  and  the  cylinder ;  that  is,  the  initial  cylinder  pressure  is 
always  less  than  the  boiler  pressure ;  the  difference  being  generally 
about  three  per  cent,  of  the  boiler  pressure  ;  although  sometimes  greater 
and  sometimes  slightly  less.  Hence  if  p  be  the  boiler  pressure  above 
zero,  in  pounds,  the  initial  cylinder  pressure  will  be  only  '91  p ;  while 
the  average  pressure  during  the  stroke  will  be  (4),  without  clearance, 

'91p.''^ri  +  hyp.loff.i.         .  .        (9*) 

or  the  work  actually  done  will  be  *97  of  that  due  to  the  steam  made  in 
the  boilers  and  (9)  becomes, 

The  reciprocal  of  this,  or  —  will  give  the  cost  (c)  of  a  horse-power 
per  hour,  in  pounds  of  water  evaporated,  thus; 

0  = p ^    ,   .    -, .  .      (11) 

But  our  object  is  to  determine  the  net,  or  effective  dynamic  value  of 
a  unit  of  water — the  surplus  after  deducting  the  constant  prejudicial 
resistances  of  back-pressure,  and  the  pressure  due  to  the  friction  of 
the  engine  itself;  which  we  will  represent  by  v  and/,  respectively. 

To  correct  the  absolute  dynamic  value  given  by  (9),  it  is  only  ne« 
cessary  to  multiply  that  value  by  that  fraction  which  expresses  the 
value  of  the  average  effective  pressure  above  zero,  in  terms  of  the 
boiler  pressure:  this  value  will  obviously  be  (9» ) 

•97  p.  f-  [^  +  ^^P'  ^^-  1 1— [^+/] 
- 

which  multiplied  by  (9)  gives  for  the  net  effective  dynamical  value  W,' 
of  a  pound  of  water. 

whence  finally  for  the  cost  (o,)  of  a  net  effective  horse-power,  we  get 

1 

or 

P 

"^w [_^,+hyp- %-^^] [-97^-; (l+Ajp. log.i)-{v+/)]  [1-6] 

An  inspection  of  (13) — observing  the  manner  in  which  p  enters  in 
both  numerator  and  denominator — shows  us  that  the  value  of  o  will 
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be  diminished  by  increasing  p\  by  diminishing  e^  Vy  /,  and  ft;  and  also 
that  the  slight  increase  of  w,  due  to  the  increase  of  p,  has  the  same 
tendency  in  a  very  slight  degree. 

We  are  now  prepared  to  apply  the  formula  to  a  practical 

Example. — In  the  engines  of  the  Michigan^  under  the  conditions  of 
the  "Erie  Experiments,"  ?— 96";  c  =  5-"67;  v+/=2-7  +  2-l=4-8; 
p=  21+ 14-7  =  35-7 ;  and  -97  p  =  34-63.  To  determine  the  cost  of 
a  net  horse-power  in  pounds  of  water,  when  the  steam  is  cut  off  at  y^^ 
of  the  stroke  from  the  beginning. 

Making,  for  simplicity,  /=  100,  c  becomes  5-8,  and  a  =  40;  then, 
putting  i  =  0,  for  fresh  water,  (18)  becomes 

85;7 

026[^+%.Zo5^.^^]  [84-66X-4  [l+hyp.  %.^)-4-8] 

35;7 

^    •026(-878  +  -837)[34-66X-4(l+-916)— 4-8]    ' 

35-7  35-7      o«„  , 

__  =  36*92  pounds. 


c= 


^026>rr71^^2lT6 "  -^67 " ^^  ^^  ^; '"        '        ^^^^ 

In  the  ''Erie  Experiments/'  the  cost,  when  cutting  off  at  j,  was 
found  to  be  36-235  lbs. 

Thus,  in  effect,  the  following  Table  embracing  the  conditions  of  the 
''Erie  Experiments  "  with  different  pressures  has  been  constructed; 
the  steam  under  each  of  the  assumed  conditions  of  pressure,  has  been 
supposed  to  be  cut  off  successively  at  ^^^,  /,,,  t*(fi  "  "  •  iS  otHii^ 
stroke,  from  the  beginning. 


Cut-off. 

Cost  of  a  Net  Horse-power  per  hour  in  Pounds  of  Water. 

;7»2-43 

;>  =  8 

;)  =  4 

p==6 

;>  =  6 

P  =9 

Atmos.ss 

Atmos.  = 

Atmos.  = 

Atmos.  s= 

Atmos.  = 

Atmos.  = 

36-7  n>8. 

44*1  lbs. 

68-8  lbs. 

73-6  lbs. 

88-2  «». 

132-3  lbs. 

A 

81-21 

78-50 

67-69 

63-91 

61-68 

67-62 

A 

47-86 

45-00 

42-92 

41-62 

40-65 

88  30 

A 

89-63 

87-60 

36-52 

85-51 

84-61 

33-08 

S 

86  96 

86-57 

84-89 

83-56 

32-91 

81-45 

A 

86-50 

85-28 

84-19 

83-26  . 

82-66 

81-28 

A 

87-26 

86-15 

85-21 

84-61 

88-66 

8211 

A 

88-89 

37-69 

86-52 

85-68 

35  42 

83-57 

A 

41-85 

40-09 

89-20 

87-79 

87-53 

36-05 

A 

44-63 

48-68 

42-00 

41-06 

40-46 

38-91 

If 

6116 

46-91 

45-94 

46-09 

40-10 

42-27 

The  diagram,  Fig.  8,  exhibits  the  law  which  governs  the  cost  of  net 
power,  as  determined  by  our  formula  (13) — and  shows  how  nearly  the 
results  of  theory,  as  we  have  applied  it,  agree  with  those  of  careful  ex- 
periment.  The  ordinates  of  the  curves  represent  the  costs  of  a  horse- 
power at  the  corresponding  points  of  cutting  off;  the  upper  curve  if 
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constructed  in  accordance  with  the  results  given  bj  (18),  under  the 
conditions  of  the  "  Erie  Experiments ;"  the  lower  curve  with  the  re- 
sults for  p=r9  atmospheres  =  132*3  pounds;  and  the  middle  curve 
with  the  results  of  the  ^'Erie  Experiments."'*'  In  the  last  case,  the 
numbers  represented  by  the  ordinates  which  determine  the  curvature, 
are  taken  from  line  29,  Table  I,  facing  page  100,  in  Chief  Engineer 
Isherwood's  "Experimental  Researches  in  Steam  Engineering;"  the 
points  of  cutting  oflF,  in  these  "Experiments,"  were  j^,  y'^^,  j,  y*^,  -}, 
i  and  :^^ ;  and  the  corresponding  costs,  in  pounds  of  steam  per  net 
horse-power,  per  hour,  42971,  37-6G2,  36-135,  39-357, 39-202,  43-803 
and  60-53  respectively. 


Vertical  Scale,  1"  ■■  20  pounds. 

It  will  be  observed  that,  as  regards  the  measure  of  expansion  which 
insures  the  greatest  economy,  the  results  obtained  by  the  use  of  our 
formula  fully  confirm  the  correctness  of  the  conclusions  of  Chief  En- 

-"-Tlie  dotted  curve  has  been  added,  representing  the  expenditure  oi  fuel  in  the 
'<  Krie  Experiments;"  i.  e.,  its  ordinates  represent  the  costs  of  a  horBe-power,  when 
the  ftteam  was  cut  off  at  the  points  at  whicn  they  are  erected. 
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gincer  Isbcrwood;  it  will  also  be  observed  that  for  points  between  ^^ 
and  ^^  of  the  stroke,  our  theoretical  results  are  nearly  identical  irith 
the  experimental  results ;  and  hence,  since  nearly  all  the  points  of  cut- 
ting off  employed  in  practice  are  embraced  within  the  limits  specified,  it 
seems  that  we  are  justified  in  making  the  assumption  that  the  formula 
will,  in  all  practical  cases,  give  results  which  may  be  relied  upon  as 
being  practically  correct.  Again,  since  the  point  of  cutting  off  which 
insures  the  maximum  economy  is  the  same  for  steam  of  2*43  and  9  at- 
mospheres, it  may  be  assumed  that  it  will  be  the  same  for  all  pressures 
between  those  limits. 

It  should  be  remarked  also,  that  where  the  experimental  results  dif- 
fer from  those  given  by  the  formula,  the  experimental  cost  is  lt99  than 
the  theoretical ;  hence  if  provision  be  made  for  the  evaporation  of 
the  theoretical  quantity  of  water  for  a  given  power,  the  development 
of  the  required  power  will  always  be  realized. 

Under  the  conditions  upon  which  the  "Erie  Experiments"  were 
made  the  formula  indicates  that  the  maximum  gain,  in  net  power,  that 
can  be  realized  from  expansion  is 

! — cHTT^ —  X  100  =  26'11  per  cent,  of  that  developed  when  the 

steam  is  used  without  expansion. 

According  to  the  experimental  results,  the  maximum  gain  dae  to 
expansion  was  probably  (see  Fig.  4) 

46-7  — 36-235^^^      „., 

46^7 X  10  =  22-41  per  cent. 


\    ±    .3    X    i    .6     .7     i     i  -^  I 

VerHeal  Scale,  V  =  SO^ounrf*. 
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If  we  take  ordinates  of  the  dotted  curve — of  fuel — we  shall  obtak^ 
for  the  maximum  saying  in  fuel,  a  result  identical  with  that  first  found, 
from  the  results  given  by  the  formula  (13).  This  is  evident  from  the 
fact  that  the  ordinates  of  the  two  curves,  at  full  stroke,  and  at  the 
point  of  minimum  cost,  are  identical. 

For  the  purpose  of  exhibiting  the  effect  df  clearance  upon  the  mea- 
sure of  expansion  due  to  the  maximum  economy,  the  following  table — 
containing  the  costs  for  different  values  of  c, — other  things  being  the 
game  as  in  the  Erie  Experiments — has  been  constructed :  the  numbers 
in  the  Table  being  obtained  by  substituting  different  values  of  c,  in 
(13). 


Cut-off. 

Cost  of  a  Horse-power. 

^«85-7 

(1) 
c  —  2  per  cent. 

J9-85-7 

(2) 
c— 5-8  percent. 

^-85-7 

(3) 

c— 8  per  cent. 

'V'^'" 

1 

70-58 
42-87 
86-27 
84-83 
84-84 
85-12 
86-93 
89-92 
42-49 
49-88 

81-21    , 

47-85 

89-58 

86-96 

86-50 

87-26 

88-89 

41-85 

44-63 

61-16 

89-87 
60-16 
41-48 
88-44 
87-86 
88-26 
39-97 
42-83 
45-69 
52-21 

21-26 

15-61 

12-46 

10-69 

9-27 

8-21 

7-61 

6-79 

6-78 

6-62 

The  results  in  columns  (1)  and  (8)  of  the  Table,  are  represented 
^aphically  in  the  diagram.  Fig.  4,  which  shows  that  by'diminishing 
the  clearance  space,  the  absolute  cost  of  the  power  is  materially  re- 
duced; while  the  measure  of  expansion  which  insures  the  best  results, 
becomes  slightly  greater  than  when  the  clearance  is  larger;  or,  which 
is  the  same  thing,  the  best  point  of  cutting  off  is  slightly  nearer  the 
beginning  of  the  stroke,  when  the  clearance  is  small. 

If,  in  any  case — having  calculated  the  costs  of  a  horse-power  for 
diflFerent  points  of  cutting  off— it  be  desired  to  determine  the  costs  for 
a  different  pressure,  other  things  remaining  the  same,  the  labor  may 
be  considerably  reduced  by  tabulating  the  values  of  the  factor 


[^,+*»p-%-^]. 


in  (13);  which,  it  will  be  observed,  is  constant  for  all  pressures. 
Vol*.  XLVIL— Thi»i)  Series.— No.  6.— Mat,  1864.  28 
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The  following  Table  contains  the  different  yaloes  of  this  factor^  for 
clearances,  from  1  to  8  per  cent,  of  the  cylinder: 


a 

<u 

^ 

^ 

^ 

^ 

«f 

«i 

^ 

IH 

i 

1 

s 

1 

1 

i 

1 

1 

I 

i 

1 

I 

1 

& 

1. 

1. 

1. 

1 

w 

w^ 

e^ 

00 

•* 

to 

«0 

1^ 

00 

00 

1^ 

1 

u 

1 

u 

o 

1 

1 

1 

J 

A 

8126 

2-978 

2.889 

2-719 

2-618 

2-516 

2-429 

2848 

2-584 

A 

2-523 

2-448 

2-872 

2-300 

2-236 

2-163 

2118 

2-064 

2-186 

A 

2-169 

2-096 

2-012 

1-988 

1-956 

1-913 

1-878 

1-885 

1-92SI 

A 

1-877 

1-841 

1-805 

1-769 

1-786 

1-704 

1-678 

1-644 

1-71    1 

A 

1-6C8 

1-636 

1-608 

1-582 

1656 

1-585 

1-507 

1-488 

1-538 

A 

1-487 

1-465 

1-448 

1-428 

1-402 

1-880 

1-866 

1-345 

1881 

A 

1  889 

1-826 

1-802 

1-286 

1-269 

1-257 

1-245 

1*225 

1*259 

A 

1-209 

M94 

1-178 

M66 

1-152 

1-189 

1-127 

1118 

1*189 

fi 

1K)98 

1-089 

1071 

1*060 

1047 

1-086 

1-025 

1-015 

1^7 

0-99J 

0-980  j  0-971 

0-9(51 

0-952 

0-948 

0*934 

0926 

0*945 

In  conclasion  it  should  be  stated,  that  owing  to  the  time  and  labor 
required,  the  numbers  in  the  several  tables  that  have  been  constroct- 
ed  in  connexion  with  the  discussion  of  this  subject,  have  not  been 
systematically  verified ;  but  in  view  of  the  great  care  which  has  been 
exercised  in  making  the  computations,  to  avoid  errors,  the  writer  does 
not  hesitate  to  express  the  confident  opinion,  that  whatever  trifling 
errors  may  have  crept  in,  have  not  sensibly  affected  the  results;  in- 
deed, the  uniform  regularity  of  the  curves  constructed  with  the  results 
—-so  far  as  curves  have  been  constructed — is  evidence  of  itself  that 
appreciable  errors  have  been  avoided:  however  this  may  be,  there 
seems  to  be  no  reasonable  ground  for  doubt  in  regard  to  the  conclu- 
siveness of  the  proof  of  the  correctness  of  Mr.  Isherwood's  "peculiar" 
theory — at  least,  so  far  as  economy  is  concerned. 

Kaval  Acadooiy,  Newport,  R.  L,  April  30, 1804. 


For  tb^  Joamal  of  tbo  FnmkUn  luMtiit*. 

On  the  Sleam'boiler  Explosion  at  Cornelius  4*  BakerU  Works^  Philadel- 
phia,  April  25,  1864.  By  John  W.Nystrom. 

It  is  proposed  to  explain  how  the  steam-boiler  explosion  happened 
at  the  establishment  of  Cornelius  k  Baker,  Cherry  street  below  Ninth, 
Philadelphia,  on  the  25th  of  April,  at  7^  o'clock  in  the  morning.  Be- 
ing one  of  the  jary,  I  felt  at  liberty  to  examine  the  case  more  careful- 
ly than  I  probably  would  have  otherwise  done. 

The  construction  of  the  boilers  is  shown  by  the  accompanying  figs. 
1  and  2.  The  lower  cylinders  are  mud-drums,  the  middle  ones  the  re- 
turning tubular  boilers  and  the  steam-drums  above,  with  connexions 

V|     V,    w. 

Fig.  1  is  a  section  through  m,  n,  fig.  2,  and  fig.  2  is  a  section  through 
o,p,  fig.  1. 
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The  dimensions  of  the  boilers  are  as  follows : 


Diameter. 

Length. 

Cubic  Feet 

Mud-drum, 

Beturning  tubular  boiler, 
Steam-drum, 
Connexions,  ccee, 

80  ins. 
41   " 
36   " 
13   *« 

6    ft. 
10    " 

in  " 

8  ins. 

80 

68 

100 

2 

Cubic  contents  of  each  boiler, 
**              two  boilers, 
**             two  steam-drums, 

Water  in  the  two  boilers, 

• 
• 

•               • 

200 
4G0 
100 
800 

The  working  pressure  of  steam  has  averaged  80  fts.,  but  at  the 
time  of  the  explosion  it  was  said  to  be  only  65  fibs.,  which  answers  to 
a  temperature  of  815^.  The  total  units  of  heat  in  both  boilers  was 
4782660  in  the  steam  and  water,  which,  divided  by  Joule's  equiva- 
lent, gives  a  concentrated  force  of  6200  horses.  The  heating  surface 
of  the  boilers  was  1200  sq.  feet ;  fire-grate  about  24  sq.  feet.  The 
heads  of  the  steam  and  mud-drums  are  of  cast  iron  1|  inch  thick. 

When  steam  boiler  explosions  take  place,  the  enclosed  volume  of 
water  w,  of  temperature  T,  will  resolve  itself  into  v  volumes  of  boiling 
hot  water  of  temperature  t^  and  V  volumes  of  temperature  6-5  t  will 
be  converted  into  steam. 

Before.  Explosion.  After. 

WT  =  vt  +  6'5Yt.  (1) 

and  w  =  v  +  v,         .  .  :  (2) 

t) 


of  which 


w  (t 

V  =  — >- 


6-5  e 


(8) 


In  the  case  before  us,  we  have  been  told  that  the  pressure  of  steam 
was  65  fts.  to  the  square  inch  at  the  time  of  the  explosion,  which  an- 
swers to  a  temperature  of  T  =  815^—  82^  =  288^.    I  have  found  by 
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calculation  that  the  two  boilers  contained  w  =  300  cubic  feet  of  firesli 
water,  the  temperature  of  which  is  212^  when  at  boiling  point,  or 
t  =  180^  above  the  freezing  point.  We  haye  bj  the  preceding  for- 
mula (3)^ 

800(283°— 180**)     o- 

cubic  feet  of  water  suddenly  converted  into  steam,  and  mixed  with 
V  —  269  cubic  feet  of  boiling  hot  water,  which  will  form  a  destructive 

.          .„      81  X 180°  X  5-5  X  62-5     ^.q., 
force  of  H  = „„^ =2485  horses. 

The  destructive  energy  of  the  tr«100  cubic  feet  of  steam  of  T= 
283*,  and  volumes  co-efficient  A=362,  will  be  only 
toT         100  X  283°      „ .  -  - 
^  =  M2-l=  2-22-^362  =  ^^'^  ^'''''^ 

The  steam  and  water  being  in  the  form  of  a  foam,  not  only  acts 
with  its  elastic  pressure,  but  with  its  momentum,  the  same  as  in 
Giffard's  injector,  where  we  know  the  force  of  the  steam  and  water 
is  much  greater  than  the  steam  pressure. 

The  destructive  momentum  of  an  explosion  may  be  correctly  mea- 
sured by 

«      Qfi.r     1-7777  w(T  —  e)  ,  .,, 

H  =  80  V  = —^ ^,  horses.      .  .     (4) 

The  numerous  and  clear  indications  traced  from  the  accident,  ena« 
bles  me  to  give  a  very  clear  idea  of  how  it  actually  happened. 

I  shall  first  explain  it  as  if  I  had  been  on  the  spot  and  seen  it  with 
my  own  eyes,  and  then  give  the  data  upon  which  my  argument  is 
based.  Should  my  reasoning  not  be  clear,  I  hope  to  hear  it  discussed 
at  the  next  monthly  meeting  of  the  Institute,  so  that,  if  possible, 
nothing  will  be  left  in  mystery. 

The  mud-drum  in  the  northern  boiler  was  the  first  that  gaye  way 
and  caused  the  explosion.  It  burst  near  the  middle  about  4  ins.  from 
the  centre  line,  at  x^  figures  1  and  2;  the  numerous  fragments  of  the 
mud-drum  bruised  and  cut  several  holes  in  the  shell  of  the  tubular 
boiler  above  it,  and  also  one  hole  in  the  south  boiler  at  y,  fig.  1. 

The  before  calculated  collective  force  in  the  boilers,  is  now  suddenly 
relieved ;  its  momentum  finds  the  weakest  part,  first  in  the  tubular 
boiler  next  to  the  bursted  mud-drum,  to  be  in  the  connexions  ec,  ccj 
where  nearly  half  of  the  strength  of  the  shell  is  cut  away.  It  blew 
wide  open  the  whole  length,  acted  uniformly  on  the  steam-drum  above, 
threw  the  latter  up  with  a  velocity  of  254  feet  per  second,  or  173 
miles  per  hour,  into  the  air,  at  an  angle  of  47°  30'  south,  by  7°  16' 
east,  strifbk  the  cornice  of  the  main  building  at  a,  fig.  3,  60  ft.  4  ins. 
above,  and  58  ft.  2  ins.  horizontally  from  its  homeN.  When  it  struck, 
it  was  at  an  angle  of  about  20°  to  the  building,  with  the  gauge-cock, 
or  manhole  end  foremost.  This  obstruction  caused  it  to  deviate  from 
its  original  course  Nac,  about  11°  16',  to  a  i,  or  south  by  4°  west,  as 
\ shown  by  the  figure;  continued  to  a  height  of  272  feet,  the  vertex  of 
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the  parabola.  In  the  flight  it  made  1^^^  turns  in  the  length,  and  arrired 
with  a  velocity  of  237  ft.  per  second,  from  an  altitude  of  61^  80',  in  the 
Penn  stable.  Market  street,  just  1000  ft.  from  home.  The  drum  seemed 
to  have  been  horizontal  and  parallel  with  north  and  south,  when  it 
struck  the  roof  of  the  stable,  falling  with  the  south  end  on  a  strong  beam 
in  the  floor,  broke  through  with  the  north  end  into  the  cellar,  where 
it  injured  slightly  one  man,  and  killed  a  horse,  rested  in  a  position  of 
about  55^»  The  time  of  flight  was  about  5*75  seconds.  Had  the  steam 
drum  continued  unobstructed  in  its  original  course,  Nac,  figure  8,  it 
would  have  fallen  in  Eighth  street,  between  Market  and  Chestnut. 

Let  us  now  go  back  to  the  factory  and  see  the  next  of  the  explo- 
sion. 


p5^ 


FIG.3« 


sizuzs^ss^ 


CHERRY 


STREET 


The  tubular  boiler  burst  open  as  described,  the  force  of  the  steam 
and  water  acting  in  a  general  radiating  direction  below  the  fire  on 
the  ]grate  in  through  the  doorway,  q^  fig.  3,  where  it  set  fire  to  a  box 
of  wooden  shavings,  about  40  feet  from  the  boilers;  the  tubes  with  the 
tuhe  plates  m,  followed  the  fire  about  20  feet  towards  the  new  steam 
en^ne,  o.    Three  men  were  killed  in  this  operation. 

Now  in  reference  to  the  boiler  s,  which,  by  the  shock  of  the  former 
explosion,  was  injured  in  the  connexions  ccee.  The  second  ring  ^, 
fig.  4,  gave  way  first,  when  the  momentum  in  the  steam  and  water 
broke  the  steam  drum  above  it  into  two  parts ;  blew  the  one  east,  near* 
ly  horizontal  to  r,  where  it  damaged  the  stamping  establishment.  The 
fourth,  ring/,  burst  simultaneously  to  that  of  e\  the  steam  and  water 
acted  to  throw  the  west  part  of  the  steam  drum  straight  up,  while  the 
longitudinal  force  acted  to  throw  it  horinontally  due  west;  the  result- 
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ant  of  the  two  forces  caused  the  drum  to  ascend  at  an  angle  of  34^, 
and  a  velocity  of  806  feet  per  second,  or  208  miles  per  hour,  attained 
an  altitude  of  228  feet,  descended  in  a  bottling  establishment  near  to 
Twelfth  street,  with  a  velocity  of  about  291  feet  per  second,  at  an  an- 
gle of  37°  10',  and  1350  feet  from  home  s.  The  drum  ricocheted 
a  distance  of  about  52  feet  from  where  it  struck  the  floor.  A  man  was 
killed  by  a  piece  of  wood  which  the  steam  drum  broke  loose  from  the 
roof  in  the  bottling  establishment.  The  time  of  flight  ^as  about  5*4 
seconds. 

The  distance,  1000  feet  to  the  Penn  stables;  also,  the  1350  feet  to 
Twelfth  street,  was  kindly  furnished  by  Mr.  D.  H.  Shedaker  of  the 
Department  of  Surveys. 

Let  us  now  return  to  the  factory  and  see  the  balance  of  the  explo- 
sion. The  shell  of  the  north  boiler  now  being  torn  wide  open  and  in 
flight,  the  south  boiler  followed  and  fell  into  the  former  at  n,  fig.  3,  a 
distance  of  about  12  feet  north-east  from  home,  the  position  in  which 
it  was  found  after  the  explosion,  and  represented  by  figure  4. 


FIG.  4-. 


.'  -^^^fr-vm 


^^.^^^•'-0^-.'-  "^ 


The  mud-drum  of  the  south  boiler  was  new,  and  not  injured  by  tlie 
explosion:  it  moved  backwards  some  10  feet  and  rested  in  the  posi- 
tion (2,  fig.  3.  This  mud-drum  had  been  in  use  only  a  few  months ;  tbe 
old  one  was  found  defective  and  therefore  condemned. 

The  boilers  have  been  in  use  about  two  years  and  a  half* 

I  have  in  my  possession  samples  of  the  exploded  boiler  and  mud- 
drum,  which  it  IS  my  intention  to  deposit  in  the  archives  of  the  Frank* 
liB  Institute. 

It  will  be  Men  that  the  pieoe  of  iron  from  the  mud-dnun  takea 
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from  the  bottom  where  it  first  barst,  is  corroded  down  in  one  place  to 
3^2  of  an  inch  in  thickness ;  several  square  feet  in  the  bottom  where  it 
burst  did  not  average  more  than  ^^^  of  an  inch ;  othewise  the  iron 
appeared  to  be  of  good  quality.  The  inside  of  the  drum  shows  plainly 
an  excess  of  corrosion,  by  small  holes  eaten  nearly  through  the  metal. 

In  the  Coroner's  inquest,  the  engineer  of  the  exploded  boiler  testi- 
fied to  having  cleaned,  sounded  with  a  hammer,  and  with  a  light  exa- 
mined the  inside  of  the  exploded  mud-drum,  about  three  weeks  before 
the  accident,  when  he  considered  it  in  good  condition. 

The  thickness  of  iron  in  the  tubular  boiler  averaged  a  quarter  of  an 
inch,  but  in  some  places  between  the  joints  e,  ^,  c,  <?,  where  it  burst,  it 
is  as  low  as  ^^9  of  an  inch.  The  length  of  the  boiler  being  10  feet,  of 
which  four  holes  of  13  inches  each  or  52  inches  is  cut  away,  leaving 
only  120 — 52-»68  inches  bv  J=il7  square  inches  to  resist  a  pressure 
ofiXl20X42X80-201600  pounds,  divided  by  17  will  be  11860 
or  5*3  tons  per  square  inch,  which  cannot  be  considered  safe  in  this 
peculiar  case. 

When  steam  is  fast  generated  it  cannot  rise  sufficiently  fast  through 
the  connexions  to  keep  the  water  in  contact  with  the  upper  part  of  the 
tubular  boiler,  subjected  to  a  very  high  heat,  which  considerably  re- 
daces  the  strength  of  the  metal. 

The  nature  of  those  joints  are  such,  that  they  require  not  only  the 
very  best  quality  of  iron,  but  also  the  very  first  class  workmen  in 
turning  the  flanges,  and  with  the  greatest  possible  care,  its  strength 
will  be  but  a  small  fraction  of  that  of  a  solid  sheet.  Therefore,  a  boil« 
er  of  nearly  double  the  diameter,  and  with  the  same  thickness  of  metal 
not  cut,  would  have  the  same  strength. 

The  strength  of  the  mud-drum,  until  the  explosion,  had  likely  been 
assisted  by  the  lateral  strength  of  saturated  scales  and  rust,  filling  up 
the  small  cavities  in  the  iron.  By  some  sudden  change  in  temperature  in 
the  mud-drum,  the  scales  and  rust  have  likely  cracked,  and  left  the  thin 
iron  to  resist  the  steam  pressure,  when  explosion  must  necessarily  take 
place,  independent  of  height  of  water  in  the  boiler. 

It  has  been  conjectured  that  the  water  had  been  low  in  the  boiler 
when  it  exploded,  but  there  is  no  positive  indication  of  any  iron  hav- 
ing been  overheated.  A  few  tubes  which  had  been  torn  from  the  boil- 
er had  indications  of  collapse,  but  no  overheating ;  that  collapse  had 
likely  been  done  by  the  momentum  of  explosion,  (formula  4)  which  is 
qaite  a  difierent  force  from  that  of  the  original  steam  pressure. 

The  boilers  were  fed  by  a  No.  5  Gifiard's  injector,  which  was  stop- 
ped a  few  minutes  before  the  explosion  took  place;  the  engineer  found 
hj  the  gauge-Cocks  that  there  wa^  plenty  of  water  in  the  boilers. 

Experienced  engineers  say  that  it  is  sometimes  very  difficult  to  ob- 
serve the  height  of  water  in  this  kind  of  boilers ;  a  glass  water-gauge 
shows  an  osmllation  of  some  5  inches  several  times  per  second,  ao- 
ooanted  for  by  the  imperfect  circulation  through  the  connexions  cr,cr|^, 
which  conititQte  one  of  their  greatest  defects. 
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From  the  Loud.  Mochanlca*  Magazinei  July,  1863. 
[Report  of  tbo  Chief  Engineer,  July  28,  18G3.] 

During  the  past  month  there  have  been  examined  324  engines  and 
450  boilers.  Of  the  latter,  17  have  been  examined  specially,  11  inter- 
nally, 55  thoroughly,  and  867  externally ;  in  addition  to  which,  3  of 
these  boilers  have  been  tested  by  hydraulic  pressure.  The  following 
defects  have  been  found  in  the  boilers  examined  : — Fracture,  8  (2 
dangerous);  corrosion,  16;  safety-valves  out  of  order,  9(2darigeroa8); 
water-gauges,  ditto,  2;  pressure-gauges,  ditto,  8;  blow-out  apparatus, 
ditto,  87 ;  fusible  plugs,  ditto,  2 ;  furnaces  out  of  shape,  4 ;  over-pres- 
sure, 1  (dangerous);  deficiency  of  water,  1  (dangerous) ;  blistered  plates, 
8.  Total,  110,  6  (dangerous).  Boilers  without  glass  water-gauges,  2; 
without  blow-out  taps,  88 ;  without  back-pressure  valves,  41. 

It  is  gratifying  to  find  that  the  number  of 'thorough"  examinations 
of  boilers,  though  not  high  during  the  past  month,  is  steadily  increas- 
ing. During  the  month  ending  June  26th  last,  as  many  aa  104  were 
made  in  addition  to  12  "internal,"  and  10  ** special" — ^making  126, 
independently  of  the  ordinary  "external"  examinations.  This  num- 
ber is  a  greater  one  than  has  been  reached  in  any  previous  month. 

Explosions, — One  explosion  has  occurred  during  the  last  month,  of 
a  very  fatal  character,  to  an  ordinary  mill  boiler  of  the  two-flued 
"Lancashire"  class,  by  which  10  persons  were  killed  and  four  others 
injured.     This  boiler  was  not  under  the  inspection  of  this  Association. 

The  dimensions  were  as  follows — length  80  ft,  diameter  of  the  shell 
nearly  7  ft.  6  ins.,  and  that  of  the  furnace  tubes — which  were  parallel 
throughout,  and  not  strengthened  by  any  hoops  or  flanges — 2  ft.  8  ins. ; 
the  thickness  of  the  plates  in  the  shell  and  tubes,  seven-sixteenths,  in 
the  fiat  end  plates  half  an  inch,  each  of  them  being  strengthened  with 
three  gusset  stays  secured  with  double  angle-irons. 

The  longitudinal  seams  in  the  shell  were  not  laid  in  line,  but  dis- 
posed so  as  to  break  joint.  The  age  of  the  boiler  was  about  two  years. 
It  had  not  been  tested  by  hydraulic  pressure. 

The  boiler  had  been  fitted  with  a  single  lever  safety-valve,  the  valve 
being  enclosed  in  a  box  bonneted  over,  from  which  the  waste  steam 
escaped  through  a  discharge  pipe,  carried  through  the  wall  of  the 
boiler-house.  It  had  also  been  fitted  with  a  glass  water  gauge — a  feed- 
check  and  back-pressure  valve  combined,  fixed  to  the  front  end  plate, 
a  little  below  water  level — a  blow  out  or  mud  tap,  and  a  steam  pres- 
sure gauge,  of  the  dial  class;  but  the  boiler  had  no  tap  for  fixing  an 
indicator  so  as  to  check  the  accuracy  of  the  gauge,  and  ascertain  the 
actual  working  pressure  with  the  steam  up. 

The  boiler  was  rent  into  so  many  fragments  by  the  explosion,  that 
it  was  completely  destroyed,  while  considerable  damage  was  also  done 
to  the  surrounding  property.  Both  the  furnace  tubes  were  torn  away 
from  the  end  plates,  as  well  as  separated  into  two  pieces,  dividing  at 
one  of  the  transverse  seams  at  the  middle  of  their  length.    Three  <^ 
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these  lengths,  weighing  upwards  of  a  ton  each,  were  blown  over  a  row 
of  cottages,  one  alighting  on  the  first  floor  of  a  dwelling  beyond,  hav- 
ing broken  through  the  roof  in  its  fall,  the  other  two  lengths  falling  at 
intermediate  distances  between  these  two  rows  of  buildings ;  while  the 
fourth  fell  on  a  cottage,  carrying  in  the  roof.  The  safety-valve  weight, 
which  was  a  ball  of  about  8  ins.  diameter,  was  shot  upwards,  and  on 
its  fall,  broke  through  a  roof  of  a  third  cottage.  The  shell  of  the 
boiler  had  been  torn  up  into  so  many  small  pieces  that  it  was  diflScult 
to  trace  the  course  of  the  rents,  and  to  determine  where  they  had  first 
commenced ;  but  it  may  be  remarked,  that  one  of  them  ran  through 
the  manhole,  which  was  not  strengthened  as  it  should  have  been  by  a 
substantial  mouth*piece.  These  fragments  of  the  shell  lay  scattered 
near  the  original  seat  of  the  boiler,  while  some  were  buried  under  the 
ruins.  The  end  wall  of  the  mill  was  blown  down,  and  the  various 
floors  laid  open,  while  the  engine  was  completely  buried  in  the  debris. 
The  chimney  was  gashed  by  a  large  rent,  running  up  it  for  half  its 
height,  and  stood  tottering  over  the  old  seat  of  the  boiler,  so  that  ap- 
proach was  dangerous ;  while  the  ground  surrounding  was  covered  with 
bricks,  and  the  ruins  of  the  injured  buildings.  Butit  is  difficult  to  con- 
vey an  adequate  idea  of  the  ruin  that  had  been  produced. 

The  cause  of  the  explosion,  has  twice  been  investigated  before  a 
coroner's  jury,  conducted  in  each  instance  by  a  different  coroner  on 
account  of  the  localities  in  which  the  deaths  occurred.  Scientific  evi- 
dence was  given  in  each  case.  At  the  first  trial,  one  scientific  witness 
gave  it  as  his  opinion  that  there  were  no  traces  of  there  having  been 
any  deficiency  of  water,  but  that  the  safety-valve  had  been  deranged 
and  inoperative;  while  at  the  second  trial,  another  scientific  witness 
thought  that  the  safety-valve  had  worked  quite  **glibly,**  and  that 
shortness  of  water  had  caused  the  explosion.  A  verdict  of  accidental 
death  was  brought  in  in  each  instance. 

With  regard  to  the  explosion  having  arisen  from  shortness  of  water, 
it  was  given  in  evidence  at  the  inquest  that  the  gauge-glass  was  blown 
through,  and  plenty  of  water  observed  shortly  before  the  explosion 
happened :  the  correctness  of  which  was  borne  out  by  subsequent  exa- 
mination, since  the  flues  were  found  to  be  coated  with  incrustation 
which  overheating,  had  it  occurred,  would  have  disturbed ;  while,  in 
addition,  the  furnace-crowns  could  not  have  retained  their  shape  as 
they  did,  had  the  water  been  low. 

As  to  the  explosion  being  due  to  excessive  pressure  consequent  upon 
the  defect  of  the  safety-valve,  it  is  true  that  the  spindle  of  the  valve 
was  bent,  but  it  is  a  matter  of  opinion  whether  this  did  not  become  so 
subsequently  to  the  explosion,  and  was  its  consequence  rather  than  its 
cause.  At  the  time  of  making  my  own  examination,  which  was  done 
immediately  on  the  explosion  being  reported,  there  was  no  oppor- 
tunity of  seeing  the  safety-valve,  since  it  was  in  the  hands  of  the  jury 
who  were  then  engaged  on  the  inquest — but  I  am  informed,  on  good 
authority,  that  the  injury  was  such  as  could  not  have  occurred  to  the 
valve  in  regular  work,  while  it  was  known  to  have  been  previously  in 
good  order. 
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But,  apart  from  the  condition  of  the  safety-valve,  there  are  other 
considerations  affecting  the  view  that  the  explosion  was  due  to  exces- 
sive pressure  alone.  There  was  no  evidence  to  prove  that  the  pres- 
sure exceeded  60  ibs.  per  square  inch,  and  neither  that  nor  twice  the 
amount  would  have  rent  the  shell  had  the  material  and  workmanship 
been  good ;  while  from  the  fact  that  the  flue-tubes  were  not  collapsed; 
and  the  shell  was  rent  into  fragments — although  the  latter  should 
have  resisted  twice  the  strain  of  the  former — it  is  clear  that  the  explo- 
sion did  not  result  from  simple  over  pressure. 

It  cannot  be  doubted  that  the  plates  were  of  very  bad  quality,  one 
of  them  in  the  shell,  situated  at  the  top  of  the  external  flue  had  frac- 
tured through  the  solid  when  the  boiler  was  at  work  a  few  months  since, 
while  it  is  reported  that  one  of  the  scientific  witnesses  who  gave  evi- 
dence at  the  inquest  stated — that  merely  with  the  blow  of  a  brick  he 
had  broken  off  a  piece  of  plate  about  15  or  16  sq.  ins.  in  area,  and  seven- 
sixteenths  in  thickness.  The  cast  iron  nature  of  the  plates  rendered 
them  less  adapted  to  withstand  the  tensile  strain  of  the  shell  than  the 
compressive  one  of  the  furnace  tubes  which  therefore  accounts  for 
the  shell  having  been  broken  to  pieces,  while  the  furnace  tubes  were 
uninjured,  except  by  the  effects  of  the  explosion  itself. 

Such  is  the  simple  cause  of  this  explosion.  The  evidence  given  at 
the  inquest,  as  well  as  the  examination  of  the  furnace-crowns,  forbids 
the  conclusion  that  the  explosion  was  caused  by  deficiency  of  water; 
while,  further,  the  fact  that  the  shell,  which  should  have  been  stronger 
than  the  tubes,  rent  into  a  number  of  small  pieces  while  the  tubes  did 
not  collapse,*shows  that  the  explosion  was  not  due  to  excessive  pres- 
sure, but  to  the  defective  quality  of  the  plates  of  which  the  boiler,  on 
examination,  was  found  to  have  been  made. 

In  conclusion,  the  attention  of  our  members  may  be  specially  called 
to  the  following  points : — 

The  contradictory  nature  of  the  evidence  too  frequently  admitted  at 
coroner's  inquests  as  to  the  cause  of  boiler  explosions,  of  which  the 
case  above  is  an  illustration. 

The  short-sighted  economy  of  purchasing  low-priced  boilers,  erro- 
neously termed  ** cheap"  which  leaves  the  maker  no  alternative  but  to 
use  plates  of  inferior  quality,  a  practice  not  only  detrimental  to  the 
interests  of  the  steam  user,  but  also  unfair  to  the  honest  boiler-maker. 

The  importance  of  having  all  boilers  thoroughly  tested  with  hydraulic 
pressure;  this  had  never  been  done  with  the  boiler  under  consideration;  had 
the  test  been  applied,  there  can  be  little  doubt  that  the  inferior  quality 
of  the  plates  would  have  been  detected,  and  the  explosion  prevented* 

[Report  for  August,  1866.] 
From  Um  Lond.  Maobftokw'  MAgMlae,  Angiut,  IWX 

During  the  past  month  there  have  been  examined  818  engines  and 
401  boilers.  Of  the  latter  6  have  been  examined  specially,  9  intemaDy, 
45  thoroughly,  and  841  externally,  in  addition  to  which,  two  of  these 
boilers  have  been  tested  by  hydraalic  pressure.  The  following  defects 
have  been  found  in  theboilera  examined: — Fracture,  6  (1  dangeroivj; 
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eorrosion,  14;  safety-valves  out  of  order,  7;  vaier-gauges  ditto,  9 
(1  dangerous);  pressure-gauges,  ditto,  15;  feed  apparatus,  ditto,  2; 
blow-out  apparatus,  ditto,  27 ;  fusible  plugs,  ditto,  1 ;  furnaces  out  of 
shape,  4  (1  dangerous);  over-pressure,  8;  deficiency  of  water,  1  (dan- 
gerous). Total,  88  (4  dangerous).  Boilers  without  glass  water-gauges, 
Q;  without  blow-out  apparatus,  16;  without  back-pressure  valves,  25. 
Nine  explosions  have  occurred  during  the  past  month,  from  which  5 
persons  haye  been  killed  and  8  others  injured.     Not  one  of  the  boilers 
in  question  was  under  the  inspection  of  this  Association.     A  personal 
examination  of  three  of  these  has  been  made  subsequently  to  the  ex- 
plosion, while  in  the  remaining  cases  this  was  prevented  by  distance. 
In  one  case  the  cause  of  the  explosion  was  simply  the  dilapidated  con- 
dition of  the  boiler;  it  had  repeatedly  been  found  to  leak  at  the  back 
end,  both  at  the  last  plate  at  the  bottom,  as  well  as  at  the  flat  end  one, 
and  had  in  consequence,  been  temporarily  repaired,  from  time  to  time, 
with  bolted  patches.     Patches,  when  necessary,  should  always  be  riv- 
eted on,  no  reliance  can  be  placed  upon  those  merely  bolted.    At  the 
time  of  the  explosion  there  were  three  of  these  patches  on  the  boiler, 
within  12  ins.  of  one  another.  The  surrounding  plate  at  length  became 
80  eaten  away  by  continual  leakage,  that  it  was  reduced  in  places  to 
one-eighth  of  an  inch  in  thickness,  and  in  others  to  that  of  a  sheet  of 
brown  paper,  from  which  rupture  ensued,  underneath  the  boiler,  at 
the  back  end,  immediately  over  the  mid-feather ;  the  mid-feather,  no 
doubt,  accelerating  the  corrosion,  by  ponding  the  water,  and  holding 
it  in  contact  with  the  plate,  at  the  same  time  that  it  concealed  the  full 
extent  of  the  injury.     Competent  inspection  could  not  have  failed  to 
detect  the  dangerous  condition  of  the   boiler.     The  report  concludes 
with  suggestions  as  to  the  best  mode  of  setting  boilers. 

[Report,  September  29th,  1863.] 
Trom  Ui«  London  Mechanics'  Magailiie,  Oet^  1868. 

During  the  past  month  there  have  been  examined  819  engines  and 
471  boilers.  Of  the  latter,  4  have  been  examined  specially,  4  inter- 
nally, 49  thoroughly,  and  414  externally,  in  addition  to  which  1  of 
these  boilers  has  been  tested  by  hydraulic  pressure.  The  following 
defects  have  been  found  in  the  boilers  examined: — Fracture,  5  (2  dan- 
gerous); corrosion,  16;  safety-valves  out  of  order,  2;  water-gauges 
ditto,  20  (1  dangerous);  pressure-gauges  ditto,  10;  feed  apparatus 
ditto,  2  (1  dangerous) ;  blow-out  apparatus  ditto,  14;  fusible  plugs  ditto, 
8 ;  furnaces  out  of  shape,  1.  Total,  78  (4  dangerous).  Boilers  with- 
out  glass  water-ffauges,  8;  without  blow-out  apparatus,  21;  without 
back-pressure  valves,  17. 

Hxploiione. — Three  boilers,  not  under  the  inspection  of  this  Associa- 
tion, have  exploded  during  the  past  month,  from  which  four  persons 
have  been  killed  and  three  others  injured.  One  of  the  boilers  has  been 
personally  examined  since  the  explosion,  while  this  was  prevented  in 
the  other  cases  by  distance. 

The  first  explosion,  from  which  one  person  was  killed  and  two  others 
injured^  happened  to  an  agricultural  boiler  while  at  work  at  a  farm, 
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driving  a  thrashing  machine.     It  was  not  under  the  inspection  of  thb 
Association. 

The  boiler  which  was  about  twelve  years  old,  was  a  portable  one,  of 
the  multitubular  locomotive  type,  and  was  worked  at  a  pressure  of 
about  40  tt>s.  per  square  inch.  It  was  stated  at  the  inquest  that  the 
safety-valve  worked  freely,  and  that  there  was  a  due  supply  of  water 
the  explosion  being  attributed  entirely  to  a  defective  plate  in  the 
fire-box,  which  had  been  eaten  away  by  corrosion,  until  reduced  to 
one-sixteenth  of  an  inch  in  thickness.  This  plate  had  been  previously 
repaired,  and  at  the  time  of  the  explosion  was  cracked  through,  and 
though  it  had  for  some  days  been  leaking  in  consequence,  had  yet  been 
worked  on  in  that  state. 

The  owner  of  the  boiler  was  brought  in  guilty  of  manslaughter,  the 
jury  adding  that  they  thought  the  appointment  of  a  government  in- 
Bpector  to  be  highly  necessary. 

The  second  occurred  to  a  new  balloon  or  hay-stack  boiler  during  the 
operation  of  testing  at  the  maker's  yard.  It  had  not  been  constructed 
for  raising  steam  for  purposes  of  power,  but  was  intended  to  be  used 
as  a  chemical  evaporating  pan  or  still.  It  was  not  under  the  inspec- 
tion of  this  Association. 

The  boiler — as  another  of  similar  construction  and  dimensions  had  re- 
cently been — was  proved  with  steam,  in  order  to  test  the  tightness  of 
the  joints.  The  pressure,  which  appears  to  have  been  about  60  flte., 
being  raised,  not  by  generating  the  steam  within  it  by  means  of  a  fire 
underneath,  but  by  communication  with  another  boiler  in  work,  to 
which  it  was  temporarily  connected  for  the  purpose.  Some  five  or  six 
men  were  engaged  upon  it  in  caulking  the  seams  at  the  time  of  the  ex- 
plosion, four  of  whom  were  blown  to  a  distance  from  it;  one  of  them, 
who  was  killed  upon  the  spot,  being  thrown  upon  the  roof  of  a  bouse 
about  40  yards  off,  while  two  others  died  subsequently  from  the  injuries 
received.  The  boiler  was  laid  upon  its  side  during  the  test,  and  gave 
way  at  the  bottom,  which  was  blown  out  entire,  and  thrown  upon  a 
roof  about  10  ft.  high  and  18  yards  distant,  the  shell  rearing  up  on  its 
dome  end,  and  remaining  in  that  position  supported  by  a  shear  leg. 

Its  dimensions  were  as  follows: — The  height  was  11  ft.,  the  dome, 
from  the  appearance  of  which  the  term  balloon  boiler  probably  arose, 
was  9  ft.  8  ins.  in  diameter,  and  the  base  8  ft.  9  ins.,  while  the  cjlin- 
drical  sides  were  drawn  in  to  7  ft.  9  ins.  in  the  waist.  The  bottom,  like 
that  of  a  bottle,  was  concave,  as  is  usual  in  these  boilers,  and  rose  18 
ins.  at  the  centre,  in  order  to  enable  it  to  resist  the  downward  pressure, 
being  connected  to  the  sides  of  the  shell  by  a  8-in.  angle  iron,  half  an 
inch  thick.  The  plates,  which  were  from  seven-sixteenths  to  half  aa 
inch  in  thickness  throughout,  were  some  of  them  second-hand,  those 
forming  the  dome  being  new,  the  remainder  having  been  used  in  a 
boiler  before.  They  had,  however,  been  worked  to  their  new  shape, 
their  edges  sheared,  and  the  holes  punched  afresh.  The  riYets,  which 
were  three-quarters  of  an  inch  in  diameter,  were  centred  from  If  ins. 
to  2  ins.  apart,  and  the  general  workmanship  appeared  satisfactory. 

The  rent  between  the  bottom  and  sides  of  the  boiler  had  occurred. 


Digitized  by 


Google 


A  Magnetic  Discovery.  83T 

for  the  most  part,  at  the  lower  ring-seam  of  rivets  in  the  cylindrical 
portion  of  the  shell  but  not  altogether  so,  some  portion  of  the  rent  run- 
ning through  the  rivet  holes  at  the  outer  edge  of  the  circular  bottom 
plate ;  while,  from  the  upward  position  in  which  the  latter  was  thrown 
by  the  explosion,  it  appeared  most  probable  that  the  rent  had  com- 
menced at  that  part  of  the  boiler  which  lay  nearest  the  ground  at  the 
time  of  the  explosion,  and  thus  from  the  position  of  the  fractures,  must 
have  started  at  the  cylindrical  part,  and  not  at  the  bottom  plate.  The 
reason  of  this  is  not  very  apparent — since  there  were  two  other  ring- 
seams  of  rivets  in  the  cylindrical  portion  of  the  boiler  which  were 
quite  uninjured,  although  subjected  to  the  same  direct  pull,  which,  after 
allowing  for  the  rivet  boles,  did  not  amount  to  two  tons  per  square  inch 
of  metal,  added  to  which,  the  longitudinal  strain  thrown  upon  these  cir- 
cular seams  in  cylindrical  boilers,  is  only  half  of  that  which  occurs  in  the 
transverse  direction,  so  that  it  is  difficult  to  account  for  the  rent  se- 
lecting the  lower  ring-seam  of  rivets,  or  indeed  for  its  occurring  at  all. 
Whether,  however,  the  rent  in  question  was  due  to  some  undetected 
flaw  in  the  iron,  or  whether  the  plates  had  been  crippled  in  being 
brought  together,  which  is  too  frequently  the  case,  or  whether  an  un- 
fair strain  was  caused  by  the  springing  of  the  bottom  plate,  which, 
although  arched  eighteen  inches  in  the  centre,  was  yet  flat  as  com- 
pared with  the  hemispherical  top ;  or  whatever  may  have  been  the  cause 
that  started  the  rent,  one  thing  is  certain,  that  the  application  of  the 
bydraulic  test  would  have  detected  and  exposed  the  weakness,  prevent- 
ed the  explosion,  and  saved  the  three  lives.     It  is,  therefore,  again 
earnestly  recommended  that  in  all  similar  .cases,  this  precaution  should 
be  adopted;  and  it  is  trusted  that  it  will  not  be  necessary  for  any  fur- 
ther additions  to  be  made  to  the  list  of  fatal  explosions — already  sadly 
too  long-*before  the  adoption  of  the  simple  and  inexpensive  hydraulic 
test  becomes  universal. 

A  Magnetic  Discovery. 

From  the  London  Meetaftnics*  Maffaxine,  FelK,  1864. 

Dr.  A.  von  Waltenhofen  has  communicated  to  Dingler*s  Polytech* 
nisches  Journal^  an  account  of  a  curious  magnetic  discovery  which  he  has 
recently  made.  It  is  a  well-known  fact  that  the  magnetism  of  an  elec- 
tro*magnet  does  not  entirely  disappear  with  the  cessation  of  the  mag- 
netizing current.  Dr.  A.  von  Waltenhofen  has,  however,  observed 
that  the  amount  of  this  residual  magnetism,  as  it  is  called,  is  depen- 
dent upon  the  manner  in  which  the  current  is  interrupted.  If  this  in- 
terruption takes  place  suddenly,  the  residual  magnetism  is  much  less 
thftn  when  it  takes  place  gradually.  A  still  more  interesting  circum- 
stance has  been  observed  by  him — viz:  that  the  residual  magnetism 
obtained  by  suddenly  breaking  a  very  strong  current,  is  sometimes  of  an 
opposite  nature  to  that  previously  existing  in  the  electro-magnet.  This 
fact,  which  he  has  hitherto  only  noticed  in  very  soft  iron,  is  of  great 
interest,  inasmuch  as  it  furnishes  a  new  and  simple  proof  that  magnet- 
ism is  not  caused  by  the  separation  of  two  fluids,  but  by  the  motion  of 
Magnetic  molecules,  to  which  is  opposed  a  certain  amount  of  frictional 
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resistance.  With  much  ingenuity  he  compares  the  state  of  each  mag- 
netic molecule  of  the  electro-magnet  to  that  of  a  spring  which  is  bent 
back.  If  the  spring  be  suddenly  released,  it  will  return  very  nearly 
to  its  original  position,  or  even  go  beyond  it.  On  the  other  hand^  i£ 
it  be  released  gradually,  it  will  stop  at  a  point  still  further  removed 
from  its  original  position. 


Voltaic  Electricity — Jfew  Caloric  Battery. 

From  the  Lond.  Mechanios'  Magisine,  Feb.,  1864. 

At  the  last  meeting  of  the  Inventors'  Institute,  (Capt.  J.  Selwyn,  R.N., 
iu  the  chair,)  Mr.  James  Dickson  read  an  interesting  paper  *'0n  Certain 
Inventions  for  insuring  the  Economical  and  Efficient  Production  of  Vol- 
taic Electricity  for  Lighting  Streets  and  other  Purposes."  The  object 
of  the  paper  was  to  explain  the  means  by  which  electricity  could  be 
readily  and  economically  produced.  The  history  of  voltaic  electricity 
was  carefully  traced  from  the  time  of  Yolta,  from  whom  this  form  of 
electricity  took  its  name,  to  the  present  time,  special  mention  being 
made  of  Grove's,  Smee's,  the  Maynooth  and  other  batteries  which  from 
time  to  time,  have  been  looked  upon  as  vast  improvements  upon  then 
existing  apparatus.  The  theories  of  Mayer  and  Joule  were  referred 
to,  as  well  as  the  researches  of  Prefessor  Tyndall,  whose  ^'  Heat  as  a 
Mode  of  Motion"  contains  so  much  valuable  information  upon  the  sub- 
ject. He  considered  that  the  rapidity  of  the  vibration  of  the  aUmia 
in  a  conductor  was  exactly  in  proportion  to  its  conducting  power,  and 
explained  that,  whilst  a  battery  was  producing  light  and  heat,  less  ma- 
terial was  being  consumed  than  when  the  battery  poles  are  directly 
connected  with  each  other.  Mr.  Dickson's  battery  was  described  as 
one  of  the  hot-class — the  sulphuric  acid  was  heated  to  600  degs.  Fahr. 
He  claims  by  his  mode  of  applying  heat  to  be  able  to  use  iron  and 
other  cheap  metals,  instead  of  the  dear  ones — zinc,  copper,  &c.  The 
relative  mobility  of  the  atoms  of  an  electrolite  determined,  he  consid- 
ered its  force  rather  than  its  specific  gravity.  When  oil  of  vitriol 
was  heated  to  850  degs.  Fahr.  only,  the  electric  action  is  less  power- 
ful than  when  heated  to  600  degs.  Fahr.,  probably  owing  to  the  waves 
being  less  rapid.  With  the  necessary  percolating  apparatus  he  was 
convinced  that  his  battery  would  be  successful  for  lighthouse  purposes. 
He  considered  15  to  20  of  his  cells  equal  to  20  to  22  cells ;  8  of  his  cells 
are  not  equal  to  2  of  the  nitric  acid  cells,  but  the  increment  in  his  battery 
was  greater.  Grove's  battery  cost  Is.  5d.  to  produce  the  same  amount 
of  electricity  as  that  produced  for  lO^d.  by  Dickson's.  Comparing 
the  lightning  powers,  ll^d.  with  the  caloric  battery,  will  produce  the 
same  amount  of  light  as  Is.  5d.  by  Grove's.  He  declared  that  the 
sulphur  liberated  at  the  negative  poles  could  be  reconverted  into  sul- 
phuric acid  to  the  extent  of  19-20ths.  The  oil  of  vitriol,  during  the 
working  of  the  battery,  becomes  combined  with  water,  but  the  acid  is 
easily  and  cheaply  reconcentrated.  In  Smee's,  Daniel's,  and  Grove's 
battery,  the  sulphate  of  zinc  cannot  be  recovered,  whilst  in  his  caloric 
battery  the  recovery  was  not  difficult. — The  chairman  expressed  the 
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fear  that  the  invention  promised  so  much  that  he  was  no  more  likely 
to  perform  it  than  to  obtain  perpetual  motion;  indeed,  if  the  invention 
•were  not  overstated,  they  would  certainly  be  nearer  perpetual  motion 
than  they  had  ever  been  before. — Mr.  Varley  suggested  that  as  the 
principle  feature  in  the  invention  appeared  to  be  the  heating  of  the 
matrials,  it  was  not  impossible  that  it  might  be  as  great  a  step  in  ad- 
vance as  the  introduction  of  the  hot-blast  in  the  manufacture  of  iron ; 
this  of  course  remained  to  be  seen. — The  new  light  will  be  exhibited 
at  the  meeting,  on  February  18,  when  an  opputunity  will  be  afforded 
for  examining  the  caloric  battery  in  operation. 


Explosion  of  a  Steam-Boiler  in  the  establishment  of  Merrick  Sf  SonSj 
Philadelphia —  Verdict  of  the  Coroner  s  Jury. 

In  examining  into  the  cause  of  the  late  disastrous  explosion,  we 
find  the  following  facts  presented  to  us: 

A  boiler  built  upon  a  certain  plan,  had  been  in  use  in  the  establish- 
ment for  seven  years;  it  had  proved  Economical  in  its  consumption  of 
fuel,  and  occupied  but  little  space;  as,  however,  it  had  been  in  constant 
use  for  the  above  number  of  years,  it  was  deemed  advisable  by  the  iirm 
to  construct  a  new  boiler,  which  might  either  work  alternately  with 
the  old  one,  or  take  its  place  in  supplying  them  with  steam. 

The  older  boiler  had  never  given  them  any  trouble,  except  in  one 
part  called  the  water-legs,  in  the  back  part  of  which,  that  is,  back  of 
the  bridge  wall,  sediment  had  collected,  and  caused  the  iron  to  rust  out. 

Satisfied  with  the  efficiency  of  the  first  boiler,  the  new  one  was  de- 
signed upon  the  same  general  plan  as  the  old  one,  every  precaution 
being  taken  (as  was  supposed)  to  make  it  strong  and  durable:  and  to 
obviate  the  trouble  arising  from  the  accumulation  of  sediment  in  the 
vater-legs,  a  modification  was  made  in  that  part. 

The  second  boiler  being  completed,  was  tested  and  found  to  leak  lu 
a  certain  place.  This  leak  was  mended,  and  after  several  trials  the 
boiler  was  pronounced  tight  and  ready  for  use.  The  boiler  was  then 
fired,  and  furnished  steam  for  the  establishment,  at  first  in  connexion 
with  the  old  one,  and  finally  for  several  days  by  itself. 

On  the  morning  of  April  sixth,  the  day  of  the  explosion,  the  leak 
was  found  to  have  re-opened  to  such  an  extent  as  to  cause  uneasiness 
as  to  the  water-supply,  on  the  part  of  the  foreman  of  the  establishment, 
Mr.  Danby,  who  gave  orders  to  have  steam  raised  in  the  old  boiler, 
and  to  draw  the  fires  in  the  new  one. 

While  these  orders  were  being  carried  out  the  explosion  occurred. 

Examining  into  the  competency  of  the  man  in  charge  of  the  boiler, 
the  conviction  is  forced  upon  us  that  he  was  well  qualified  for  his  situa- 
tion, and  was  a  good,  careful  man. 

Abundant  testimony  has  also  been  given  to  prove  that  the  pressure 
of  steam  at,  or  immediately  before,  the  explosion  was  not  more  than 
fifty-seven  pounds,  and  that  the  boiler  was  well  supplied  with  water. 

The  usual  theories  .of  explosions,  namely  low-water,  sudden  priming 
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or  forcing  up  of  water  into  the  heated,  steam,  ftci,  seem  not  to  be  ap- 
plicable to  the  present  case,  and  we  are  forced  into  a  consideration  of 
the  form  of  this  boiler  and  the  possible  existence  of  some  weak  point 
which  did  not  exist  in  the  old  one. 

This  boiler  is  of  form  similar  to  those  used  on  steam  vessela,  and 
having  flat  sides  and  an  arched  roof,  is  mainlj  dependent  upon  stays 
for  its  strength.    (See  Plate  IV.) 

The  sides  seem  to  have  been  abundantly  supplied  with  these  stays, 
and  to  have  been  but  little  injured  by  the  explosion,  while  the  whole 
of  the  bottom  part,  containing  the  furnaces  has  been  violently  rent  from 
the  sides,  and  projected  in  one  direction,  while  the  main  part  of  the 
boiler  was  thrown  in  an  opposite  direction. 

The  bottom  or  furnace  part  of  the  boiler  consists  of  a  series  of  arch- 
ed passages  used  as  furnaces ;  said  passages  being  twenty-one  inches 
wide,  semicircular  on  the  top  or  crown,  and  stayed  from  one  to  the 
other  by  a  series  of  iron  braces.  The  parts  between  the  arches  are  what 
have  been  termed  water-legs.  These  water-legs  on  the  old  boiler  ex- 
tended from  the  front  to  the  back  of  the  boiler,  thus  forming  powerful 
beams,  thirty  inches  in  depth,  to  resist  the  pressure  of  the  steam  tend- 
ing to  push  the  bottom  out  of  the  boiler.  At  the  front  they  are  con- 
nected by  a  water-space  below  the  doors  of  the  furnaces,  and  at  the 
back  by  a  water  space  extending  to  the  bottom  ;  and  thus  were  firmly 
united,  and  formed  as  it  were,  a  floor  supported  by  beams  about  thirty 
inches  deep,  five  inches  wide,  and  only  thirteen  feet  long,  which  were, 
moreover,  tied  together  top  and  bottom,  at  both  ends  to  prevent  their 
spreading  at  the  bottom  from  the  pressure  above ;  a  form  admirably 
adapted  to  carry  the  load  placed  upon  it. 

In  the  new  boiler  we  find  that  the  beams  upon  which  depend  the 
stability  of  the  bottom,  were  not  continued  from  end  to  end  of  a  uni- 
form depth,  but  by  the  cutting  off  of  the  part  which  was  filled  with  sedi- 
ment in  the  old  boiler,  have  been  reduced  to  a  depth  from  the  crown 
to  the  bottom  of  but  thirteen  inches  for  a  distance  of  one-half  of  their 
entire  length.  Hence  the  floor-beams,  as  it  were,  are  reduced  to  less 
than  one-half  the  depth  of  those  in  the  old  boiler,  namely  from  thirty 
inches  to  thirteen  inches  in  the  centre  of  the  boiler  bottom.  The  most 
valuable  part  of  the  beams  having  been  removed  by  this  operation,  and 
the  main  support  of  the  crown  sheets  taken  away,  no  additional  stays 
were  put  in  to  compensate  for  this  weakness. 

Without  going  into  any  calculation  of  the  strength  of  the  floor  of 
the  boiler,  we  see  that  it  is  not  half  as  strong  as  the  old  one,  and  has 
yielded  under  a  pressure  of  only  fifty-seven  pounds  per  square  inch. 

That  the  yield  took  place  at  this  part,  in  the  very  centre  of  the 
boiler  bottom,  is  manifested  by  the  leak,  which  persistently  appeared 
at  this  very  part,  where  a  rupture  should  have  begun  if  the  floor  was 
too  weak.  This  leak  was  mended  from  time  to  time,  but,  on  the  day 
of  the  explosion,  had  increased  to  such  an  extent  as  to  endanger  the 
water-supply,  and  to  cause  the  order  to  be  given  for  discontinuing  the 
use  of  this  boiler,  unfortunately  too  late,  although  this  order  was 
promptly  given,  and  was  in  course  of  execution. 
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Tour  jury  believe  that  the  diminished  strength  which  resulted  from 
the  change  escaped  the  notice  of  the  constructors,  and  that  the  making 
of  the  new  boiler  and  its  management  afterwards,  were  designed  as 
precautionary  measures,  and  were  intended  to  avoid  the  very  disaster 
which  has  fallen  upon  them  and  the  unfortunate  victims. 


Coleman  Sellers, 
Henry  Morton, 
John  Agnew, 


Jonathan  Chapman, 
John  F.  Frazer, 
Gavin  H.  Woodward. 


Substitutes  for  Grutta-Percha. 

Vrom  the  Joarnal  of  the  Society  of  Arts,  No^  689. 

The  following  particulars  in  reference  to  the  Batata^  stated  in  last 
week's  Journal  to  have  been  sent  over  by  Sir  W.  Holmes  from  Bri- 
tish Guiana,  have  been  received.     Sir  William  Holmes  says: — 

By  the  last  mail  I  received  your  "  Subjects  for  Premiums  "  for  the 
session  of  1863-64. 

My  object  in  addressing  you  is  to  advise,  that  by  this  packet  I  for- 
ward a  box  containing  samples  of  Balata  in  its  milky  state,  and  also 
dried  or  coagulated.  I  entertain  the  hope  that  these  samples  fully 
meet  the  requirements  of  the  77th  Section  of  your  list  of  premiums, 
in  reference  to  a  substitute  for  india-rubber  or  gutta-percha,  but  I  also 
trust  it  will  be  found  more  valuable  than  india-rubber  or  gutta-percha 
by  themselves,  possessing  much  of  the  elasticity  of  the  one  and  the 
ductility  of  the  other,  whilst  it  requires  a  much  higher  temperature  to 
melt  or  soften  it. 

After  these  preliminary  observations,  I  must  go  somewhat  into  de- 
tail, I  was  Commissioner,  representing  the  colony  of  British  Guiana, 
at  the  International  Exhibition  of  1802.     Amongst  the  varied  contri- 
butions from  the  colony  was  a  morsel  of  tho  dried  milk  of  the  bullet- 
tree  (Sapota  Mulleri'Miq  ?) ;  it  weighed  perhaps  half  a  pound.  Amongst 
the  numerous  individuals  who  visited  the  Guiana  department  was  Mr. 
Chas.  Hancock,  who  is  well  known  in  the  gutta-percha  trade.     This 
gentleman  was  struck  with  the  appearance  of  the  specimen,  and  obtain* 
ed  a  portion  for  experiment;  he  reported  fiivorably  as  to  its  utility  and 
value,  a  result  most  gratifying  to  me,  as  I  had  received  adverse  opin- 
ions from  less  experienced  persons.     This  happened,  I  think,  in  July, 
1862.      From  that  time  to  the  present  I  have  been  engaged  in  inves- 
tigations how  to  produce  the  material  cheaply,  and  how  to  dry  or 
coagulate  it  rapidly.     In  both  particulars  I  believe  I  have  succeeded 
80  far  as  to  warrant  the  importation  of  steam  machinery  to  be  applied 
to  its  extraction,  and  by  a  fortunate  accident  I  have  discovered  how 
to  dry  or  coagulate  it,  preserving  the  characteristic  of  elasticity  at  a 
single  operation,  by  the  addition  of  a  simple  ingredient  not  very  costly. 
The  samples  forwarded  consist  of — let,  a  bottle  of  milk  as  extracted 
from  the  tree  by  tapping;  2d,  of  lumps  or  cakes,  weighing  together 
fire  fl>8.,  of  this  milk  prepared  for  the  market;  and  8d,  some  balls  to 
ihoif^  b/  the  result  of  the  process  discovered  by  me,  that  this  material 
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is  nearly  as  elastic  as  india-rubber;  indeed,  as  far  as  lean  judge,  Bclata 
cannot  be  rivalled  bj  either  that  material  or  gutta-percha,  possessing, 
as  I  before  stated,  much  of  the  elasticity  of  the  one  and  the  ductility  of 
the  other,  without  the  intractability  of  india-rubber  or  the  brittleness 
and  friability  of  gutta-percha.  Amongst  the  useful  properties  pos- 
sessed by  BalatayL  believe  the  fresh  milk  of  the  bullet-tree  to  be  the 
best  water-proofing  material  yet  discovered,  and  further  that,  Balata^ 
as  prepared  by  me,  will  supply  the  great  want  of  the  day,  as  a  good 
insulating  medium  for  telegraphic  purposes. 

The  bullet-tree  is  a  magnificent  timber  tree,  often  squaring  30  to  40 
inches,  and  is  much  used,  especially  in  Berbice,  for  building  purposes. 
The  milk,  when  quite  fresh,  is  so  bland  that  it  is  sometimes  used  as  a 
substitute  for  cow's  milk,  and  the  fruit  is  delicious. 

The  bullet-tree  abounds  in  many  districts  of  the  colony ;  indeed  I 
may  say,  throughout  this  part  of  South  America,  and  I  trust  that  Ba- 
lata  may  ere  long  be  added  as  an  important  item  to  the  exports  of  the 
colony,  and  tend  to  prove  that  the  International  Exhibition  of  1862  has, 
in  this  instance,  also  been  productive  of  practically  useful  result?,  not  only 
to  this  community,  but  to  the  interests  of  science  and  art  generally. 

I  annex  a  letter  from  the  Honorable  William  Walker,  Government 
Secretary  of  the  colony,  and  Chairman  of  the  Corresponding  Commit- 
tee of  the  Royal  Agricultural  and  Commercial  Society  of  British  Gui- 
ana, which  is  affiliated  to  the  Society  of  Arts,  in  order  to  fulfil  the  con- 
ditions specified  in  the  prospectus. 


Substitute  for  Gutta-Percha. 

From  the  London  ArtiEan,  March,  1864. 

At  a  meeting  of  the  French  Academy  of  Sciences,  M.  Serres  ga7e 
an  account  of  the  Valata^  a  shrub  which  abounds  in  Guiana,  and  af- 
fords a  juice  which  he  asserts  is  superior,  for  many  purposes,  to  gutta- 
percha, but  especially  as  an  insulating  material  for  enveloping  tele- 
graphic wires.  The  milk  or  juice  is  drinkable,  and  used  by  the  natives 
with  coffee.  It  coagulates  quickly  when  exposed  to  the  air,  and  al- 
most immediately  when  precipitated  by  alcohol,  which  also  dissolves 
the  resin  of  the  FaZaia  juice.  All  the  articles  made  with  gutta-percha 
can  be  made  with  the  sap  of  the  Valata^  and  it  has  no  disagreeable 
smell.  When  worked  up  it  becomes  as  supple  as  cloth,  and  more  flexi- 
ble than  gutta-percha.  M.  Serres  exhibited  a  number  of  articles 
manufactured  of  Valuta  milk.  Up  to  the  present  time  it  seems,  from. 
M.  Serres*  account,  not  to  have  become  an  article  of  commercial  ex- 
port, 

Mtthod  of  Making  Cast  Sleel.    By  M.  Galt  Cazalat. 

Vrom  Uie  London  Pmctical  iUoohanic's  Joamal,  Sept.,  1869. 

This  metallurgist  has  communicated  to  the  Academy  of  Sciences  st 
Paris,  that  by  passing  through  fused  cast  iron  at  1400°  centigrade, 
numerous  capillary  jets  of  superheated  steam^  he  ia  enabled  xapidljf 
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and  fully  to  remove  the  carbon  which  is  taken  up  by  the  hydrogen  of 
the  decomposed  water,  and  also  to  burn  out,  by  the  oxygen  liberated 
from  the  water,  the  silicon,  while  the  sulphur,  the  arsenic,  and  even 
the  phosphorus  are  removed  in  combination  with  the  hydrogen.  Should 
this  prove  to  be  so,  we  may  have  an  auxiliary  to  Bessemer's  method, 
at  least,  and  possibly  even  a  substitute  for  it.  We  await,  however,  fuller 
details  and  confirmations. 

Preservation  of  Corn  from  Fermentation. 

"From  the  Londoo  Mechanic!'  Magasine,  Janaary,  18&1. 

An  experiment  was  lately  made  in  Paris  for  the  preservation  of 
corn  from  fermentation  and  the  attack  of  insects  by  enclosing  it  in  a 
metal  vessel  and  exhausting  the  air.  The  experiment  was  made  in  the 
presence  of  40  persons,  and  succeeded  perfectly.  Ten  hectolitres  of 
wheat  were  placed  in  a  metal  vessel,  and  the  air  was  exhausted.  The 
vessel  was  opened  after  15  days,  and  the  weevils,  which  were  seen  quite 
lively  when  the  wheat  was  placed  in  the  vessel,  had  quitted  their  cells 
and  were  dead.  They  were  warmed  but  did  not  stir.  Being  placed  on 
white  paper,  they  were  crushed  and  reduced  to  powder,  without  leaving 
any  stain  on  the  paper.  From  various  experiments  made  on  wheat 
under  glass^  it  was  found  that  the  weevil  retains  life  longer  than  any 
other  insect  when  deprived  of  air. 


FRANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly/  Meeting j  April  21,  1864. 

William  Sellers,  President,  in  the  chair. 

John  II.  Towne,  Vice  President,  1  ^«ggg-.f 

John  F.  Frazer,  Treasurer,  j 

Washington  Jones,  Recording  Secretary. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Letters  were  read  from  the  Liverpool  Literary  and  Philosophical 
Society,  Liverpool,  England ;  the  Literary  and  Historical  Society  of 
Quebec,  Canada;  and  Hon.  JohnD.  Watson,  Pennsylvania  Legislature, 
Harrisburg,  Pennsylvania. 

Donations  to  the  Library  were  received  from  the  Royal  Astronomi- 
cal Society,  and  the  Chemical  Society  of  London ;  the  Literary  and 
Historical  Society,  Quebec,  and  the  Canadian  Institute  of  Toronto, 
Canada ;  H.  A.  Wise,  Esq.,  U.  S.  N.,  Chief  of  Bureau  of  Ordnance, 
Navy  Department,  Charles  Colon6,  Esq.,  and  F«  Emmerick,  Esq., 
Washington,  D.  C;  the  Executive  Committee  of  the  Union  Relief  As 
sociation  of  Baltimore,  Md.;  James  Hall,  Esq.,  Albany,  and  H.Whit- 
all,  Esq.,  City  of  New  York ;  Young  Men's  Mercantile  Library  Associa- 
tion, Cincinnati,  Ohio;  Prof.  John  C.  Cresson,  Prof.  John  F.  Frazer, 
H.  P.  M.  Birkiubine,  Esq.,  Dr.  Thomas  S.  Kirkbride,  and  the  Direc* 
tors  of  the  Girard  College,  Philadelphia. 

Donation  to  the  Cabinet  of  Models  was  received  from  Philip  Grif- 
fith, Esq  9  Philadelphia. 
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The  Periodicals  received  in  exchange  for  the  Journal  of  the  Insti- 
tute, were  laid  on  the  table. 

The  Treasurer's  report  for  March  was  read. 

The  Board  of  Managers  and  Standing  Committees  reported  their 
minutes. 

The  President  reported  his  letter  to  the  Hon.  Secretary  of  the  Navy, 
transmitting  the  names  of  the  committee  appointed  to  act  on  the  joint 
committee  on  the  expansion  of  steam ;  also  his  letters  to  lion.  Jacob 
Kidgeway  of  the  Senate,  and  to  Hon.  John  D.  Watson,  House  of  Re- 
presentatives^  Pennsylvania,  transmitting  the  petition  of  the  Institute, 
asking  for  amendments  to  the  Charter,  which  were  read. 

Candidates  for  membership  in  the  Institute  (7)  were  proposed,  and 
the  candidates  proposed  at  the  last  meeting  (10)  were  duly  elected. 

William  Sellers,  Esq.,  President  of  the  Institute,  read  the  following 
paper  on  a  System  of  Screw  Threads  and  Nuts: 

The  importance  of  a  uniform  system  of  screw  threads  and  nuts  is  so 
generally  acknowledged  by  the  engineering  profession,  that  it  needs 
no  argument  to  set  forth  its  advantages;  and  in  offering  any  plan  for 
their  acceptance,  it  remains  only  to  demonstrate  its  practicability  and 
its  superiority  over  any  of  the  numerous  special  proportions  now  used 
by  the  different  manufacturers.  In  this  country  no  organized  attempt 
has  as  yet  been  made  to  establish  any  system,  each  manufacturer 
having  adopted  whatever  his  judgment  may  have  dictated  as  the  best, 
or  as  most  convenient  for  himself;  but  the  importance  of  the  works 
now  in  progress,  and  the  extent  to  which  manufacturing  has  attained, 
admonish  us  that  so  radical  a  defect  should  be  allowed  to  exist  no 
longer.  The  importance  of  this  subject  was  long  ago  recognised  in 
England,  and  the  engineers  of  that  country,  by  mutual  agreement, 
adopted  the  proportions  now  in  universal  use  there.  Our  standard  of 
length  being  the  same  as  theirs,  it  would  seem  desirable  that  the 
system  which  they  have  adopted  should  also  be  employed  by  us,  un- 
less grave  objections  can  be  urged  against  it  and  a  better  one  substi- 
tuted. In  examining  the  details  of  their  system,  the  IBrst  in  import- 
ance appears  to  be  the  pitch  or  the  distance  from  centre  to  centre  of 
the  threads  upon  each  diameter  of  screw,  which  is  as  follows,  viz ; 
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It  is  probable  that  this  scale,  with  the  exception  of  the  half-inch, 
would  be  a  fair  compromise  of  all  the  proportions  used  in  this  country. 
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The  accompanying  diagram,  Plate  II,  Fig.  4,  will  serve  to  show  the  com- 
parative relation  which  these  pitches  bear  to  each  other  and  to  their  di- 
ameter. This  indicates  also  that  the  pitch  of  the  half-inch  screw  is  too 
coarse ;  our  practice  would  probably  average  finer.  It  is  interesting 
to  observe  the  general  regularity  of  the  curve  produced  by  these  pro- 
portions, showing,  that  notwithstanding  they  have  been  determined 
arbitrarily,  they  must  follow  some  rule,  and  we  accordingly  find  that 
the  number  of  threads  per  inch  may  be  expressed  to  the  nearest 


aliquot  of  an  inch  by  the  formula  1  • 


Vd—a 


,  in  which  d  variable  = 


Dumber  of  sixteenths  of  an  inch  in  the  diameter  of  the  screw,  plus  ten, 
a=constant  2*909,  and  e=divisor  16-G4.  The  table  herewith,  cal- 
culated to  this  formula,  shows  that  the  English  screws,  with  the  ex- 
ception of  six  sizes,  do  not  vary  from  the  rule  until  they  reach  4| 
inches  diameter,  and  then  but  slightly.  It  is  believed  the  pitches  as 
given  by  the  formula  would  be  found  an  improvement,  but  not  suffi- 
ciently so  to  warrant  us  in  adopting  them,  providing  the  other  pecu- 
liarities of  the  English  system  should  meet  our  approval. 
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Diameter  of  screw, 
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H 

8} 

4 

41 

4J 

4} 

6 

^\ 

5J  1  6} 

6 

3-19 

8-04 

2-92 

2-81 

2-71 

2-61 

2-53 

2-46 

2-38  2-31 

2-25 

H 

8 

8 

2i 

2J 

2* 

2i 

2i 

2i 

^ 

2^ 

H 

3 

8 

2i 

^ 

2i 

2} 

2* 

2i     2J 

^ 

The  form  of  thread  adopted  by  the  English  Engineers  is  one,  with 
flat  sides  at  an  angle  to  each  other  of  #55^,  with  a  rounded  top  and 
bottom.  The  proportions  for  the  rounded  top  and  bottom  are  ob- 
tained by  dividing  the  depth  of  a  sharp  thread  having  sides  at  an  angle 
of  55^,  into  six  equal  parts  and  within  the  lines  formed  b^  the  sides 
of  the  thread  and  the  top  and  bottom  dividing  lines,  inscribing  a  circle 
which  determines  the  form  of  top  and  bottom  of  thread,  as  illuatrated 
bj  Fig.  2|  Plate  II.    Judging  from  the  practice  of  thia  coantrji  tlie 
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English  form  of  thread  has  not  met  with  the  same  faror  that  has  been 
accorded  to  their  pitches.  Its  advantages  over  the  sharp  thread  are, 
increased  strength  to  the  screw  from  the  absence  of  acute  corners,  and 
the  greater  security  from  accidental  injury  which  the  rounded  top  pos- 
sesses. Its  objectionable  features  are,  first,  that  the  angle  of  55°  is  a 
diflBcult  one  to  verify ;  it  is  probable,  no  gauges  to  this  angle,  made 
independently  of  each  other  and  without  special  tools,  would  corres- 
pond with  suflBcient  accuracy.  Secondly,  the  curve  at  the  top  and 
bottom  of  the  thread  of  the  screw  will  not  fit  the  corresponding  curve 
in  the  nut,  and  the  wearing  surface  on  the  thread  will  be  thus  reduced 
to  the  straight  sides  merely.  It  is  not  to  be  inferred  from  this  that 
these  curves  cannot  be  made  to  fit,  but  only  that  the  difficulties  in 
producing  contact  are  so  much  increased  by  the  peculiar  form,  that  in 
practice  it  will  not  be  accomplished.  Thirdly,  the  increased  cost  and 
complication  of  cutting  tools  required  to  form  this  kind  of  thread  in 
a  lathe,  it  being  requisite  that  this  tool  shall  have  at  least  three  cut- 
ting sides,  in  order  to  form  the  round  top  between  two  of  them.  The 
English  practice  for  small  work,  is  to  rough  out  in  a  slide-lathe  with 
a  single-point  tool  having  sides  of  the  proper  angle,  and  finish  in  a 
hand  lathe  with  a  comb  chaser,  which  has  been  dressed  to  the  proper 
form  upon  a  hob  kept  for  that  purpose,  requiring  three  kinds  of  cut- 
ters and  two  lathes  to  perform  what  with  our  practice  requires  but 
one  cutter  and  one  lathe.  On  large  work,  the  screw  is  finished  in  the 
slide  lathe,  with  a  chasing  tool  dressed  to  the  proper  form  upon  a  hob; 
and  as  these  hobs  are  necessarily  the  standards  of  form  until  worn 
out,  it  is  fair  to  suppose  the  shape  must  be  undergoing  a  continual 
change.  The  necessity  of  guarding  the  edge  of  the  thread  from  acci- 
dental injury,  becomes  more  and  more  apparent  as  the  size  of  the 
bolt  is  increased,  and  we  have  recognised  this  by  finishing  such  bolts 
with  a  small  flat  upon  the  top  of  the  thread ;  but  no  plan  has  been 
proposed  for  general  adoption  upon  all  screws,  nor  have  any  propor- 
tions been  suggested  where  a  flat  is  desired,  or  where  from  the  size  of 
the  bolt  it  would  seem  to  be  necessary.  As  it  is  very  desirable  that 
some  uniform  rule  should  be  observed  in  the  formation  of  all  threads, 
and  as  the  sharp  top  is  objectionable  upon  large  screws,  this  form 
must  be  abandoned  if  we  would  accomplish  our  object.  It  being 
conceded  that  the  flat  angular  sides  are  necessary,  we  have  only  to 
choose  between  the  rounded  and  flat  top;  and  having  examined  the 
former,  it  only  remains  to  notice  whether  the  flat  will  be  found  free 
from  the  objections  urged  against  the  round.  As  the  sides  of  the 
thread  are  the  only  parts  requiring  to  be  fitted,  and  as  these  are  of 
the  same  shape  as  the  sharp  thread,  the  one  will  be  as  easily  made  as 
the  other.  The  width  of  the  flat  top  will  be  determined  by  the  depth 
to  which  the  thread  is  cut,  so  that  the  same  tool  can  be  used  in  both 
cases.  The  flat  on  the  top  of  the  thread  being  required  to  protect  it 
from  injury,  it  is  evident  a  similar  shape  at  the  bottom  would  give 
increased  strength  to  the  bolt  as  well  as  improve  its  appearance.  To 
give  this  form  requires  only  that  the  point  of  the  cutting  tool  shall  be 
taken  off  and  then  it  is  evident  this  thread  can  be  cut  in  a  lathe  with 
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the  same  tool  and  in  the  same  manner  as  the  sharp  thread.  The 
width  of  flat  in  the  bottom  of  thread  being  dependent  upon  the  amount 
taken  off  the  point  of  the  tool,  it  becomes  necessary  not  only  to  deter- 
mine what  this  amount  shall  be,  but  also  to  provide  a  means  of  mea- 
suring it.  The  proportions  for  the  proposed  thread  and  its  compara- 
tive relation  to  the  sharp  and  rounded  threads,  will  be  readily  under- 
stood from  the  accompanying  diagrams,  Plate  II,  in  which  Fig.  1  repre- 
sents a  sharp  thread,  Fig.  2  a  rounded  top  and  bottom  to  the  English 
proportions,  and  Fig.  3  the  flat  top  and  bottom,  all  of  the  same  pitch. 
The  angle  of  the  proposed  thread  is  fixed  at  60^,  the  same  as  the  sharp 
thread,  it  being  more  readily  obtained  than  55^,  and  more  in  accord- 
ance with  the  general  practice  in  this  country.  Divide  the  pitch,  or, 
which  is  the  same  thing,  the  side  of  the  thread,  into  eight  equal  parts^ 
take  off  one  part  from  the  top  and  fill  in  one  part  in  the  bottom  of  the 
thread,  then  the  flat  top  and  bottom  will  equal  one-eighth  of  the  pitch, 
the  wearing  surface  will  be  three-quarters  of  the  pitch,  and  the  diame- 
ter of  screw  at  bottom  of  the  thread  will  be  expressed  by  the  formula 

1'299 
diam. -, — .    These  proportions  will  give  the  depth  of  the  thread 

almost  precisely  the  same  as  the  English,  and  as  the  wearing  surface 
on  all  screws  will  be  confined  practically  to  the  flat  sides,  we  shall  find 
that  upon  the  proposed  plan  this  will  be  86  per  cent,  greater  than  on 
the  English.  The  accompanying  drawing,  Plate  III,  represents  a  gauge, 
designed  for  measuring  the  fiat  upon  the  chasing  tool.  D  is  the  main 
frame  of  the  instrument  made  in  three  thicknesses,  so  that  the  central 
pieces  may  be  hardened  and  ground  to  shape,  the  outer  pieces  serving 
to  keep  the  central  ones  in  their  proper  positions.  A  is  an  angle  of  60^ 
cut  in  the  edge  of  the  frame  D,  and  having  its  two  sides  to  form  equal 
angles  with  the  edge  of  the  frame.  B  is  similar  to  A,  but  having  the 
apex  of  the  angle  cut  away  so  as  to  permit  the  wedge  piece  c  to  pass 
above  the  point  of  junction  of  the  two  sides  of  B.  The  side  of  c  is 
graduated,  so  that  upon  bringing  any  particular  mark  to  coincide  with 
a  fixed  point  or  mark  in  the  frame  B,  the  edge  of  c  will  pass  the  pro- 
per distance  above  the  apex  of  the  angle  B,  which  will  indicate  the 
amount  to  be  taken  off  the  point  of  the  chasing  tool  which  has  first 
been  accurately  fitted  to  the  angle  A.  In  setting  the  chasing  tool  in 
the  lathe,  the  side  F  of  the  gauge  should  be  placed  against  the  surface 
of  the  work  to  be  cut,  which  is  suspended  upon  the  centres,  and  while 
in  this  position  the  chasing  tool  must  be  adjusted  to  it  and  securely 
fastened.  This  will  insure  the  thread  when  cut  being  perpendicular  to 
the  surface.  The  width  of  the  fiat  top  and  bottom  may  also  be  ob- 
tained by  the  use  of  a  chasing  tool  having  a  flat  on  its  end  of  known 
width,  but  less  than  required  in  the  bottom  of  the  thread,  the  depth  of 
the  thread  having  been  determined,  the  tool  may  cut  in  to  this  point 
and  finish  by  a  side  movement  sufficient  to  give  the  required  amount 
of  flat. 

A  system  of  uniform  dimensions  for  bolt-heads  and  nuts  being  inti- 
mately connected  with  the  subject  just  discussed,  it  is  believed  that 
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a  convenient  formula  that  would  express  tbe  required  sise  woaM  go 
far  towards  inducing  a  uniform  practice  and  with  this  view  the  follow- 
ing formulae  and  tables  for  screw  threads  and  nuts  are  offered  for  the 
acceptance  of  our  Engineers.  Should  thej  meet  the  approval  and  be 
adopted  by  any  considerable  portion  of  the  profession,  there  is  every 
reason  to  believe  they  would  soon  be  applied  universally,  and  to  enable 
a  comparison  to  be  readily  instituted  between  the  systems  which  ha?e 
been  discussed,  diagrams  Figs.  5  and  6,  Plate  II,  have  been  prepared, 
the  former  representing  the  pitch  as  obtained  by  the  formula,  with  that 
proposed  to  be  adopted,  and  the  latter  representing  a  section  of  a  ten 
inch  bolt  having  its  threads  to  the  same  proportion.  To  compare  the 
form  of  thread,  two  of  the  |  and  2  in  taps  exhibited  are  by  Wbitworth 
&  Co.,  to  the  English  standard  and  the  other  two  of  same  size  are  to 
the  proposed  thread.    Formulae: 

A  =  diameter  of  screws.  d=  No.  of  sixteenths  plus  ten  in  a. 

X  =  pitch  of  screws.  v  —-  No.  of  threads  per  in* 

a  =  constant  2'909.  c*=  divisor  16*64. 

m—  flat  top  and  bottom.  n=  diameter  of  screws  at  bottom. 

8  =  short  diam.  of  nut  or  bolt-head  =  1 J  diam.  of  screws  +  J  in. 

u=long  diam.  hexagonal  nut  or  bolt-head. 

^  =  long  diam.  square  nut  or  bolt-head. 

x=^^Z:^  v=^  «=«X1-414 

c  X 

X  1-299 

W=j-  «=A 

O  V 

8a 
•=  0+  i*^°-  M  =  «  X  1-155 
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Messrs.  Merrick  b  Sons  submitted  for  examination  spoeimeiis  oft 
series  of  screw  threads,  bolts,  and  nuts,  from  6  inches  to  fths  of  as 
inch,  as  nsed  by  them.  The  pitches  of  these  screws  are  almost  indeoti- 
cal  with  those  proposed  in  the  paper  read  by  Mr.  Sellers. 

Messrs.  Bement  b  Dougherty  submitted  drawinf^  of  bolts  and  nuts 
as  nsed  at  their  establishment  (the  Industrial  Works),  with  explanatory 
remarks  showing  that  their  pitches  of  threads  were  the  same  as  Whit- 
worth's  except  the  half-inch,  which  is  finer  ^18) ;  and  the  heads  and 
nnts  are  invariably  hexagonal ;  the  diameter  oi  parallel  sides  of  finished 
heads  and  nuts  being  one-and-a-half  times  the  diameter  of  the  bolts. 
The  thickness  of  nut  equals  the  diameter  of  bolt,  and  the  thickness  of 
bolt-head  |ths  of  the  diameter  of  bolts. 

Mr.  J.  A.  MillhoUand,  Master  Mechanic  and  Assistant  Snperii- 
tendent  of  the  Philadelphia  and  Reading  Railroad  Company,  submitted 
the  following  proportions  for  threads  of  bolts,  and  size  of  bolt-hea& 
as  used  by  that  Company. 

Reading  Railroad  Repair  Shop,  Reading  Penngylvania^ 


Size  of 

Threads  to 

Size  of 

"  Tap." 

the  Inch. 

Bolt-heads 

i-iDch. 

12 

*    " 

12 

*    •• 

10 

i    " 

9 

1      " 

9 

n  " 

8 

n  " 

8 

IJ     u 

7 

2 

ij  " 

7 

2* 

Mr.  C.  T.  Parry  expressed  a  hope  that  something  practical  anduse- 
ful  might  result  from  the  introduction  of  the  subject  of  screw  threads, 
beyond  the  mere  reading  of  the  paper,  and  publishing  it  in  thecTimnuiL 
He  said  that  the  want  of  uniform  standard  threads  has  long  been  fdt, 
and  suggested  that  copies  of  papers  might  be  sent  to  the  principal  en- 
gineers of  the  country,  and  their  opinion  solicited  with  a  view  of  arrir- 
ing  at  something  acceptable  to  all  parties.  He  was  in  favor  of  fioer 
threads  than  that  used  by  the  English,  or  the  thread  proposed  in  the 

Saper  read  by  Mr.  Sellers,  particularly  for  locomotive  engine  work; 
ut  was  willing  to  make  concession  of  opinion  for  the  sake  of  unifoni- 
ity.  M.  W.  Baldwin  &  Co.,  locomotive  builders  of  this  city,  with  whidi 
works  he  is  connected,  use  on 


^-in.  bolts,  28  threads, 
}  "      "     22      " 
J  «      "     16      " 
4  «       «      14      << 


|-in.  10  threads,  l^in.  8  thready 

J  "  10     "         If  "    8      « 

1  "  10      "        li  *«    8     « 

li**  10      « 


on  all  permanent  bolts,  1^  inch  diameter,  they  use  10  threads.    ISiey 
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•consider  10  threads  on  f  bolts  coarse,  but  as  they  are  used  principally 
for  stuffing-box  glands,  and  require  movable  nuts  which  can  be  readily 
nm  oflf  b^  the  hand,  they  have  adopted  this  size.  They  are  of  the  de- 
cided opinion,  from  long  experience,  that  the  fine  threads  are  the  best 
adapted  for  locomotive  purposes,  as  they  are  more  permanently  secured 
when  screwed  up,  than  the  coarse  threads.  The  threads  used  by  them 
are  abundantly  strong  to  tear  asunder  the  bolt  before  stripping,  and 
the  bolts  are  much  stronger  than  if  coarse  threads  were  used.  He  was  of 
the  opinion  that  on  locomotives  especially,  all  known  precautions  should 
be  used  against  accidents  that  might  result  from  losing  bolts,  as  the 
machinery,  for  the  most  part,  is  out  of  sight  of  the  engineer,  whilst  run- 
ning over  rough  roads,  which  is  not  the  case  in  stationary  machinery ; 
and  for  this  reason  they  use  finer  threads,  double  or  jam  nuts  and 
through-keys  in  all  bolts,  from  which  by  coming  loose,  accidents  might 
occur.  We  would  be  glad  to  find  a  coarser  thread  acceptable,  and 
would  be  willing  to  advocate  it  if  by  that  means  only,  uniform  standard 
threads  could  be  adopted. 

On  motion  of  Mr.  J.  H.  Towne,  seconded  by  Mr.  Washington  Jones, 
it  was 

Meeohedy  That  the  Corresponding  Secretary  of  this  Institute,  be 
instructed  to  send  a  copy  of  the  paper  read  this  evening,  on  screw 
threads  and  nuts,  to  the  American  Institute,  New  York,  and  to  other 
similar  societies,  with  the  request  that  they  will  give  it  an  early  con- 
sideration with  a  view  to  promote  the  introduction  into  general  use  of 
the  system  advocated,  if  they  shall  approve  of  the  same. 

On  motion  of  Mr.  Algernon  Roberts,  seconded  by  Bir.  0.  T.  Parry, 
it  was 

Ile9ohedj  That  the  following  gentlemen  be  a  committee  to  investi- 
gate the  question  of  a  proper  system  of  screw  threads,  bolt-heads,  and 
nuts,  to  be  recommended  by  this  Institute,  for  the  general  adoption  by 
American  engineers. 

CommiUee.-^Yf.  B.  Bement,  €•  T.  Parry,  J.  V.  Merrick,  J.  H. 
'Towne,  C.  Sellers,  B.  H.  Bartol,  Edw.  Longstreth,  Jas.  Moore,  and 
J.  W.  Murphy. 

Mr.  E.  Longstreth  exhibited  an  instrument  for  setting  the  tools  of 
screw-cutting  lathes,  so  as  to  bring  the  point  of  the  tool  at  right  angles 
with  the  surface  to  be  cut.  It  consists  of  a  piece  of  steel  one-and-a-half 
inches  long,  with  a  groove  front  which  is  laid  against  the  bar  ;  on  the 
back,  and  at  right  angles  with  the  groove,  is  a  notch  to  receive  the  tool 
point. 

Mr.  L.,  also  exhibited  an  instrument  for  testing  the  correctness  of 
screw  threads. 

Mr.  Chase  read  the  following  conclusion  of  the  abstracts  of  his  pa- 
pers on  ^*  Tides  of  Rotation." 

On  account  of  the  mutual  dependence  of  all  the  forces  of  nature,  and 
the  reasonableness  of  Prof.  Faraday's  conjecture,  that  they  are  often, 
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if  not  always,  convertible  more  or  less  into  each  other,*  it  seems  pro- 
bable that  the  disturbances  of  the  magnetic  needle  may  be  as  closely 
connected  with  the  earth's  rotation,  and  the  continually  changing  posi- 
tion of  each  point  relatively  to  the  sun,  as  those  of  the  barometer  and 
thermometer.  Ampfere  held  that  the  earth  is  an  electro-magnet,  mag- 
netized by  an  electric  current  from  east  to  west,  the  current  being  ex- 
cited by  the  action  of  the  sun's  heat  successively  on  different  parts  of 
the  earth's  surface  as  it  revolves  toward  the  east.  The  friction  of 
trade-winds  and  ocean-currents  and  the  variations  of  light  and  tempe- 
rature that  are  produced  by  rotation  and  orbital  revolution,  must  exert 
»n  influence  upon  the  magnetic  needle,  and  besides  these  indirect  effects, 
M.  Arago  showed  that  simple  rotation,  in  some  unknown  way,  pro- 
duces magnetism  in  bodies  of  every  description.  Many  have  supposed 
that  this  magnetism  is  derived  from  the  earth  by  induction,  but  on  ac- 
count of  the  impossibility  of  escaping  from  the  influence  of  terrestrial 
magnetism,  it  is  difficult  to  obtain  any  conclusive  evidence  on  thesub- 
ject.f  A  similar  impossibility  has  interfered  with  Prof.  Faraday's  en- 
deavors to  connect  gravity  and  magnetic  or  electric  action  by  experi- 
mental results.  The  probability  of  such  a  connexion  has  been  shown 
by  the  electricity  developed  in  the  dry  pile  of  De  Luc,  and  by  Gren. 
Sabine's  observation,  that  when  the  sun  and  moon  were  on  the  meridian, 
the  magnetic  variation  reached  5°,  but  when  they  were  in  quadrature, 
it  fell  as  low  as  20'.^ 

The  great  forces  of  nature  can  be  measured  only  by  their  disturb- 
ances or  their  deviations  from  uniformity.  The  action  of  gravity  is 
BO  nearly  uniform  at  all  times  and  in  all  parts  of  the  globe,  that  it  is 
difficult  to  imagine  any  crucial  experiment  that  could  demonstrate  its 
relations  to  magnetism.  Perhaps  a  needle,  hinged  at  its  point  of  sup- 
port, with  the  two  extremities  nicely  balanced,  might  help  us  towards 
such  a  demonstration,  if  careful  experiments  were  tried,  to  show  the 
relative  influence  of  gravity  upon  each  extremity,  both  before  and  af- 
ter magnetizing,  and  when  subjected  to  artificial  magnetism,  so  as  to 
produce  various  amounts  of  deviation  from  the  normal  dip  and  decli- 
nation. Or,  centrifugal  force,  so  applied  as  alternately  to  assist  and 
oppose  the  effects  of  gravity,  as  in  large  fly-wheels  revolving  with  va- 
rious degrees  of  rapidity,  may  indicate  variations  of  magnetic  influence, 
that  can  be  explained  only  by  the  conversion  of  gravity  into  magnetism 
or  the  reverse. 

Prof.  Faraday,  in  a  lecture  before  the  Royal  Institution  in  the  year 
1857,  endeavored  to  show  that  our  usual  conception  of  gravity  is  not 
in  harmony  with  the  principle  of  "  conservation  of  force."  Prof.  BrQcke  | 
and  others,  have  tried  to  remove  the  difficulties  in  which  the  question 
is  involved,  but  I  believe  none  of  the  proposed  solutions  have  been 
satisfactory  to  the  learned  philosopher  who  first  started  the  discus- 
sion. 

♦Phil.  Mag.,  Fourth  Series,  1,  68. 

f  See  correspondence  of  M.  J.  Nickles,  Silliman's  Journal,  v.  xvii.  p.  117,  &c 

}  Silliman'B  Journal,  v.  xix  p.  424. 

{Phil.  Hag.,  Pourth  Series,  15,  81. 
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It  has  even  been  questioned  whether  graritj  can  be  properly  called 
a  force,  or  whether  it  is  anything  more  than  a  simple  ^Uendency/' 
Prof.  Brucke  has  shown  conclasively,  that  it  is  subject,  like  heat  and 
other  recognised  forces,  to  all  the  laws  which  regulate  the  interchange 
of  actual  and  potential  energy,  and  our  barometrical  investigations 
farnish  a  beautiful  illustration  of  the  manner  in  which  its  tension  is 
balanced  by  opposing  forces. 

We  speak,  indeed,  of  weight,  as  if  it  could  be  predicated  only  of 
bodies  at  rest,  and  as  if  it  were  so  entirely  distinct  from  momentum 
that  no  comparison  could  be  properly  instituted  between  the  two.  Pre- 
cisely the  reverse  is  true.     Absolute  rest  is  apparently  an  impossible 
condition  of  matter,  for,  to  whatever  extent  the  action  of  opposing  forces 
may  be  relatively  neutralized,  the  inconceivable  rapidity  of  sethereal, 
planetary,  and  stellar  motions,  produces  a  constant  change  of  place. 
Even  if  we  confine  our  attention  to  the  earth  alone,  in  each  instant  (d<), 
every  particle  has  a  tangential  motion  (tan.  de)^  and  a  central  motion 
of  gravity  (sin.  d'd)that  constitutes  a  vw  viua  which  we  call  its  weighty 
and  which  is  in  equilibrium  with  the  elasticity  of  the  molecular  aether. 
The  sum  of  all  the  instantaneous  energies  is  the  same,  whether  the 
particle  fall  freely  for  any  given  time,  or  remain  apparently  at  rest. 
All  the  potential  energy  which  is  transformed  in  one  case  into  the  ac-> 
tual  energy  of  motion,*  in  the  other  is  counteracted  by  an  et][uivalent 
nnd  opposite  central  energy  of  elasticity.  Therefore,  when  we  compare 
the  relative  efifects  of  rotation  and  gravity,  it  is  immaterial  whether 
we  use  as  the  measure  of  force,  the  integral  of  the  vires  vivae^  or  the 
respective  amounts  of  motion  that  the  two  forces  would  produce,  if  they 
were  able  to  act  freely  for  the  same  time.  The  difficulty  of  determin- 
ing the  repulsion  of  molecular  elasticity  precluding  any  satisfactory  use 
of  the  former  measure,  I  employed  the  other,  and  the  precise  accord- 
ance of  the  results  thus  obtained,  with  the  results  of  observation,  justi- 
fied the   correctness  of  the   hypothesis,  in   the  same  manner  as   the 
accurate  computation  of  planetary  motions  has  confirmed  the  Newtonian 
theory  of  gravity. 

Gravity,  therefore,  with  the  same  propriety  as  heat,  may  be  con- 
sidered as  a  "mode  of  motion,"  whether  acting  merely  as  "dead  weight," 
or  as  an  accelerating  or  a  deflecting  force.  If  it  can  be  shown  that  mag- 
netism also  originates  in  motion,  we  may  be  able  to  demonstrate  the 
ZQutnal  convertibility  that  Faraday  suspected. 

The  earliest  hypothesis  with  regard  to  terrestrial  magnetism  looked 

•  The  potential  energy  of  gravity  is  represented  hj  ^==  32  ft.  per  second.  The 
earth's  rotation  allowing  only  about  ^J^  of  this  amount,  or  -1107  ft.  per  second,  to 
be  converted  into  actual  energy,  the  remainder  must  be  employed  in  overcoming 

molecular  elasticity.  The  formula  o=/^-j-^j  Ogives  26,221  miles  as  the  radius 

of  the  sphere  of  attraction  that  is  in  equilibrium  with  the  molecular  elasticity  at  the 
earth's  surface.  These  opposing  forces  must  produce  constant  oscillations,  and  by 
the  study  of  these  oscillations,  it  may  perhaps  be  possible  to  reconcile  the  sereral 
hypotheses  of  Newton,  Faraday,  Mossotti,  and  Challis,  respecting  the  nature  of 
gravitation.    See  PhiL  Mag.,  Fourth  Series,  v.  xiii.  p  281-7,  and  v.  xyiii.  p^44Z», 
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for  its  cause  to  a  powerful  magnet,  lying  nearly  in  tlie  line  of  the 
earth's  axis.  Subsequent  discoveries  led  to  a  modification  of  this  view 
by  the  supposition  of  another  magnet,  pointing  towards  the  Siberian 

Eole.  Mr.  Barlow's  idea,  that  the  magnetism  is  superficial  and  induced,* 
as  now  been  generally  adopted,  and  if  it  could  be  shown  that  solar  or 
rotary  action  is  capable  of  developing  magnetism  in  particles  such  as 
those  which  are  known  to  constitute  our  globe,  the  great  difficulty  in 
the  way  of  satisfactory  explanation  would  be  removed.f  Ampere's, 
Barlow's,  and  Christie's  experiments  showed  that  simple  rotation  is 
sufficient  to  affect  the  magnetism  of  a  compass-needle,  J  and  in  the  oxy- 
gen of  the  atmosphere,  which,  as  Faraday  discovered,  has  a  specific 
magnetism,  variously  estimated  at  from  ^^^%  to  jJ^H  of  that  of  iron, 
we  have  a  medium  through  which  any  induced  magnetism  may  be  dis- 
tributed over  the  entire  surface  of  the  earth.  Some  simple  experiments 
that  can  be  easily  repeated,  seem  to  confirm  Ampere's  views,  and  to 
indicate  the  manner  in  which  the  circulating  electric  current  is  excited. 
There  is  a  species  of  mechanical  polarity,  of  which  I  have  never  seen 
•ny  notice,  that  is  apparently  produced  by  motions,  resembling  those 
to  which  the  air  is  continually  subjected.  It  may  be  exhibited  ia  the 
following  ways : 

1.  In  the  middle  of  a  basin  of  water,  lay  a  long  strip  of  any  sub- 
stance (floating  it  by  corks  or  otherwise,  if  it  is  heavier  than  water). 
After  the  water  has  become  still,  lift  the  basin  carefully  by  one  hand, 
and  hold  it  at  arm's  length.  The  intermitting  muscular  action  produces 
longitudinal  vibrations,  which  tend  to  bring  the  floating  atrip  into  a 
line  with  the  outstretched  arm,  and  the  tendency  may  be  increased  by 
moving  the  basin  gently  up  and  down. 

2.  Hold  the  gimbals  of  a  binnacle  compass  so  that  it  can  swing  only 
in  one  direction,  and  cause  it  to  move  like  a  pendulum  in  that  direc- 
tion. The  needle  will  tend  towards  the  line  of  oscillation.  Vessels 
may  have  been  lost  from  ignorance  of  this  fact,  for  it  is  not  unusual 
for  compass  pivots  to  become  so  worn  that  the  needle  moves  sluggishly, 
and  in  order  to  start  it,  the  compass  box  is  shaken.  If  one  of  thegim- 
bal  hinges  should  be  rusty,  the  shaking  would  bring  the  needle  into  a 
line  perpendicular  to  the  axis  of  the  free  gimbal,  and  the  captain  might 
easily  suppose  that  he  was  sailing  north,  when  his  course  was  due  east 
or  West. 

8.  Take  an  ordinary  pocket  compass,  grasp  it  firmly  between  the 
thumb  and  finger  of  one  hand,  and  move  it  quickly  up  and  do%vn  through 
a  small  arc.  The  needle,  as  in  the  last  instance,  will  tend  towards  the 
plane  of  motion.  This  experiment  may  be  variously  modified,  accord- 
ing to  the  length  and  directive  energy  of  the  needle,  the  steadiness  of 
the  operator's  nerves,  &c.  Sometimes  a  simple  grasp,  with  a  powerful 

•  Phil  Trans.,  1831. 
fSDC.  Brit,  Art  •'Magnetism." 

{The  effect  of  rotation  on  the  mas:Detic  needle  may  be  shown  in  a  rough  way,  by 
eaosing  an  ordinary  grindstone  to  revolve  rapidly,  and  bringing  a  compass  nw  its 

i  By  M.  Becquerel.  0  M.  Pldcker, 
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muscular  contraction,  will  bring  the  needle  into  line,  without  any  other 
vibration  than  that  which  arises  from  the  irresistible  nervous  tremor. 
Sometimes  the  momentum  acquired  by  each  pole  in  its  approach  to  the 
operator,  carries  it  forward  so  as  to  bring  the  other  pole  under  the 
wave-influence,  and  the  needle  is  thus  made  to  rotate  so  rapidly  as  to 
become  nearly  invisible. 

The  polarity  in  each  of  the  three  cases  here  enumerated,  is  easily 
explained  upon  purely  mechanical  principles,  but  there  are  some  indi« 
cations  that  seem  to  show  a  close  connexion  between  the  mechanical 
vibrations  and  those  of  nervous  electricity.  There  appears  to  be  a 
great  difference  in  the  control  of  different  individuals  over  the  needle. 
Some  can  bring  it  into  line  at  once,  with  scarcely  any  perceptible  mo* 
tion,  while  others  are  obliged  to  use  considerable  effort ;  the  needle  does 
not  seem  at  all  times  equally  susceptible ;  it  often  appears  more  easy  to 
produce  rotation  in  one  direction,  than  in  the  other.  There  may,  there-* 
fore,  be  a  natural  connexion  between  these  experiments  and  those  of  M. 
Du  Bois  Raymond,  who  attached  two  strips  of  platinum  to  a  very  deli- 
cate galvanometer,  and  caused  them  to  dip  into  two  cups  of  saltwater. 
Dipping  the  fingers  of  each  hand  into  the  cups,  and  alternately  bracing 
the  muscles  of  each  arm,  he  produced  a  perceptible  deflection  of  the 
needle.  MM.  Becquereland  Despretz  repeated  the  experiment  without 
obtaining  very  satisfactory  results,  butM.  Humboldt  was  more  success* 
ful.*  Add  to  these  phenomena  the  well-known  evidences  of  a  constant 
current,  circulating  around  magnets,  and  if  we  suppose  that  electri- 
city consists  simply  of  vibrations,  it  will  seem  perfectly  natural  that  the 
magnet  should  obey  the  strongest  vibrations. 

The  combined  effect  of  solar  action,  trade-winds,  and  prevailing 
aerial  currents,  in  producing  mechanical  polarized  vibrations  that  must 
influence  the  magnetic  needle,  was  illustrated  by  diagrams. 

Mr.  John  W.  Nystrora,  Civ.  Eng,  made  the  following  remarks  :— 
On  Metrology  and  Arithmetic. 

As  this  is  a  subject  which  has  occupied  my  attention  for  many  years, 
and  cost  me  much  time  and  money,  I  was  very  glad  to  hear  at  the 
meeting  in  February,  that  the  Franklin  Institute  appointed  a  Commit- 
tee on  Weights,  Measures,  and  Coins,  and  that  the  honor  was  con- 
ferred on  me,  of  being  one  of  its  members. 

It  was  my  desire  to  take  an  active  part  in  the  proceedings  of  that 
Committee,  but  early  in  March,  business  called  me  to  the  Northern  States 
and  I  had  only  the  pleasure  to  attend  the  first  two  meetings,  which 
afforded  me  the  greatest  interest,  not  that  I  expected  we  would  come 
to  any  satisfactory  conclusion  on  metrology,  or  that  we  could  accom- 
plish in  one  month  what  has  puzzled  our  ancesters  for  centuries. 

The  International  Decimal  Association  has,  for  the  last  ten  years, 
labored  very  hard  on  that  subject,  and,  as  yet,  accomplished  compara- 
tively nothing;  and  if  proper  precaution  be  not  taken,  our  result  will 
likely  be  the  same. 

It  is  not  reasonable  to  suppose  that  only  a  few  membera  represent- 
*  See  SUliman'i  Journal,  v.  vili. 
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ing  only  one  branch  of  the  Arts,  (as  was  the  case  in  the  last  meeting 
I  had  the  pleasure  to  attend,)  would  be  able  to  accomplish  an  object 
of  such  paramount  magnitude  and  destination. 

The  object  of  our  Committee  ought  to  be,  to  devise  a  system  of  me- 
trology  that  would  in  all  its  bearings  fulfil  all  the  requirements  of  the 
nation,  or  of  mankind.  In  the  accomplishment  of  this,  members  must 
necessarily  represent  all  the  different  Arts  and  Sciences;  as  Astronomy 
Navigation,  Geography,  Geology,  Chemistry,  Pharmacy ;  and  in  the 
Arts,  the  different  branches  of  the  Mechanics,  as  Shipbuilders,  Marine- 
Engine  builders.  Locomotive  builders.  Tool-makers,  Bridge  builders. 
Surveyors,  Architects,  4;c.  And  in  the  Trade,  ought  to  be  represented 
the  Market,  Custom-House,  Bankers,  &c.,  &c. 

In  case  we  have  not  members  of  the  Institute  to  represent  all  these 
different  Arts  and  Sciences,  I  would  propose  to  invite  ^*  outside  repre- 
sentatives." 

The  Committee  should  consist  of  at  least  twenty  or  thirty  members, 
and  constitute  a  standing  committee  of  metrology  until  the  object  is 
accomplished. 

Philaderphia  (a  City  of  nearly  a  million  inhabitants,)  ought  to  be 
able  to  furnish  the  requisite  materials  for  this  subject,  so  highly  im- 
portant to  our  nation,  and  it  is  our  most  solemn  duty  to  give  the  sub* 
ject  our  serious  attention,  in  hope  of  removing  one  of  the  heaviest 
burdens  ever  instituted  on  mankind. 

This  is  not  easily  accomplished,  and  should  not  be  hurried.  We  know 
what  inconveniences  it  causes,  and  how  little  we  are  disposed  to  change 
old  habits,  and  when  we  shall  come  to  see  and  recognise  the  necessity 
of  a  change  in  metrology,  we  ought  to  take  care  not  to  expose  our 
generation  to  an  unremunerative  inconvenience,  to  be  abolished  by  their 
descendants. 

In  the  two  meetings  on  Weights  and  Measures,  which  I  had  the 
pleasure  to  attend,  the  Committee  appeared  to  incline  to  the  decimal 
system,  and  I  believe  it  was  proposed  to  decimate  our  old  units.  The 
French  metrical  system  was  also  spoken  of,  but  did  not  seem  to  gain 
much  favor.  ^ 

I  have,  on  former  occasions,  alluded  to  the  imperfection  and  incon- 
veniences attending  the  decimal  system,  and  proposed  as  a  substitute, 
a  binary  system  of  arithmetic  and  metrology,  fully  described  in  the 
Journal  of  the  Franklin  Institute. 

The  subject  is  of  such  great  importance  that  I  do  not  hesitate  to  al- 
lude to  it  again.  We  know  our  ancestors  have  been  laboring  on  this 
great  problem  for  centuries,  and  it  is  my  own  conviction  that  we  are 
not  better  off  to-day  in  metrology,  than  they  were  in  the  middle  ages ; 
for  the  little  benefit  derived  from  the  decimal  system  in  book-keeping 
does  not  compensate  the  inconveniences  it  causes  by  depriving  the  peo- 
ple of  their  natural  conception  in  counting. 

As  lonff  as  we  confine  ourselves  to  decimals,  we  have  nature  against 
us,  or  rather,  we  are  struggling  against  nature. 

I  am  at  present  engaged  in  working  out  a  new  system  of  construct- 
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ing  ships,  where  I  am  at  liberty  to  arrange  it  according  to  any  system 
I  please;  but  the  decimal  system  is  the  very  last  I  would  adopt.  I 
have  now  arranged  it  into  a  binary  or  octonal  system,  and  that,  mind, 
"When  I  am  obliged  to  employ  decimal  arithmetic.  In  working  out  the 
tables  I  have  over  one  hundred  thousand  multiplications  to  make,  each 
of  five  figures  by  seven.  I  cannot  beneficially  employ  logarithms,  be- 
cause it  is  the  logarithms  themselves  to  be  multiplied,  and  they  do  not 
extend  to  the  requisite  number  of  figures. 

A  binary  arithmetic  would  reduce  that  immense  labor  to  only  about 
one-fifth.  The  case  is  the  same  with  all  decimal  calculations.  Will 
you  then  wonder  that  I  advocate  a  binary  arithmetic  ? 

I  am  well  convinced  that  life  and  property  are  constantly  wasted ; 
our  comfort  and  progress  considerbly  retarded,  for  the  want  of  a  na- 
tural system  of  counting. 

The  decimal  arithmetic  must  be  pumped  into  us,  by  the  routine  of 
schooling,  and  those  who  have  not  the  opportunity  of  such  education, 
are  left  to  the  mercy  of  consequences,  while  a  binary  system  would 
come  natural  to  us  like  mlisic. 

Our  mental  conception  of  decimal  arithmetic  is  restricted  to  a  very 
narrow  limit, — most  simple  examples  must  be  set  down  on  paper,  and 
even  then  may  be  troublesome  in  thesolution;  while  a  binary  arithmetic 
would,  in  most  cases,  dispense  with  the  mechanical  operations  in  calcu- 
lations; difficult  examples  of  which  we  have  now  no  conception,  could  be 
managed  mentally  like  that  of  a  musician  who  plays  a  difficult  piece  of 
music  by  the  ear. 

There  is  a  very  striking  resemblance  between  arithmetic  and  music, 
the  latter  we  know  is  arranged  by  nature  in  a  perfect  binary  system, 
which  can  be  managed  by  a  child  before  it  can  read  or  even  before  it 
can  count  to  10.  If  music  was  arranged  in  decimals,  it  would  be  as 
difficult  to  learn  as  our  present  arithmetic,  and  we  could  not  catch  up 
a  song  by  the  ear. 

We  have  some  very  faint  indications  of  attempts  having  been  made 
to  arrange  music  into  decimals.  Mr.  Wm.  H.  Fry,  who  lectured  on 
music  in  this  city  some  years  ago,  said,  "  Five-beat  time  is  scarcely 
ever  used,  and  then  only  for  crazy  chorus,  or  to  produce  pandemonic 
effects,"  and  such  is  the  case  with  the  decimal  arithmetic;  it  produces 
a  pandemonic  effect  on  mankind. 

I  know  of  only  one  case  on  record  of  decimal  music,  namely  the 
tenor  solo  in  the  second  act  of  the  opera  "  La  Dame  Blanche,"  com- 
posed by  Boieldieu,  late  Professor  of  Composition  in  the  Concervatoire 
of  Music,  Paris.  Professor  Boieldieu  was  a  Scientific  man.  He  evidently 
attempted  to  try  the  decimal  system  of  music,  and  succeeded  only  to 
arrange  a  five-beat  bar, — but  the  subdivision  of  the  beats,  as  well  as 
of  the  burdens,  are  still  binary  as  required  by  nature.  ^ 

I  beg  to  detain  you  a  few  minutes  more,  by  illustrating  this  music 
on  the  black-board,  to  explain  how  unnatural  the  decimal  system  is  to 
the  mind. 
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Franklin  InttUvie. 


I 


ALLEGRETTO. 

in 


rr^^^crir 


tiz:^ 


^ 


This  is  the  fire-beat  bar  invented  bj  Prof.  Boleldien.  When  it  was 
first  produced  in  Paris,  some  40  years  ago,  the  mnsicians  in  the  audi- 
ence, in  which  Doctor  Meiraon  now  of  this  city,  was  present,  failed 
to  make  out  what  it  was.  When  the  musicians  first  tried  it  in  rehears- 
al, they  broke  down  in  the  middle  of  it,  with  no  little  amusement,  and 
it  was  found  necessary  to  sub-diride  the  bars  into  two  parts,  making 
three  beats  it  the  first,  and  two  in  the  second  as  shown  by  the  dots, 
which  is  the  form  in  which  that  music  now  appears  in  the  market. 
This  shows  how  unnatural  it  ia  to  the  mind  to  divide  by  fire. 

I  cannot  bring  to  my  recollection  any  rule  in  geometry  by  whidi  to 
divide  a  straight  line  into  five  or  ten  equal  parts,  except  by  the  aid  of 
projection ;  and  if  there  is  such  a  rule  it  cannot  be  simple,  but  com- 
plicated like  the  decimal  system. 

Music  is  employed  to  lubricate  our  movements  and  feelings,  like  oil 
in  machinery.  Wo  use  music  to  dance  by,  to  march  by;  and  we  use 
music  in  hauling  and  hoisting.  Should  decimal  music  be  started  in  a 
ball-room,  the  dancer  would  find  himself  obliged  to  lead  the  bars  some- 
times with  his  right  and  sometimes  with  his  left  foot,  and  could  not  pos- 
sibly come  right  at  the  end  of  the  burden,  which  would  surely  cause 
confusion.  If  decimal  music  should  be  drummed  for  a  marching  regi- 
ment, the  soldiers  would  surely  step  on  one  another's  heels*  I  woidd 
not  trust  to  such  music  in  hoisting  a  boiler  on  board  a  steamboat,  for 
it  would  operate  the  same  as  if  a  horse  would  attempt  to  take  three  steps 
with  his  fore  feet,  while  two  with  his  hind  feet ;  and  in  like  manner 
does  the  decimal  system  operate  in  almost  every  transaction  in  our 
retail  dealings. 

The  other  day  I  went  to  Germantown,  bought  two  tickets  at  the 
railway  station,  the  price  of  each  was 


Paid  with 
Received  in  change 


Decimal. 

12  cento 
60    " 
26+1  " 


Binary. 

2 
8 
4 


which  is  a  very  common,  but  odd  transaction. 

Let  us  now  see  what  it  would  be  with  a  binary  system.  The  dollar 
divided  into  halves  and  halves,  say  into  16  parts,  when  50  cents  would 
be  represented  by  8  which  is  half  of  16,  the  price  by  2,  and  the  change 
by  4.  Here  you  will  find  that  the  binary  system  not  only  gives  the 
simplest  and  smallest  numbers  for  our  mental  conception,  but  we  would 
have  coins  to  suit  it  exactly. 
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I  have  here  a  bill  of  amusement  which  says,  ^*  Panorama  of  the 
Bible." 

Decimal.  Binary. 
Commences  at         7}  P.M.  5 

Hatlneet,  8  2 

Admittance,  25  cents.  4 

Children  half-price,  16  cents.  2 

yon  see  it  is  all  odd  and  wrong  for  children. 

A  binary  system  will  give  an  even  hour  for  7|  o'clock^  becanse 
7J:24=6:16. 

The  binary  column  you  see  contains  the  most  simple  figures,  with 
the  desired  price  for  children. 

I  shall  not  detain  you  any  longer  by  pointing  out  cases  of  these  end- 
less inconvenieuces,  which  we  are  so  accustomed  to,  that  we  seldom 
notice  them,  but  by  some  reflections  we  find  it  in  every  transaction. 
The  even  and  easy  numbers  for  counting,  such  as  2, 4,  6,  8, 12, 16, 24, 
32,  &c«y  musty  by  the  decimal  system,  be  piled  up  by  odd  coins  and 
measures. 

These  inconveniences  are  more  conspicuously  noticed  by  me,  on  ac* 
count  of  having  paid  attention  to  the  subject  for  a  great  many  years, 
and  practiced  a  binary  system  of  arithmetic. 

In  chemistry  we  know  that  the  elementary  substances  combine  in 
binary  proportions. 

The  binary  theory  in  chemical  compounds  is  a  very  recent  discovery. 
If  we  had  had  a  binary  arithmetic,  it  is  very  likely  that  that  important 
discovery  would  have  been  made  long  before.  Another  discovery  of 
equal,  or  perhaps  of  greater  importance,  yet  to  be  made,  is  the  physi- 
cal  constitution  of  heat.  The  road  to  that  discovery  is  indicated  by 
the  numbers  representing  the  different  properties  of  matter,  as  specific 
and  latent  heat,  smelting  and  boiling  point,  conducting  power  for  heat, 
specific  gravity,  atomic  weight,  cohesive  strength,  &c.,  &c.,  all  of  which 
appear  to  have  some  binary  relation  to  one  another,  but  their  deci* 
mal  numbers  only  present  a  heap  of  incongruous  figures  to  the  mind.> 

It  shows,  however,  how  weak  we  are,  when  we  unnecessarily  allow 
ourselves  to  drag  this  heav^  burden  along  with  us  ;  and  the  more  that 
it  is  propagated  and  advertized  in  most  of  the  scientific  journals  of  the 
day.  European  journals  often  devote  their  pages  and  columns  to  the 
decimal  system,  unconsciously  extolling  and  expatiating  on  its  merit. 

I  am  not  afraid,  or  do  not  hesitate  to  advocate  a  binary  system  of 
arithmetic  and  metrology. — I  know  I  have  nature  on  my  side, — if  I 
do  not  succeed  to  impress  upon  you  its  utility  and  great  importance  to 
mankind,  it  will  reflect  that  much  less  credit  upon  our  generation,  upon 
our  scientific  men  and  philosophers. 
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A  Chmparisonof  some  of  the  Meteorological  Phenomena  of  Afbil,  1864,  vfith  ihote 
of  April,  1868,  and  of  the  same  month  for  thirteen  years,  at  Philadelphia,  Pa. 
Karumeter  60  feet  above  mean  tide  in  the  Delaware  River.  Latitude  89®  57}'».; 
Longitude  75®  lOJ'  W.  from  Greenwich.    By  Jambs  A.  Kiskpat&ick,  A.  M. 


April, 

April. 

April. 

1864. 

1868. 

for  13  yean. 

Thermometer — Highest— degree,     . 

76-000 

71-00<> 

88-00*> 

date. 

24th. 

12th. 

24th,  1861. 

««               "Warmest  day — Mean, 

06-17 

60-17 

74-30 

"                     "           **        date, 

24th. 

12th. 

29th,  1856. 

•«               Lowest— degree. 

32-00 

80-00 

20-00 

"                     **         date. 

6th. 

4th. 

7tb,  1867. 

"               Coldest  day— Mean, 

3717 

33-33 

27-70 

•«                     "        "      date,  . 

6th. 

4th. 

2d,  1857. 

«               Mean  daily  oscillation, 

16-40 

14-90 

16-62 

"                    •*        *'     range,    . 

6-27 

6-41 

6-24 

*«               Means  at  7  A.M.,  . 

44-90 

43-95 

45-45 

"                   "           2  P.  M.,   . 

56-58 

64-35 

6712 

«*                   "            9  P.  M.,   . 

48-45 

47-40 

49-21 

*•                   "      for  the  month, 

49-64 

48-57 

50-59 

Barometer — Highest — Inches, 

80-048  in. 

80185  in. 

80-518  in. 

"                  "         date,      . 

22d. 

21st. 

3d,  1864. 

« '          Greatest  mean  daily  press. 

80-016 

80-177 

80-458 

«*               "         date, 

22d. 

2l8t. 

3d,  1854. 

"          Lowest— Inches, 

29-310 

29-260 

28-884 

'*               "         date, 

2d. 

2d. 

2l8t,  1852. 

*'          Least  mean  daily  press., 

29-377 

29-387 

28-959 

**               "        date. 

2d. 

2d, 

21st,  1852. 

<*          Mean  dally  range. 

0-122 

0-164 

0^1 68 

«<          Means  at  7  A.  M., 

29-730 

29-788 

29-814 

2  P.M., 

29-699 

29-762 

29-778 

9  P.  M., 

29-755 

29-808 

29-804 

"               "     for  the  month,  . 

29-728 

29-782 

29-797 

Force  of  Vapor— Greatest— Inches, 

0-495  in. 

0-404  in. 

0-611  in. 

"            «•             "            date,     . 

25th. 

80th. 

22d,  1853. 

"           "         Least— Inches,     . 

•096 

•072 

•066 

*•            "             *»       date. 

7th. 

9th. 

18th,  1852. 

"            **         Means  at  7  A.  M., 

-219 

•207 

-230 

"            "            "           2  P.  M., 

-282 

•218 

-243 

*«            "            "            9  P.M., 

•236 

-282 

-248 

«»            «*            "      for  the  month. 

•229 

-217 

-240 

Relative  Humidity— Greatest— per  ct 

92  per  ct. 

96  per  ct. 

100  per  ct 

♦'            »•                   "            date, 

10th. 

24th. 

Otten. 

»«            **               Least— per  ct., 

18-0 

15-0 

13-0 

«*            '»                   "       date,    . 

7th. 

26th. 

18th,  1852. 

"            "               Means  at  7  A.M., 

71-0 

68-8 

71-5 

"            "                   "          2  P.M., 

62-2 

50-4 

61-8 

"            "                   "          9  P.M., 

67-8 

68-2 

67-6 

«*            "                    "for  the  month 

63-7 

62-6 

63-4 

Clouds — Number  of  clear  days,*    . 

4 

8 

8-5 

"            "               cloudy  days,     . 

26 

22 

21-5 

"        Means  of  sky  cov'd  at  7  A.M., 

62-7  per  ct. 

67-0  per  ct 

62-8  per  ct 

««            "            »*      "          2  P.M., 

73-3 

75-3 

66-6 

«*            "            "      "          9  P.M., 

69-0 

68-0 

63-7 

"            "            "      for  the  month. 

68-8 

63-4 

61-0 

Rain  and  melted  Snow — ^Amount,   . 

4-478  in. 

7-294  in. 

4-966  in. 

No.  of  days  on  whichRain  or  Snow  fell. 

14 

16 

18-2 

Prevailing  Winds— Times  in  1000, 

Nl8«28'w-188 

n80O8'w-228 

h61021'w158 

^  LeM  than  one-third  ooTored  at  Ui«  hoars  of  obMrTsUon. 
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WOOD'S    PATENT; 


NEW  FUSIBLE  METAL  AND  IMPROVED  ALLOTS; 

For  Solders,  Cements,  Plugs  for  Safety  Valves,  Thermoscopic  Tests, 
Light  Castings,  Moulds,  Dies,  Medallions,  Copying  delicate 
forms,  natural  or  artificial,  Hermetic  Sealing,  Sil- 
vering Mirrors,  Electrotype  and  Stereo- 
type purposes,  &c.,  &c. 


Combining  valnable  qualities  possessed  by  no  other 
class  of  alloys. 


fSECUKED  BY  LETTERS  PATENT,  March  20,  1860.) 


The  Patent  embraces  the  class  of  Fusible  Alloys  produced  by  combining  Cadmium 
with  tin  and  lead,  or  with  tin,  lead,  and  bismuth,  (in  either  case,  with  or  without  the 
addition  of  mercury,)  in  the  proportions  set  forth  in  the  specification,  and  secures  to  the 
undersigned  the  use  of  cadmium  in  these  combinations  and  proportions  for  the  production 
of  said  alloys. 

Willing  to  allow  artisans  opportunity  to  test  the  working  qualities  of  this  class  of  al- 
loys, and  not  to  be  particular,  for  the  time,  as  to  the  source  or  manner  of  procurement, 
no  measures  have  hitherto  been  put  in  force  to  stop  infringements.  But  this  is  to  give 
notice,  that  all  parties  or  persons  hereafter  found  in  any  way  infringing  on  the  Patent, 
Tvill  be  proceeded  against,  wherever  found,  to  the  full  extent  of  the  Law. — Without  a 
grant  from  the  patentee,  **  It  is  an  infringement  to  make  a  patented  article  for  ute'or 
mle^  though  it  be  never  used  or  soldi  to  use  it,  though  made  by  another,  and  to  seU  iU 
whether  made  by  oneself  or  another** — Curtis. 

State,  County,  Town,  Laboratory  or  Shop  rights  to  make  and  use  the  patent  fusible 
alloys,  with  directions  for  modifications  of  the  formula  for  special  results,  are  for  sale  on 
liberal  terms. 

Samples  sufficient  for  testing  the  qualities  of  the  alloys,  furnished  at  the  cost  of  manu- 
facture, upon  payment  of  charges.     Descriptive  circulars  sent  upon  application. 

Address  Dr.  B.  WOOD,.  ^ 

Albany,  New  York, 
January  1st,  1864. 
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PROSPECTUS 

Ot  TBM 

JOUKNAL  OF  THE  FBANKLIN  INSTITUTE 

Of  the  State  of  PenzisjlTaiila, 
FOR  THE  PROMOTION  OF  THE  MECHANIO  ARTS. 


The  Journal  of  the  Franklin  Institute  is  the  oldest  Periodical  in  the  United  Stalv 
oevoted  to  tne  spread  of  information  on  subjects  connected  with  the  Mechanic  and  Manii- 
facturing  Arts,  and  the  only  one  contatnini  a  complete  record  of  American  Patents  issued 
since  its  establishment  in  January,  1826. 

The  extensive  li^it  of  European  Ex  changes  which  it  possesses,  enables  it  to  give  to  ils 
leaders  early  information  as  to  any  improvements,  or  discoveries  made  in  any  part  of 
Europe,  while  it  ensures  to  articles  published  in  its  pages,  a  wide  circulation  in  thost 
Countries  of  the  Old  World  in  which  Mechanic  Arts  and  Manufactures  prosper. 

Among  its  correspondents  will  bo  found  many  of  the  most  distinguished  artiians  and 
scientific  men  of  our  own  Country;  and  in  it  will  be  found  the  official  accounts  of  many 
important  experimental  researches,  conducted  under  authority  of  the  Institute  or  other 
pulilic  bodies.  A  liberal  compensation  is  offered  by  the  Committee  for  all  original  articles 
within  its  scope;  and  manufacturing  firms  are  respectfully  solicited  to  forward  to  the 
Actuary  such  details  as  they  may  deem  suitable,  of  mechanical  processes,  machinciy 
steam  vessels,  and  other  engineering  works  in  process  of  construction. 

The  series  of  Reports  of  imporunt  Patent  Law  cases  adjudicated  in  the  United  States 
Courts,  which  will  be  continued  by  the  able  Reporter  who  has  hitherto  furnished  thea 
fbr  the  Journal;  and  the  copious  index  of  Patents  from  1828  to  the  present  day,  which  is 
digested  semi-annually  and  arranged  chronologically,  bring  the  only  complete  index  pub- 
lished regularly  during  that  period,  make  it  indispensable  as  a  book  of  reference  to  thosa 
interested  in  this  branch  ?f  Jurisprudence.  To  Engineers  and  Ship  Builders  its  pages 
offer  a  record  of  the  dimensions  and  tlie  particulars  of  the  performance  of  steamers  built 
or  building  in  the  United  States  and  abroad,  of  which  the  value  can  be  best  appredaled 
by  those  engaged  in  the  construction  of  steam  vessels.  The  number  of  correspondents  'm 
this  department  is  large  and  rapidly  increasing. 

Artizans  and  practical  Manufacturers,  for  whose  benefit  the  Journal  is  particularly  d^ 
signed,  require  a  periodical  combining  sound  theory  wi*h  reliable  information  on  subjects 
properly  belonging  to  tlicir  several  pursuits.  In  arranging  matter  for  its  pages,  the  E^tor 
and  Committee  on  Publications  arc  guided  by  a  desire  to  lay  before  the  Tarious  cIsmb 
cf  their  readers,  such  a  selection  as  will  be  valuable  to  them  in  their  business,  and  aiso 
make  the  Journal  a  Repertory  worthy  of  preservation,  and  valuable  as  a  record  of  the 
actual  history  of  the  Arts  in  successive  years. 

Each  number  contains  72  pages  octavo,  published  monthly,  forming  per  annum  twt 
volumes,  of  433  pages,  numerously  illustrated  with  fine  wood  cuts  and  engravings  oa 
•teel  add  copper.    Subscription  Price,  $5  per  annum. 

In  founding  this  Journal,  the  Franklin  Institute  was  not  governed  by  any  desue  of 
pecuniary  profit,  but  solely  by  the  wish  to  give  American  Mechanics  useful  in fonnatioB 
as  to  the  progress,  both  in  this  Country  and  in  Europe,  of  the  Arts  and  the  Sciences  upon 
which  they  are  founded.  As  the  whole  income  derived  from  it  is  expended  in  its  publica- 
tion, its  further  improvement  and  illustration  must  necessarily  depend  on  obtaining  an 
increase  of  its  subscription  list.  With  a  view  to  promote  such  improvement  and  increase 
its  self-sustsining  ability,  the  Committee  on  Publications  has  decided  to  make  a  very  con- 
siderable reduction  in  the  subscription  price  of  the  Journal,  in  such  a  manner  as  may  offer 
an  inducement  to  present  subscribers  to  lend  their  aid  in  obtaining  for  it  a»  increased 
circulation. 

They  therefore  propose  to  forward,  free  of  pontage^  two  copies  for  one  year  to  any 
present  subscriber  who  shall  send  the  name  of  one  new  subscriber,  and  remit  the  sum  of 
Eight  Dollars.  And,  in  like  manner,  to  forward  three  copies  to  any  subscriber  who  shall 
send  the  names  of  two  new  subscribers  and  Ten  Dollars.  A  club  of  new  subscribers  re- 
mitting to  the  Actuary,  Eight  Dollars,  will  be  furnished  with  two  oofNes  for  one  year,  and 
fot  Ten  Dollars  three  copies  for  one  year. 

Communications  and  remittances  to  be  made  to 

WILLIAM  HAMILTON,  Actuary, 

Franklin  Institute,  PhiiadelpUA. 
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M.  W.  BALDWIN  &  Co^  Fhiladelphia, 

Manufacture  LOCOMOTIVE  ENGINES  of  the  most  approved  construction,  and 
perfect  adaptation  to  all  the  variety  of  circumstances  under  Tvhich  they  can  be  usefully 
employed  ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one-half,  two-thirds, 
three-fourths,  or  the  whole  weight  for  adhesion,  as  the  grade  of  the  road,  or  business  to  b« 
done,  may  render  desirable  or  necessary.  « 

Patterns  of  various  sizes  of  each  of  the  following  plans,  viz: 
Plan  A  and  B,  1  pair  drivers  and  trucks,  for  Passenger  business  exclusively. 
"      C,  2         «*  «  "  or  Freight  business. 

"      D,  3        «  "       ) 

"      D,  3        "  "       r  ^^^  Freight  business  exclusively. 

It     E^  4        "  "       ) 

The  D  and  E  Plans  are  particularly  adapted  to  roads  having  heavy  grades  and  abrupt 
corves.  The  temporary  track  connecting  the  Eastern  and  Western  divisions  of  the  Vir- 
ginia  Central  Railroad,  having  grades  of  295  feet  rise  per  mile,  and  curves  of  300  feet 
radius,  has  been  successfully  worked  for  two  years  past  by  six-wheel  D  Engines  of  ouj 
make. 

The  matertah  and  workmanship  ^  ejffieleney  and  durabtHty,  economy  of  fuel  and  re* 
pairs,  are  guarantied  equal  to  any  other  engines  in  use. 


LABORATORY 

FOR 

FBAGTICAL  &  ANALYTICAL  GHEMISTET, 

CHANT  STREET,  TENTH  STREET  BELOW  MARKET, 
(Rear  of  St.  Siephen's  Church,  Philadelphia.) 


ESTABLISHED  IN   1836. 

Instruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEG- 
TURES  and  FKACTICE.with  especial  reference  to  ANALYSIS,  MANUFACTURES, 
AND  MEDICINE. 

Analysis  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce  and 
manufacture.     Opinions  given  on  chemical  questions. 

BOOTH  &  GARRETT. 

Jaurs  C.  Booth, 
Thomas  H.  Gaurett. 


THOMAS  D.  STETSON, 


Jfedianical  Engineer  and  American  and  Foreign 
PATENT  AGENT, 

No.  6  TRYON  ROW,  N«w  Yo»k. 
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TO  IRON  MANUFACTURERS. 


NASIttYTH'S 
Patent  Direct  Action  Steam  Hammer. 

{Merrick  &  Sons,  Assignees  of  the  Patent  for  the  United  Statea.) 
The  undesigned  call  the  attention  of  Iron  Manufacturers  to  the  Nasmtth  Patxst  Stbajc 
Hammkk,  now  so  generally  introduced  into  this  and  other  countries,  of  which  they  are 
the  assignees  and  sole  Agents  for  the  United  States.  Up  to  the  present  time  there  have 
been  made  hy  the  Patentees  in  Ejigland,  for  that  country  and  the  Continent  of  Europe,  be- 
tween two  hundred  and  fifty  and  three  hundred  hammers,  for  Government,  Railway  Compa 
nies,  Copper  Works,  Forges,  and  Engineering  establishments;  and  the  undersigned  have 
made  for  this  country  upwards  of  forty,  varying  in  size  from  500  lbs.,  falling  1^  ft.,  to  6  tons, 
falling  6  feeU  They  can,  therefore,  confidently  urge  its  merits  upon  the  trade,  and  are 
provided  with  certificates  in  its  favor  from  many  parties,  (who  have  one  or  more  in  use,) 
which  will  be  shown  upon  application. 

The  advantages  of  this  Hammer  over  all  other  forms  are  as  follows: — 
1st,  The  Ram  falling  vertically,  the  surfaces  of  the  bitts  upon  it  and  the  anvil  are  always 
parallel,  giving  facilities  for  flattening  a  ball  or  faggot  of  any  thickness;  and  the  fall  being 
far  greater  than  that  of  any  helve  hammer,  a  much  thicker  mass  may  be  placed  under, 
without  choking  it. 

2d,  The  intensity  of  the  blow  may  be  modified  instantly  by  the  attendant,  so  as  to  suit 
/he  work;  and  the  Ram  may  in  like  manner  be  arrested  in  its  descent  at  any  point,so  that 
it  is  more  completely  under  control  than  any  other  form  known. 

3d,  It  may  be  adapted  to  any  description  of  work,  whether  for  hammering  blooms, 
making  heavy  forgings,  or  the  ordinary  light  forgings  for  machine  shops;  for  beating  cop 
per,  or  crushing  stone,  du:.,  ^&c.,  The  form  of  thejitdo  frames  can  be  altered  to  suitcir 
cumstances,  so  as  to  allow  free  access  on  all  sides. 

4th,  It  requires  no  8team  Engine  to  work  it;  hence  the  friction  and  other  losses  incident 
to  the  ordinary  hammer  are  materially  reduced.  In  Forges  the  waste  heat  from  the  fur 
naces  gives  ample  steam  to  work  it.  Dvery  Hammer  is  provided  with  self-acting  and 
hand  gearing. 

For  terms  and  other  particulars,  apply  to 

MERRICK  &  SONS, 

Souihwark  Fuutidry,  Philaddphiu, 
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PASCAL  lEON  WORKS, 

Establlslied  In  1831* 

MORRIS,   TASKER   ti   Co., 

MANUFACTURERS  OF 

Wrought  Iron  Welded  Tubes, 

lAnch  to  8  inches  bore,  for  Stea.v,  Gas,  Watsr,  &c.,  with  T's,  L's  Stops,  Valtes, 
i^  with  Screw  Joints  to  suit  tubes.  MalleaUe  Iron  and  Brass  Fittings,  CrlasS 
toller  Tubes,  Blasting  Tubes,  Ac 

GalvanlaEed  Tubes  and  Fittings  for  water. 

Iiap-ivclded:  Boiler  Flues, 

H  to  10  inctkes,  oatside  diameter  cut  to  de6nite  lengths,  8S  feet  or  under. 

Artesian  Well  Pipes 

Of  wrought  iron,  screw  coupled ;  flush  inside  and  out. 

bo  of  Cast  Iron,  6,  8,  10  and  12  inches  diameter,  with  wrought  bands,  flush  inside  and 

out;  and  Pumps  for  same. 

Colls  of  Tube  For  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls, 

For  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  specifications  sent. 
Double  Kettles,  For  steam  boiling  and  evaporating,  and  cooking  by  steam. 
l^rylngr  Closetii 
iomted  by  steam ;  Wash  Houses  and  Steam  arrangements  for  Public  Institutions  and  7 

Private  Dwellings. 

Warming  and  Ventilating 

Steam  apparatus  of  the  most  approved  plans,  for  Factories,  Public  Buildings,  Hotels, 
riTmte  Dwellings,  Green  Houses,  dtc;  constructed  and  adapted  to  the  buildings  to  be 
armed. 

Hot  Water  Apparatus; 

TaSk.er'S  Patent  Self-Regulating  Hot  Water  Apparatus,  for  Private  Dwellings, 
School  Houses,  Hospitals,  Green  Houses,  dec. 

Iron  &  Bra45S  Castings, 

of  every  description. 

Gas  Works  Castings: 

Retorts  and  Bench  Castings  for  Coal  Gas  Works ;  Street  Mains,  Bends,  Branches, 
Drips,  Lamposts,  Lanterns,  dtc. 

Rosin  Gas  Apparatus, 

For  Factories,  Public  Buildings,  Hospitals  and  Private  Dwellings. 

Green  House  Pipes  and  Boilers: 

iiB  Doors  and  Frames,  Hot  Water  Pipes  for  Foicing  Beds,  Pineries,  Garden  Rollers,  Ac 

COI.FBIJV89 
Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 
BATH  TUBS, 

Sinks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet  arrangements 

SCREWING  MACHINES, 

Drill  Stocks,  Stocks  and  Dies,  Tnps,  Reamers,  Drills,  Pipe  Tongs,  and  a  general 
assortment  of  Gas  and  Steam  Fitters'  Tools  and  Materials. 

irORKiS,  Soutii  Flftli,  between  Tastier  and  Morris  Sts., 

ITAREHOVSt:  &  OFFICE3  Mo.  flQ9  Soutb  8d  St.,  Pbllada, 

STEPHSH  II0BBI8,  CHAB.  WHEELEB, 

XH08.  T.  TAflKBB,  Jr.,  B.  P.  X.  TA0SBR 

HKHBY  G.  X0SBI8. 
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Contents  for  May,  1864. 


CIVIIi  ENGINEERING. 

The  Hydrostatic  Trough.  *^By  Prof.  De  Volson  Wood, 

The  Actual  State  of  the  Works  on  the  Mont  Cenis  Tunnel,  and  Descrip- 
tion of  the  Machinery  employed,     .... 

Locomotive  Improvement,  ... 

Experiments  to  determine  the  effects  of  Impact  Vibratory  Action,  and  a 
Long-continued  change  of  load  on  Wrought  Iron  Girders, 

A  Bridge  over  the  Straits  of  Messina, 

MECHANICS,  PHYSICS,  AND  CHEMISTRY. 

Compressed  Asphalte,  .  .  .  •  . 

Cement  for  Steam  Joints,  &c.,  .  ... 

Resistance  to  Bodies  passing  through  Water, 

Economy  in  the  Use  of  Steam.  By  D.  M.  Greene,  C.E.,  Assist.  Eng.  XJ.8.N., 

On  the  Steam-boiler  Explosion  at  Cornelius  &  Baker's  Works,  Philadel- 
phia, April  25,  1864.  By* John  W.  Nystrom,  C.  E., 

Proceedings  of  the  Association  for  the  Prevention  of  Steam  Boiler  Explo- 
sions, Manchester,         ..... 

A  Magnetic  Discovery,        ..... 

Voltaic  Electricity — New  Caloric  Battery, 

Explosion  of  a  Steam  Boiler  in  the  establishment  of  Merrick  &  Sons,  Phi- 
ladelphia.— Verdict  of  the  Coroner's  Jury, 

Substitutes  for  Gutta-Percha,  .  .  S41-J 

Method  of  making  Cast  Steel,  .  •  ,      . 

Preservation  of  Com  from  Fermentation, 

FRANKLIN  INSTITUTE. 

Proceedings  of  the  Stated  Monthly  Meeting,  April  21,  18G4, 

Paper  read  on  a  Uniform  System  of  Screw  Threads  and  Nuts.     By 
William  Sellers,  President,      .  .  •  . 

Messrs.  Merrick  &  Sons,  specimens  of  a  series  of  Screw  Threads,  Bolts, 
and  Nuts,  ..... 

Messrs.  Bemcnt  &  Dougherty,  drawings  of  Bolts  and  Nuts,  used  in 
the  Industrial  Works,  . 

Mr.  J.  A.  MillhoUand,  proportions  of  Threads  of  Bolts  &c.,  used  by 
the  Reading  Railroad  Company, 

Mr.  C.  T.  Parry,  proportions  of  Bolts  and  Threads  Yti  use  in  M.  W. 
Baldwin  &  Co.'s  Locomotive  Works, 

Notice  of  Mr.  E.  Longstreth's  instruments  for  setting  the  tools  of  Screw- 
cutting  Lathes,  and  for  testing  the  correctness  of  Screw  Threads, 

Remarks  on  Tides  of  Rotation.    By  Mr.  P.  E.  Chase, 

on  Metrology  and  Arithmetic.  By  John  W.  Nystrom,  C.  K., 

METEOROLOGY. 
The  Meteorology  of  Philadelphia.    By  James  A.  Kirkpatrick,  A.  M., 
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A  MEW  WORK  OH  STEAM  EH6IHEERIM6. 


JUST   PUBLISHED, 


STEAM    ENGINEERING, 

By  B.  F.  ISHEBWOOB,  Chief  Eng.  U.  S.  Navy: 

CHIEF  OF  THE  BUREAU  OF  STBAM  XNOIXEEBINO, 
NAVY   DEPARTMENT: 

Mftda  principally  to  aid  in  ascertaining  the  comparative  economlC  eMcleilCJ 
of  Steam  need  with  different  measares  of  expanflion  ;  and  the  absolnte 
cost  of  the  power  obtained  therefrom  in  weights  of  Fael  and  Steam* 

The  causes  and  quantities  of  the  conden§ationfl  in  the  Cylinder ;  the  econoraie 
effect  of  Steamr-Jacketlnir?  ^^^  Steam  saperlieatiiiiry  ^^  of  ▼arievs 
proportions  of  Cylinder  capacity  for  the  same  weight  of  Steam  used  per  siroks 
of  piston. 

The  economic  and  absolute  evaporative  efllclencle§  of  Boilers  of  dif< 
frrent  types  and  proportions.  The  comparative  calorlflC  valttCfl  of  di£R&reat 
Coals  as  steam  generators.  The  performance  of  United  States  War  Screw  Steaoi- 
ers,  &c.,  AfC;  Ac. 

THE  WHOLE  BEING 

OrigiiAl  matter,  eompoied  of  extensiTe  ExperimcHti  made  by  tbe 

r.S.  IVAVY  DEPARTMENT, 

AND 

ILLUSTRATED  BT  STEEL  PLATES. 

VOL.  I. 

1863. 


PRICE  .        ^         .  SlO 


WILLIAM  HAMILTON, 

HALL  OF  THi:  FR.\NKLIN  INSTITUTE,  PHILADELPHIA 
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The  Journal  of  the  FmnUin  bitUute 

It  PUBLI8UBO  Oil  THB  FIRST  Of  SAOH  MOBTTH, 

At  Five  Dollars  per  annum  for  one  copy,  Eight  Dollarf  for  two  copies,  and  Ten  DoUais 

for  three  copies— 

P«7«ble  oa  tlte  eonpletlon  of  cite  Blztlt  Ni&ml^er* 

The  JonrnRi  will  be  deliyered  free  of  Postage  when  the  subscription  is  paid  in  advan^^e,  (sea 
postages  and  remiitances  on  last  page  of  the  cover.)  • 

Commmiieatioiu  and  l&ttwt  on  htsin4ss  must  hs  direeUd  to  thx  Aotva&t  or  tub 

Fbamkun  IivsTrruTB,  Philadelphia,  -(&«  pottag$  paid. 


The  Jonrnal  eanalso  be  obtained  from  tbefo.jowiog: 

JAMES  MILLER,  City  of  New  York. 
DAVID  G.  FRANCIS, 
JOHN  WILEY,  «        " 

W.  C.  LITTLE  *  CO.,  Albany,  New  York. 
CROSBY,  NICHOLS,  LEE  ^  CO.,  Boiion,  MastaehuitUt. 
LITTLE,  BROWNE  CO.,         «* 
JOHN  C.  DOW  ^  Co.,  Lawrence, 
JOHN  R.  WALSH,  Chicago,  lUinoU. 
HENR  Y  WHIPPLE  *  SON,  SaUm, 
F.  TAYLOR,  WoMhington,  District  of  Columbia. 

Poru.— HECTOR  B088ANGE  60  SON,  11  Qnai  Voltaiw,!  ^.     ^,     .     , 

X^ofufofi^EIVES  60  MACEY.  61  King  WUUam  Street.        /  ^'"*'  *"*  aathoriied 

to  receive  subscriptions  and  to  make  exchanges  for  periodicals  devoted  to  the  Aita  and 

Seieneea. 


THE  STRENGTH  OF  MATERIALS  EMPLOYED  IN  THE  CON- 
STRUCTION OF  STEAM  BOILERS, 
Illustrated  with  10  Copperplaies.   Price,  fl-SO. 

Also,  a  few  copies  of  a  Treatise  on  the 

I  HARran:  boii^ers  of  the  vhited  states. 

By  B.  H.  BARTOL,  Engineer.    Price,  9  VM* 

WILLIAM  HAMILTON,  Aeiuary, 

HaU  of  the  Franklin  InaUtate. 
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HENRY  HOWSON'S 
FHILADELFHIA  ACENCYFORFROCnBINGFATEnS 

IN  THE 

UNITED  STATES  AND  EUROPE, 

FORREST  PLACE  No.  123^  SOUTH  FOURTH  STREET, 
PHILADELPHIA. 


AGENCIEa  IN  LONDON,  EDINBURGH,  DUBLIN,  MANCHESTER, 

PARIS,  BRUSSELS,  VIENNA,  LEIPSIC,  BERLIN 

AND  OTHER  EUROPEAN  CITIES, 


H.  Howson  prepares  Specifications,  Drawings,  Deeds  of  Assignment,  conducts  Inte^ 
ferences,  Appeals,  Applications  for  Re-issues,  Extensions,  d&c.,  attends  to  the  filing  d 
Caveats,  Reports  as  to  the  Patentability  and  Utility  of  Inventions,  and  also  acts  as  ConsaU* 
ing  Attorney  to  either  counsel,  plaintiff,  or  defendant,  in  suits  at  law  respecting  Patenta 

As  H.  H.  Tisits  Washington  monthly,  he  is  prepared  to  take  charge  of  rejected  sppi^ 
cations,  and  argue  such  cases  before  the  Examiners  and  Commissioner,  thus  saving  ts 
inventors  the  annoyance  and  expense  of  personal  visits  to  Washington. 

Burlington.  Iowa,  October  3,*  1857. 
DsAB  Sib  : — I  take  this  oecasioa  to  state  to  you,  that  for  several  years  past  I  have  htm 
acquainted  with  the  manner  in  which  you  have  conducted  your  business  as  Patent  8oli«. 
dtor.  This  has  always  been  highly  creditable  to  yourself,  and  satisfactory  to  the  Pftteot 
Office.  Tou  understood  your  cases  well,  and  presented  them  in  that' intelligible  form  which 
generally  insured  success.  I  make  this  Certificate,  in  hopes  that  it  may  be  serviceable  ts 
you  in  continuing  to  find  that  employment  in  your  profession  to  which  your  industiyi 
intelligence,  and  courteous  bearing,  so  justly  entitle  you. 

Yours,  very  truly,  CHARLES  MASON, 

To  HxvBT  HowsoB,  Esq.  Late  Commissioner  of  PaienM 


DRAWING. 

THE  sut>8criber  would  respectfully  inform  his  friends  and  the  public,  that  he  eoi 
tinues  to  give  instruction  in  MACHINE,  ARCHITECTURAL,  TOPOGRi 
PHICAL,  and  LANDSCAPE  DRAWING,  and  PAINTING  in  OIL  and  WATK 
COLORS.  Day  and  Evening  Classes  at  the  office,  and  instructions  given  in  Schoolstt 
Families.    Drawings  for  Patents  correctly  made,  and  Designs  furnished. 

JOHN  KERN, 
No.  229  North  Tenth  Stnet. 
BEFEBSNCES. 
P.  P.  ROTHERMEL,  Esq.,  D.  R.  ASHTON,  Esq., 

JE8PER  HARDING,  Esq.,  Wm.  HAMILTON,  Actuary  Fr. M 
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^PHIIiADEI^PIIIA: 
THREB  SQUARES  WEST  OF  THE  OLD  STAND. 

B.  FRANK  PALMER, 

Sturgeon-Artist  to  the  Medical  Colleges  and  Hospitals, 
Author  of  New  Bules  for  Amputations,  Inventor  of  the 
Palmer  Arm,  Leg,  &c„ 

HAS  REMOVED 

TO 

TEC:E3.STOKr:E3   3E3I3II^IOKJp 

IVo.  1609  Chestnut  St.^  PbUadelpbia— 1609. 

This  Establishment  (erected  at  great  expense  for  the  business)  combines  every  p(M- 
fiible  comfort  and  facility  for  Surgico-Artistic  operations. 

The  Proprietor  will  devote  his  personal  attention  to  the  Profession  at  this  House,  «nd 
construct  the  PALMER  LIMBS,  (under  the  New  Patents,^  in  unexampled  perfection. 
Thousands  of  these  Limbs  are  worn,  (though  few  are  suspected,)  and  sr  galaxy  of  gold 
and  silver  medals  (fifty  "First  Prizes"  won,  over  all  competition,  in  the  principal  cities 
of  the  world,)  attests  the  public  value  of  these  Inventions.  All  genuine  Hand9,  Arms^ 
Feet,  and  Legs  have  the  name  of  the  inventor  affixed. 

Pamphlets  which  contain  the  New  Rules  for  Amputations^  and  fnll  information  f<>r 
persons  in  want  of  limbs,  sent  free  to  applicants,  by  mail  or  otherwise. 

The  attention  of  Surgeons,  Physicians,  and  all  persons  interested,  is  most  respeelfttlfy 
solicited. 

All  former  partnerships  have  expired  by  limitation.    Address 

B.  FBANK  PALMER,  Surgeon-Artist, 

1609  C0ESTJVIJT  ST.^  PliUadelplila. 


SEAMLESS    BRASS   TUBES, 
SEAMLESS  COFFER  TUBES, 


FOR 

Xiocomotive^  Marine^  &  Stationary 
Boilers, 

MANUFACTURED  BY 

AMERICAN  TUBE  WORKS, 

BOSTON,  MASS. 
JOSEPH  H.  COTTON,  Treaa.,  106  State  Streat, 
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THE  GREAT   AMERICAN   AND   FOREIGN 

Patent  Agency  Offices 

OF 

MESSRS.   MTTNN  &  COMPANY. 


MESSRS.  MUNN  &  Co.,  Editors  and  Proprietors  of  the  SeUntifie  Amertean,  are 
conducting  the  most  succeseful  aokztct  for  securing  the  Rights  or  InysvtoMi  tobe 
found  in  the  United  States.  They  have  been  personally  familiar  with  the  progress  of  In- 
yention  and  Discovery  for  the  past  sixteen  years,  and  have  prepared  aad  conducted  withia 
this  period  more  Patent  cases  than  any  other  Aoeuct  izr  tbx  World.  As  an  evidence 
of  the  confidence  reposed  in  their  ability  and  integrity,  they  may  with  propriety  refer  to 
the  extraordinary  fact  that  over  TWO  THOUSAND  PATENTS  have  issued  to  their 
clients  during  the  brief  space  of  only  TWO  YEARS  i  and  during  the  same  period  they 
have  examined  through  their  efficient  Branch  Office  in  Washington  into  the  noveltj  of 
about  three  thousand  Inventions,  thus  affording  to  them  a  knowledge  of  the  contents 
of  the  Patent  Office  unrivalled  by  any  existing  agency.  Not  only  this,  bat  more  than 
one-half  of  all  the  Patents  secured  by  American  citizens  in  European  countries  are  taken 
through  MUNN  &  CO.'S  AGENCIES  IN  LONDON,  PARIS,  BRUSSELS,  BER- 
LIN, AND  VIENNA. 

A  Manual  of  AdTlce  How  to  Secubx  Axxricav  avd  Fokxiov  Patxvts, 
vill  be  sent,  free  of  charge,  to  all  who  may  wish  for  them.  Messrs.  Munn  6l  Co.'s  prin- 
cipal Offices  in  New  York  are  removed  from  128  Fulton  St  to  the  spacious  rooms  in  the 
new  Park  Buiidings,  Nos.  37  Park  Row,  eastern  side  of  the  City  Halt  Park,  and  145 
Nassau  St, where  all  communications  should  be  addressed,  and  where  Inventors  areco^ 
dially  invited  to  call  whenever  they  visit  the  city.  Their  Branch  Office  in  WashingUn 
City  is  on  the  corner  of  F  and  Seventh  Sts.,  directly  opposite  the  Patent  Office.  Muna 
4d  Co.  refer  by  permission  to  Hon.  J.  Holt,  Hon.  C.  Mason,  and  Hon.  W,  D.  Bishop^ 
Ex-Commissioners  of  Patents,  and  to  over  Tkn  Thovsakd  Inventors  in  the  United 
IdtalM  whose  papers  have  been  prepared  and  prosecuted  through  their  Agency. 
Address 

MUNN  &  CO., 

No.  37  Park  Row,  New  Yoik  Ci^. 


JOSEPH  K.  WHILLDIN, 

CIVUL  AlVD  MECHAmCAI.  EIVOHVEER, 

(OiTiOE,  LiaHTHOusB  Boaed) 


WASHINGTON,  D.  C. 


SAMUEL   MoELROY, 
CIVIL    BNeiNBBR. 

Surveys  and  Plans  made  in  all  departments  of  Construction.    Special 
attention  paid  to  Water  Works,  with  or  without  pumping  supply. 

Add&bss 
Box  836,  P.  e.,  BrooUyii. 
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The  Arch  Truss  Oirder  again. — More  upon  the  New  System. 
By  S.  W.  Robinson,  C.E.,  Detroit,  Michigan. 

My  article  in  the  March  Number  of  your  Journal,  contained  in  its- 
latter  portion  the  statement,  without  the  proof — of  a  few  principles  and 
formulae  as  applied  to  my  system  of  the  ^^Arch  Truss  Girderj"  where 
the  curve  of  the  arched  chord  is  such, — the  ties  all  being  normal  to 
it, — that  the  stress  is  uniform  throughout  the  cord  for  a  uniform  hori- 
zontal loading  throughout.  The  stress  of  the  diagonals  in  the  case 
there  considered  was  compression. 

*That  may  be  well  where  the  girder  is  executed  in  wood ;  but  if  iron 
be  employed  it  may  be  desirable  that  the  diagonals  resist  tension.  The 
origin  was  also  taken  at  the  crown. 

I  have  found  it  more  convenient  to  reckon  the  number  of  the  pannel, 
or  bay  from  one  end. 

In  this  article  I  propose  to  consider  the  case  where  the  diagonals 
suffer  tension  ;  and  to  give  rigorous  analytical  proof  of  every  principle 
there  stated,  or  here  employed:  and  also,  to  reckon  the  number  of 
pannel  from  the  end  of  the  truss. 

Dimensions  of  the  Parts. 
The  formula  given  before  would  apply  here ;  the  only  modification. 
Vol.  XLVII.— Third  Seribs.— No.  6.— Juke,  1864.  81 
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necessar J  being  that  required  for  reckoning  the  number  of  bay  from 
the  end. 

Using  the  same  notation  as  before,  and  taking  the  origin  of  co-ordi- 
nates at  the  point  M  in  the  Figure,  we  hare 

x'==B — a:,  andy'  =  a  —  y\  otx  =  B  —  x',  and  y  =  a  —  y' ;  whidi 
substituted  in  the  expressions  given  before  for  the  co-ordinates  of  K,  I, 
o,  kc.j  in  the  Figure,  and  dropping  the  accents  give 


tfn  =  COS.  t„  I  a—  1^  sin.*  4  | 

«„==  B  —  Sin. »»  I  25  '^^ — 4a  ^^^-  *»    / 

C 

T 


(1) 


When  FIGB  is  the  n*"*  pannel  n  =^  3 ;  the  co-ordinates  of  o  are  x^  and 

y,;  GB  =  ^,  GP=L„  GI  =  Cg,  MB  =  6j, 

Mm  =  h\ = ^^4-^  =  A  +  *?i:i=  j,^  ^^  J  ^1^^  ^^jg,^  ^^  ^^^  ^I^^  ^jjg,^ 

ofGiwithHB=»V 

The  angle  of  i^  at  M  is  given  by  the  formula. 


2a 
of  the  last  article  by  making  ft  =  b. 

.      .        2a 

.%     sm.  to  =-^  , 


Hence  for  any  angle  in  we  have 


_J?=J9(N  — n). 


Equation  (2)  gives  the  distance  from  the  middle  to  any  point. 
.'.  6i  =  B  —  6  or 

b* 

Jn  =  B  —  ^  sin,  in  ... 

for  the  distances  mf,  mb,  &c. 
The  expression  for  /  as  before  is 

B* 

/  ==  a r-  sin.*  t  n . 

4a 

The  length  of  the  diagonal  fg  is 

'■=a£T. =(("■-'->' +»■■)*      • 

in  which  tang,  tf a  =  — =t — . 


(2) 
(8) 

(5) 

(6) 

(7) 
(8) 
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The  length  of  any  part  of  the  arched  chord  is 

Cb  =(Xn  —  Xt^i)  sec.  t'n, 

in  which  i\  =  ^^\ 

Str€8$  of  the  Parti. 

The  various  parts  of  a  truss  built  for  any  purpose,  should  be  so 
proportioned  as  to  withstand  the  greatest  strain  ever  liable  to  come 
upon  them.  It  is  for  this  maximum  stress  that  I  have  designed  these 
formulae  for  the  truss. 

If  no  other  except  a  uniform  loading  throughout  should  ever  come 
upon  the  arch  truss,  no  diagonals  would  be  necessary,  nor  would  any 
compression  ever  occur  upon  the  normals.  This  is  the  case  theoretical- 
ly, with  the  roof,  but  practically  it  is  not.  Snow  and  ice  are  liable  to 
gather  upon  one  side.  This  case  would  be  represented  more  approxi- 
mately by  a  load  over  part  of  it.  And  applied  to  railroad  bridging 
the  strength  of  each  part  is  severely  tested.  Here  the  load  may  be 
regarded  as  uniform;  and  a  long  train  moving  over  extends  from  the 
end  upon  which  it  enters,  at  different  instances,  to  various  parts  along 
the  roadway  until  we  have  the  case  of  a  uniform  load  throughout. 

The  stress  of  the  diagonals  being  zero  before  the  load  enters,  and 
zero  after  it  entirely  overreaches  the  bridge,  and  not  being  zero  for  a 
partial  load,  it  is  plain  that  each  diagonal  has  a  maximum  as  this  load 
passes  along. 

I  shall  attempt  to  prove  that  the  diagonal  has  its  maximum  as  the 
end  of  the  load  reaches  the  middle  of  the  bay  to  which  the  diagonal 
considered  belongs :  and  that  the  chords  have  their  maximum  when 
the  load  extends  entirely  over. 

Throughout  this  article  in  speaking  of  a  loading,  the  uniform  load 
as  far  as  it  extends  is  always  referred  to. 

Now  let  the  maximum  stress  of  the  upper  or  lower  chord,  at  any 
points,  as  G  or  «,  be  required.  Pass  a  plain  through  Q,  perpendicular 
to  the  straight  chord.  The  two  parts  of  the  truss  gbn  and  GVM  being 
perfectly  ridged  may  be  regarded  as  single  pieces.  Then,  according 
to  principles  demonstrated  in  *^  mechanics,"  there  will  exist  in  the 
upper  chord  a  horizontal  force  equal  and  opposite  to  that  in  the  lower 
chord,  (since  all  the  external  forces  are  vertical)  which  will  be  the  sum 
of  the  moments  of  the  external  forces  taken  upon  either  side  of  this 
section. 

If  the  load  extend,  as  represented  in  the  Figure,  a  distance  x  be- 
yond this  section  the  sum  of  moments  will  be. 

(B«r-|-  V)  N«  —  WZ  1=  H  G«. 


Also  by  moments 


Y  .  2b  =  W  (M«  +  X) ~, 
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iQ  which  w  =  the  weight  per  unit  of  the  load, 
iv  —  the  weight  per  unit  of  the  truss, 
and  y  =  that  portion  of  the  vertical  force  at  N  resulting  from 
the  partial  load ;  which  substituted  gives 

(W  '  \  1       W^r* 

Placing  the  first  differential  co-efficient  equal  zero  the  first  condition 
for  a  maximum  gives  z=  2b  —  us. 

The  second  differential  co-efficient  =  —  M«,  which  satisfies  the  second 
condition ;  that  is,  for  a  maximum  of  either  chord  the  load  most  extend 
entirely  over  the  truss.  Hence 

For  the  maximum  strain  of  tfie  upper  chord  we  mil  have  the  ezpres- 
stonw-g    or, 

x=(w+w)^  ....  (11) 

This  is  also  equal  the  maximum  of  the  straight  chord  at  the  middle, 
but  the  ties  diminish  it  toward  the  ends  as  given  in  the  last  article. 
Hence  since  b\=B  —  6'  we  will  have  for 

Maximum  strain  of  the  straight  chord 

TennU  strain  of  the  normals. 

It  is  plain  that  the  weight  of  the  truss  affects  only  the  chords  and 
normals,  since  from  a  uniform  load  there  results  no  strain  upon  the 
diagonals. 

The  total  tensile  strain  upon  the  normals  from  the  middle  to  one  end 

was  found  to  be  P=-^  to* 

Hence  the  strain  upon  each  for  this  case  will  be 

!  =  (w+/«;)^t,=;,.  •  •  .         (13) 

in  which  /  is  a  fraction  expressing  what  part  of  the  weidbt  of  the 
structure  is  contained  in  the  roadway  and  straight  chords.  The  value 
of/?  will  be  at  its  maximum  when  the  load  is  entirely  throughout,  for 
the  stress  of  the  diagonals,  being  tension,  tends  toward  diminishing 
t'lat  of  the  normals. 

Stress  of  the  diagonals. 

The  stress  of  the  diagonals  each  have  their  maximum  as  the  load  in 
passing  over,  arrives  at  the  middle  of  the  bay  considered.  This  strain 
being  a  function  of  the  horizontal  and  vertical  forces  will  have  its  maxi- 
mum when  the  sum  of  the  components  of  these  forces  in  the  diagonal 
have  their  maximum. 
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Let  tj  and  t^  represent  these  two  components  resulting  from  H  and 
V  respectively,  A|,  h^  the  components  in  the  chord. 

Then,  (referring  to  the  figure,)  the  mazimam  of  gf  is  for  the  load 
M  m,  upon  the  hypothesis  assumed.  If  it  be  otherwise,  let  the  load 
extend  beyond  m,  a  distance  x.  The  expression  for  H  is  given  in  (10) 
by  making  M«  =  Mm=(',  and  neglecting  w.  This  has  its  maximum 
for  a  load  throughout,  as  has  been  shown.  But  the  vertical  force  at 
the  point  considered  is  equal  the  vertical  force  at  N,  diminished  by 
the  opposite  vertical  force  resulting  from  the  load  between  m  and  M, 
or  the  transverse  shearing  at  m. 

Hence  we  will  have 

v=  ^  (*'+  ^)*-'*=  ii+^(*~  2  (2b- J)).  (14) 

which  has  its  maximum  for  2;=  0,  v  being  at  its  maximum  for  a  load 
only  to  the  point  considered,  the  sum  of  th^x^omponents  from  v  and  H 
may  have  their  maximum  at  this  point. 

Resolving  the  forces  in  the  diagonal  OF,  and  the  part  of  the  chord 
Ql  which  together  resist  u  and  V  we  get, 

A,  COS.  i'n 1^  COS.  tfn  =  Hn,  A^  siu.  f 'n  =  ^  sitf.  0    , 

and — Aj  sin.  t'n  + 1,  sin,  tf^  =  Vn ,  A,  cos.  <'»  =  e,  cos.  d^ , 
from  which 

.  _  H  tang,  i'  ii/— I nf%\ 

^      sin.  0  —  COS.  0  tang,  i'*         ^  ~"  sin.  6  —  cos.  d  tang,  t'*         ^    ^ 
For  a  maximum  of  f  =^^  -t-  t^  we  may  omit  the  common  denomina- 
tor, and  the  expression  that  will  give  the  maximum,  will  be 
▼  +  H  tang,  i ;  or,  substituting  H  and  V  as  given  above  we  will  have 

{i¥]?(^'*-^')  (J  +  «)«-  ^}  tang.i+^(6'+a:)«-w«=max. 

This  may  be  transformed  to 

^{  (2B-60  tang,  i  +  y  }-^  (J' tang,  i-^)  («-2(2B-y))  (16) 

This  will  have  its  maximum  when  x  =  0.  For  a;  being  the  only  vari<> 
able  in  the  case,  the  first  term  is  constant,  and  in  the  second  term  i' 
tang.  t<y,  and  a:  <  2b — J' which  makes  the  second  term  negative  for 
any  applicable  positive  values  of  z.  I  think  no  formula  is  necessary  to 
show  that  t  is  no  greater  for  a  shorter  load  than  i',  since  both  H  and  y 
increase  to  the  section  considered ; 

That  t«,  for  a  maximum  stress  of  the  dittgonal^  the  loading  must  ex* 
tend  to  the  middle  of  the  bay  considered^  and  no  farther. 

The  expression  (16)  does  not  hold  for  a;  negative,  which  corresponds 
to  a  shorter  load  than  i^  For  this  case  the  moments  must  be  taken  upoa 
the  other  side  of  the  section.  The  conditions  for  a  maximum  from  the 
dififerential  calculus  fail  here. 

The  condition  -^  =  0  =  tangent,  is  satisfied  only  where  an  infini- 
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tessimal  element  of  the  arc  constrtioted  from  y =f  (:b)  is  horizontal.  In 
the  case  above  considered  where  i^=f{x)  the  ordinate  t  continnes  to 
increase  from  n  to  the  section  considered,  and  beyond.  Consequently 
the  tangent  does  not  equal  zero  at  this  point.  But  there  are  points  where 

it  equals  eero  which  would  be  indicated  by  the  condition  — =0. 

If  the  curve  of  the  arched  chord  have  any  form  whatever,  concave 
toward  the  straight  one ;  or  if  both  are  straight  and  parallel  or  not,  the 
expression  (16)  holds  equally  true.  For  the  extraordinary  case  in 
which  the  curve  is  convex  toward  the  straight  chord,  V  tangent  i  >y, 
and  the  load  must  extend  beyond  the  bay  considered. 

If  the  diagonal  resist  compression,  the  expression  h'  tangent  %  <y^ 
is  still  true :  or,  the  conditions  for  a  maximum  of  t  remain  unchanged. 

Therefore,  the  maximum  ptress  of  the  diagonals  for  every  practical 
ease  above  mentioned,  will  be 

^    I  f  nrf  ^  Vn+H„  tang.  I^„  ^  ^ 

^      *  sin.  9u  —  cos.  «ntang.  t'n     *  '  ^ 

The  weight  of  the  truss  having  no  effect  upon  the  diagonals,  the  ex- 
pression for  H  and  V,  to  be  used  in  this  formula  are  those  resulting  from 
(10)  and  (14)  by  neglecting  w  and  making  a;  =  0.     Or 

Vn=      .        and  Hn=  -Y.  .  .  (18) 

Compression  of  t/u  Normals. 

The  maximum  compression  of  a  normal  occurs  when  the  load  arrives 
to  the  centre  of  the  bay  considered.  Thus  for  the  normal  gk,  the  load 
extends  to  m :  for  foje  may  be  regarded  as  a  pannel,  and  the  case  comes 
under  one  already  discussed  above.  Hence  calling  c  the  required  com- 

Eressiou  and  noticing  that  qe  and  gf  resist  H  and  v,  the  resolved  forces 
ecome 

<?nC08.  i'« —  h  sin.  f*^^i=V„ 

Cn  sin.  %'n  +  h  cos.  t',+i=  Hn 

from  which 

C.=        V,  +  H.  Ung.,W       ^  ^  ^ 

COS.  tn  +  Sin.  »n  tang,  v^+x 

In  all  these  formulae  the  algebraic  sign  of  the  trigonometrical  func- 
tion  of  i  must  be  observed. 

These  principles,  for  all  kinds  of  truss  bridges  have  been  fully  de- 
^oped,  and  will  probably  soon  appear  before  the  public  in  a  thorough 
and  excellent  work  upon  '^ Engineering*'  about  to  be  issued  bj  De 
Volson  Wood, — Professor  of  Civil  Engineering,  University  of  Michi- 
gan. — Reference  need  only  be  had  to  his  numerous  articles  published 
in  our  journals  to  insure  all  of  the  original,  and  genuine  character  of 
the  work. 

By  means  of  a  model  constructed  expressly  for  the  purpose,  he  has 
been  able  to  prove  the  results  of  his  investigation  of  the  truss  by 
actual  experiment,  and  to  bring  into  the  clearestw  light  many  errors 
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existing  in  works  now  oonstantlj  referred  to  by  the  ^^praetieal  eitr 
ginter.''     * 

Oofnpari8(m  of  the  neWy  and  the  ordinary  parabolic  systems  in 
numerical  results. 

In  order  to  show  more  clearly  what  I  have  obtained  by  these  inves- 
tigations upon  the  truss,  I  have  computed  by  the  preceding  formulae 
the  value  of  the  stresses  of  some  of  the  principle  parts  for  the  two 
systems,  which  are  tabulated  below. 

The  quantities  computed  for  the  arch  truss  with  parabolic  arc,  are  the 
maximum  values  according  to  the  same  principles  by  which  the  new 
system  has  been  treated. 

The  stresses  of  the  diagonals  acting  as  either  ties  or  braces  have  been 
calculated  for  both  systems.  The  example  I  have  taken  is  for  2b  = 
1 60,  =  span ;  a = 20 = depth  of  truss ;  2n  =  1 2  =  whole  number  of  bays ; 
w=0;  w  =  l;  the  same  for  both  systems. 

From  this  data  I  get  for  the  compression  of  the  arched 

chord  throughout  for  this  system,  .  .  160 

The  same  at  the  middle  of  lower  chord. 

At  the  end  bay  of  lower  chord,      •  .  .      141-965 

For  parabolic  system^  arched  chord  at  the  crown,  .  160 

At  last  bay,  .  ...      178-886 

Lower  chord  throughout,  •  .  •  160 

Thk  Diagonals,  as  Tixb  ob  Bracbs. 
Nxw  Btstxm.  Fababolio  Systbm. 


Bay. 

as  Ues. 

a«  braces. 

2 

16,480 

20,220 

8 

20,222 

21,919 

4 

21.111 

28,786 

6 

28,247 

24,926 

6 

24,616 

26,188 

7 

26.098  . 

24,682 

8 

24,660 

22,986 

9 

28,246 

20,617 

10 

20,898 

19,227 

11 

17,686 

14,286 

as  ties. 
19,624 
20,906 
22,686 
28,864 
28,811 
28,710 
22,822 
20,140 
17,402 
14,700 


as  braces. 
16  600 
18,078 
20,488 
22,602 
28,766 
24,186 
28,678 
22,802 
20,126 
17,896 


It  appears  from  these  that  the  greatest  stresses  upon  the  diagonals 
are  for  those  of  the  new  system.  The  difference  of  the  sums  total  of 
the  two  systems  as  ties  is  8*188,  and  as  braces  8*668.  But  this  dis- 
tributed among  the  ten  diagonals  are  the  hypothesis  that  an  equal 
amount  belongs  to  each,  gives  about  0*8.  Or,  the  mean  of  the  stresses 
being  about  20,  the  increase  of  stress  is  about  jj^,  some  more  and 
some  less.  But  at  the  same  time  there  is  a  diminution  in  the  total 
lengths  of  all  the  diagonals  of  about  ^ (9. 

But  there  is  also  an  increase  of  stress  in  the  normals,  over  the  ver- 
tical ties  of  the  parabolic  form,  of  about  ^^ :  but  at  the  same  time 
there  is  a  sain  in  the  length  of  about  ^^  in  favor  of  the  new  system. 

Although  the  arguments  founded  upon  the  diagonals  and  normals 
against  the  new  system  slightly  outweigh  those  in  favor  of  it,  still  the 
great  decrease  of  stress  in  the  arched  and  straight  chords  must  greatly 
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overbalance  them  all.  The  diminQtion  of  stress  for  the  arched  chords 
near  the  abutments  as  may  be  seen  above  is  18'886,  and  in  the  straight 
chords  18*035,  or  a  saving  of  about  ^  of  the  stress,  or  of  area  of  section 
near  the  ends  of  the  truss.  These  quantities  vary  with  a  or  B. 

If  we  consider  the  weight  of  the  truss  and  make  w  nearly  eqaal 
w,  the  amount  of  stress  for  the  diagonals  remains  unchanged,  while  the 
saving  of  stress  to  the  chords  is  nearly  doubled. 

In  the  "Howe's  Truss"  the  stress  of  the  chords  diminish  toward 
the  ends.  At  the  same  time  that  of  the  diagonals  is  greatly  augmented 
while  the  length  remains  the  same.  Probably  this  alone  is  sufficient  to 
condemn  the  system  for  iron  bridging.  I  have  observed  that  iron 
bridges,  under  the  arch  truss  system  with  parabolic  arc,  are  quite  com- 
mon. But  as  iron  gains  the  ascendency  over  wood  as  a  building  ma- 
terial for  bridges, — whj/  is  not  this  system  with  normal  ties  destined 
to  become  adopted  as  one  of  the  most  common  forms? 

In  the  preceding  part  of  my  last  article  I  stated,  where  integrating 
for  expressions  for  co-ordinates  to  the  curve,  that  I  had  not  attempted 
the  complete  integration  of  the  expression  as  a  function  of  x  and  y 
only.  I  have  since  received  a  communication  containing  an  algebraic 
solution  of  my  final  equations  of  y=/(t)  and  x=f{i)  from  Mr.  E.  P. 
Austin,  Astronomer,  formerly  Assistant  Astronomer  to  U.S.  Lake  Sur- 
vey; he  proceeded  by  transferring  the  origin  of  co-ordinat«s  to  the  centre 
of  the  curve,  transforming  the  trigonometrical  functions  into  those  of 
the  cosine,  placing  the  expressions  =0,  and  eliminating  by  dividing 
one  by  the  other  repeatedly,  until  f  disappeared.  He  gave  the  following 
for  the  form  of  the  function, 

a{:x^  +  yy+{b+a^)    {x^+y^Y  +  id+ey'+fy*)  (a;«  +  y»)+^  + 
Ayi  +  t=0, 
in  which  the  quantities  a,&,c,  &;c.,  are  functions  of  a  and/o^ 

This,  he  adds,  is  an  equation  of  a  curve  which  has  a  centre,  because 
all  the  powers  of  the  variables  are  of  an  even  degree. 

Sbkata  to  last  Akticlx. 

For  third  equation  afker(17)  on  p.  155,  read  1^=-^-- (  (1  +  "^j 

Equation  (18)  on  p.  156,  for  sin. read,  sin.— i  — . 


Result  of  Experiments  o-n  the  Breaking  Weight  of  Rolled  Iran. 

From  the  London  BoUder.  No.  1110. 

[From  the  paper  by  Mr.  ?.  A.  Paget,  C.  E.] 
When  we  remember  that  the  very  best  wrought  iron  of  commerce 
is,  to  use  the  words  of  the  well-known  metallurgist,  Saint-Claire  De* 
ville,  but  a  metallic  sponge,  like  platinum,  the  pores  of  which  have 
been  simply  closed  up  by  pressure  or  percussion ;  that,  in  one  word, 
ordinary  wrought  iron  has  never  as  wrought  iron,  been  fused,  it  will 
be  seen  that  the  uncertainties  qualifying  the  material  itself  are  still 
greater.    Mr.  Mallet  thus  found  that,  while  the  original  hammered 
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slab  of  a  very  large  forged  mass  had  a  breaking  strength  of  24  tons 
to  the  square  inch,  it  fell  progressively  to  17  and  16  tons  at  the  dif- 
ferent places  of  the  mass,  down  to  even  as  low  as  6^  tons  in  some 
parts.  Unless  this  iron  had  been  burnt,  its  tenacity  could  doubtlessly 
have  been  restored ;  and,  if  drawn  into  wire,  its  breaking  weight  might 
have  been  increased  to  perhaps  90  tons  to  the  square  inch, — at  least 
before  annealing.  An  average  of  188  experiments,  made  by  Mr.  Kirk- 
aldv  on  rolled  bars,  gave  a  maximum  breaking  strength  of  80f  tons, 
and  a  minimum  of  nearly  20  tons  to  the  square  inch.  These  influence 
of  the  manufacture  merely  on  the  quality  of  wrought  iron  are  almost 
independent  of  the  chemical  constitution  of  any  individual  bar.  For 
instance,  until  it  be  proved  to  the  contrary,  there  are  many  reasons 
for  the  general  belief  that  the  cold  shortness  of  wrought  iron  is  due 
to  the  presence  of  silicon  and  carbon,  and  its  hot  shortness  to  that  of 
sulphur.  A  fractional  percentage  of  copper  also  makes  wrought  iron 
hot-short.  In  truth,  there  are  probably  no  two  bars  or  parts  of  a  bar, 
of  an  exactly  similar  chemical  composition,  or  in  an  exactly  similar 
state  of  molecular  aggregation,  and,  therefore,  of  an  exactly  similar 
breaking  strength  or  elastic  limit.  Even  these  are  only  a  few  of  the 
elements  of  uncertainty  in  structural  materials.  But,  when  we  further 
take  into  account  the  varied  strains  of  extension,  compression,  distor- 
tion, twisting,  and  bending,  to  which  mechanical  structures  are  more 
or  less  subject;  that  the  work  done  by  a  gradually  applied  load  is 
doubled  if  this  load  be  applied  suddenly ;  that  the  impulsive  strain  of 
a  moving  load  is  generally  more  or  less  intensified  by  vibration ;  and 
that  the  varied  shapes  and  arrangements  intended  to  receive  these 
strains  must  be  often  as  much  fixed  by  financial  as  scientific  conside- 
rations, then  the  reason  that  the  best  engineering  practice  makes  the 
ultimate  strength  of  a  wrought  iron  structure  from  four  to  six  times 
the  working  load  must  be  even  popularly  evident. 

But  these  factors  of  safety  are  not  sufficient.  The  structure  must 
be  tested  as  searchingly,  and  as  far  as  is  consistent  with  safety, — as 
far  9S  is  possible  without  injuring  the  material  and  its  relation  to  the 
structure.  In  our  case  this  limit  is,  in  the  main,  given  by  the  limit  of 
elasticity  of  wrought  iron  under  extension,  as  this  limit  is  less  for 
wrought  iron  than  that  of  compression.  It  is  also  self-evident,  that  the 
mode  of  testing  adopted  ought  to  approximate  as  nearly  as  practica- 
ble with  the  kind  of  stress  the  object  is  intended  to  undergo  in  prac- 
tice. 

After  loading  a  railway  bridge  with  the  greatest  passive,  or  per- 
haps impulsive  load  that  would  ever  come  upon  it  in  practise,  the  de- 
flection and  the  permanent  set,  if  any,  are  both  carefully  noted.  As  a 
boiler  is  subjected  in  practice  to  a  complex  train  of  mechanical  and 
chemical  forces  that  are  always  striving  to  break  their  bonds,  its  ulti- 
mate strength  is  made  from  six  to  eight  times  the  working  stress,  and 
it  ought  to  be  periodically  tested  to  half  its  working  pressure.  Its  ex- 
tension under  this  pressure  is  sometimes — and  should  always  be — ^mea- 
sured by  the  volume  of  water  that  is  pumped  in  by  pressure  after  the 
boiler  has  been  filled ;  while  the  permanent  set  is  determined  by  th« 
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difference  between  the  volume  pressed  out  by  the  contraction  of  tbc 
boiler  when  the  pressure  is  withdrawn,  and  the  volume  of  the  wat^ 
that  remains  in  the  boiler  after  the  test — allowance  being  of  course 
made  for  any  slight  leakages  and  sweating  at  the  joints.  In  first  claae 
locomotive  works,  the  deflexion  and  permanent  set  of  the  steel  springp 
are  always  tested  in  an  apparatus  for  the  purpose.  It  may  here  be  re^ 
marked  that,  although  the  designs  of  all  the  successful  wrought  iron 
structures  ever  built  have  been  based  on  the  assumption  of  a  limit  of 
elasticity,  nevertheless  the  relation  of  the  permanent  set  of  wrought 
iron  to  its  ultimate  resistance  under  a  given  load,  is  still  a  subject  of 
some  discussion.  We  have,  on  the  one  hand,  the  testimony  of  Profes- 
sor Eaton  Hodgkinson,  who  says,  that  ^^  the  maxim  of  loading  bodies 
within  the  elastic  limit  has  no  foundation  in  nature ;"  and,  on  the  other 
hand,  some  appear  to  believe  that  iron  is  even  improved  by  breaking 
it  under  at  least  a  tensile  stress.    Mr.  Hodgkinson  found  that  a  rod, 
10  feet  long,  and  of  1  square  inch  section,  took  a  permanent  set  of 
0*0005  of  an  inch  under  a  static  load  of  1|  tons.    Mr.  Edwin  Clark 
obtained  very  similar  results.    Such  a  microscopic  set,  however,  could 
be  referred  to  the  elongation  caused  by  the  heat  generated  by  the  in- 
ternal friction  of  the  particles,  or  to  the  probable  fact  that  these  ban 
were  also  new ;  and  it  is  conceivable  that  they  might  have  taken  a 
slight  permanent  set,  just  as  new  ropes  take  a  permanent  set,  without 
injury,  when  the  strain  is  first  applied.    There  are,  indeed,  very  feir 
forms  of  wrought  iron  in  which  its  internal  particles  are  not,  ab  tniUo^ 
subject  to  some  mutual  strain.    At  any  rate,  these  elongations  wa« 
very  slight,  and  increased  uniformly  up  to  tensions  varying  from  about 
10  to  15  or  16  tons  on  the  square  inch.    Beyond  these  strains  the 
bars  elongated  in  an  irregular  manner,  until  they  at  last  broke.     At 
the  same  time,  as  Dr.  Rankine  remarks,  the  demonstration  by  Mr.  S. 
Hodgkinson,  that  a  set  is  produced  by  a  strain  much  less  than  what 
would  injure  the  specimen,  renders  the  determination  of  the  proof- 
strength  a  matter  of  some  obscurity ;  but  Dr.  Rankine  points  out  thai 
the  best  test  now  known  is  the  not  producing  an  increasing  set  by  the 
repeated  application  of  a  load.     Some  years  ago,  Mr.  Loyd  of  tv  od- 
wich,  made  certain  experiments  which  have  been  cited  as  proving 
that  a  breaking  strain  does  not  injure  iron,  even  when  this  strain  is 
four  times  repeated ;  or  rather,  that  after  breaking  a  bar  into,  saj, 
two  pieoes,  the  two  pieces  are  thereby  made  stronger.  In,  for  instance, 
experiment  2,  the  If  bar  marked  C  was  found  to  break  with  33f  tons, 
with  a  stretch  of  9^  inches  in  54  inches ;  a  piece  of  this  bar  then  broke 
at  35^  tons,  with  a  stretch  of  only  a  quarter  of  an  inch  in  36  inchea; 
another  piece  of  the  bar,  24  inches  long,  was  broken  at  37  tons,  widi 
a  stretch  of  one  inch  ;  and'  at  the  fourth  and  last  breakage  was  found 

to  give  way  at  38f  tons,  but  without  any  stretch  at  all 

There  is  probably  no  metal  the  strength  of  which  is  influenced  in 
such  a  remarkable  way  by  temperature  as  iron.  As  M.  Baudrimont 
showed  in  1850,  the  tenacity  of  iron  is  less  at  100^  C.  than  at  0^  C, 
but  at  200^  it  is  greater  than  at  0^,  and  these  results  have  been  exactly 
confirmed  by  Dr.  Fairbairn  in  some  experiments  on  boiler  plates,  com- 


Digitized  by 


Google 


JExperiments  an  the  Breaking  Weight  of  Boiled  Iron*        871 

manicated  in  a  paper  to  the  British  Assooiation.     At  yet  higher  tern* 
peratures  this  tenacity  is  of  course  diminished;  and  Segain  has  shown 
that  iron,  the  tensile  strength  of  which  could  be  represented  by  100° 
at  10^  C,  had  this  tenacity  lowered  to  90*5  at  870°  C,  and  to  68-7 
at  600**  C.     In  the  royal  dock-yards  of  Woolwich  and  Portsmouth  the 
atmospheric  temperature  during  the  testing  of  each  anchor  or  chain  is 
carefully  noted,  although  the  proving  houses  themselves  are  kept  at  a 
mean  temperature  of  56°  Fahr.,  by  means  of  stoves,  which  also  thus 
save  the  water  pipes  from  freezing.  This  temperature  of  course  falls  a 
little  during  the  winter  and  rises  in  summer,  as  the  heat  in  the  shade 
gei^erally  varies  in  England  from  about  76°  to  perhaps  84?  Fahr.  The 
action  of  frost  on  iron  has  not  been  completely  investigated  ;  and  Dr. 
Percy  recommends  that  some  accurate  experiments  on  the  question  be 
undertaken  by  the  Institution  of  Civil  Engineers.  The  daily  observa- 
tion  of  practical  men  has,  however,  as  in  so  many  other  cases,  preceded 
the  deeper  investigations  of  science.     All  workmen  know  that  their 
tools,  such  as  picks  and  chipping  hammers,  which  have  to  undergo 
percussion  in  frosty  weather,  are  then  more  liable  to  get  broken.  All 
chains  are  well-known  to  be  more  subject  to  snap  under  the  same  cir- 
cumstances.  There  is  always  a  notorious  increase  of  accidents  through 
breakages,  both  in  the  permanent  way  and  rolling  stock  of  railways 
during  frosty  weather.     It  is  stated  that  during  the  severe  winter  of 
1860-61,  498  rails  were  broken  on  the  Ghemin  de  Fer  de  TEst,  from 
the  11th  December  to  the  81st  January  inclusive.     No  less  than  258 
urere  broken  from  the  21st  to  the  25th  of  January,  during  which  period 
the  thermometer  descended  to — 7*8°,  and  even  to  — 16^  Centigrade. 
General  Morin  relates  that  during  the  northern  campaigns  of  the  first 
empire,  artillery  veterans  used  to  believe  that  wrought  iron  was  subject 
to  freezing,  and  after  long  winter  bivouacs  they  never  began  their 
day's  march  without  striking  the  gun-carriage  axles  in  the  direction 
of  their  length  and  the  vibration  thus  produced  was  said  to  ^^  thaw  " 
the  iron.  An  intense  cold  is  also  said  to  have  enabled  the  French  gar- 
rison of  Hamburg  to  disable  the  cast  iron  siege  guns  by  knocking  off  the 
trunnions  before  evacuating  the  place.  Mr.  Lenox  stated,  in  evidence 
before  the  1860  Committee,  his  belief  that  a  cable  would  stand  a  test 
in  warm  weather  that  it  might  not  in  cold.     The  crews  of  the  fishing 
vessels  on  the  coast  of  Nova  Scotia  find  that  the  cold  renders  their  cables 
80  brittle  that  a  length  of  hempen  cable  is  used  for  the  portion  out  of  the 
water  while  the  anchor  end  is  k^pt  from  the  vicissitudes  of  the  atmosphere 
by  the  usual  average  temperature  of  the  sea.  A  few  experiments  made 
by  Mr.  Kirkaldy  showed  that  the  breaking  strength  of  (^  bar  is  slightly 
reduced  by  freezing  when  a  gradual  breaking  load  was  applied,  but 
that  this  difference  between  a  frozen  and  ati  unfrozen  bolt  is  much  more 
increasedby  a  suddenly  applied  load,  being  3  per  cent,  less  when  frozen. 
The  usual  way  adopted  by  French  engineers  to  test  rails  is,  as  we  have 
seen,  to  prove  a  percentage  of  the  lot  by  means  of  a  falling  weight. 
Some  tests  were  carried  out  a  few  years  ago  by  M.  Couche,  on  a  number 
of  rails,  of  very  good  quality  from  the  Anzin  works.     The  monkey 
weighed  800  kilogrammes,  and  the  distance  between  the  supports  was 
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Im.  10,  When  the  thermometer  varied  from — 4®  C.  down  to — 6®  C^ 
the  weight  had  onlyto^be  raised,  in  an  average  of  twelve  experiments, 
to  a  height  of  5  feet  6  inches,  in  order  to  break  the  rail ;  but  when  the 
thermometer  rose  from+3°  to+8°  C,  then  the  weight  had  to  be  lifted 
for  a  fall  of  7  feet  9  inches.  Similar  experiments  conducted  in  1860, 
showed  that  a  difference  of  temperature  from  —  4®  to  +  6**  Centigrade, 
was  sufficient  to  greatly  influence  the  height  of  fall  necessary  to  break 
the  rail.  It  is  not  unnatural  to  suppose  that  the  particles  of  iron,  af- 
ter being  worked  at  a  heat  and  allowed  to  cool  and  set  at  a  mediam 
temperature,  should,  when  that  temperature  is  lowered,  get  into  a  state 
of  mutual  strain ;  or  that  any  initial  mutual  strain  should  be  thus  in- 
tensified. The  toys  made  of  suddenly  cooled  glass,  known  as  Prince 
Rupert's  drops,  are  exaggerated  instances  of  a  similar  action.  The 
outside  portions  of  a  bar,  of  whatever  size,  would  evidently  cool,  and 
consequently  contract,  first  of  all.  The  inside  portions  would  also  at 
last  cool;  but,  having  kept  the  outside  portions  distended,  when  the 
inside  does  cool,  it  then  becomes  a  question  to  be  determined  by  vari- 
ous circumstances,  whether  it  would  pull  the  outside  shell  into  a  state 
of  compression,  or  whether  the  outside  shell  will  draw  the  inside  into 
fissures  by  tension.  A  somewhat  similar  explanation  is  given  by  Mr. 
Mallet  of  the  rents  caused  in  the  interior  of  very  massive  forgings; 
and  this  state  is  probably  always  induced  by  the  conditions  of  cooling 
in  a  small  bar,  but  with,  of  course,  a  smaller  range  both  as  to  size  and 
temperature.  In  any  case,  it  is  apparent  that  a  ductile,  elastic  mate- 
rial ought  to  be  less  affected  by  these  doubtlessly  complicated  condi- 
tions of  tensile  and  compressive  strains.  It  is,  therefore,  probable  that 
a  hard,  harsh,  iron  would  be  more  affected  by  frost,  than  a  soft  dn^ 
tile  iron;  and  also,  that  the  breaking  strength  of  both  qualities  would 
be  less  affected  by  cold  than  their  extensibility. 


On  JElastie  Railway  Wheels.  By  Vauohan  Pbndbbd,  Esq.  C.E. 

From  th«  Lond.  Meohanlct*  lUguine,  Vaj,  1864. 
[Read  before  the  Society  of  Engineer?,  May  ^,  1864.] 

The  author  commenced  by  stating  that  the  subject  of  the  paper  be 
was  about  to  read,  ''Elastic  Railway  Wheels,"  or,  more  strictly,  cer- 
tain expedients  for  imparting  elasticity  to  these  important  members 
of  the  railway  system,  was  one  possessing  much  interest ;  indeed,  he 
thought  he  was  justified  in  saying  that  t^e  adoption  of  certain  mechani- 
cal expedients  for  seating  tyres  elastically  on  the  wheels  to  which  they 
belonged,  afforded  fair  promise  of  enabling  important  changes  to  be 
introduced  into  the  present  system  of  constructing  permanent  way; 
while  experience  had  showft  already  that  bv  their  aid,  the  duration  of 
engine  tyres  might  be  nearly,  if  not  quite  doubled,  especially  on  lines 
of  rapid  curvature,  and  that  slipping  or  want  of  adhesion  might  be  re- 
duced to  a  minimum. 

The  paramount  object  had  in  view  in  the  formation  of  a  railway, 
was  the  reduction  to  a  minimum  of  those  forces  which  retard  the  mo- 
tion of  wheel  carriages.  Setting  aside  for  the  moment  every  other  canr 
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sideration,  he  might,  therefore,  define  a  perfect  railway  as  consisting 
of  two  unyielding  bars — parallel — absolutely  hard  on  their  upper  sur- 
face at  least,  and  so  secured  to  the  sub-structure  on  which  they  were 
ultimately  supported,  as  to  be  incapable  of  moving  or  deflecting  under 
the  action  of  any  practical  load  which  they  might  be  called  on  to  sus- 
tain. Such  a  railway,  the  author  stated,  would  not  only  reduce  the 
amount  of  tractive  force  required  for  the  propulsion  of  trains  or  car- 
riages to  the  lowest  limit,  but  would  also  possess  elements  of  perma- 
nence, which  are  wanting  in  any  track  constructed  with  timber  sleepers, 
cast  iron  chairs,  &c.,  under  existing  arrangements ;  while,  on  the  other 
hand,  it  would  be  open  to  certain  objections,  which  have  hitherto  pre- 
cluded its  adoption. 

After  describing  a  theoretical  railway  track  formed  of  girders  laid 
down  on  stone  blocks,  the  author  went  on  to  say  that,  were  it  but  pos- 
sible to  introduce  th^  use  of  stone  sleepers,  and  to  permit  the  ballast 
to  settle  its  own  differences  with  the  sleepers  after  its  own  fashion,  the 
expense  of  maintenance  would  be  greatly  reduced.  Good  ballast  always 
had  a  tendency  to  consolidate  and  become  hard,  but,  under  existing 
circumstances,  this  quality  which  ought  to  be  of  all  things  the  most 
desirable,  is,  on  the  contrary  regarded  as  a  great  evil,  and  no  sooner 
does  the  ballast  become  hard,  and  the  timber  manifest  a  tendency^ 
really  to  sleep,  than  the  navvy  stirs  them  both  up  with  his  pick:  This 
we  are  told,  is  done  to  secure  elasticity ;  but  the  ballast  was  not  properly 
treated  if  compelled  to  become  the  elastic  member  of  the  system — to  take 
a  part  for  which  it  had  no  vocation,  and  could  not  properly  assume.  If 
it  were  not  necessary  that  elasticity  should  be  provided  somewhere,  a 
very  excellent  track  indeed,  might  be  made  with  stone  blocks  and  rails 
bolted  down  directly  to  them,  without  chairs,  and  such  a  track  would 
be  infinitely  more  durable  than  any  other  involving  the  necessity  for 
the  use  of  wood  in  its  construction,  always  provided  that  it  were  ex- 
empt from  these  destructive  influences,  to  obviate  the  effects  of  which 
the  elastic  element  is  introduced ;  in  other  words,  the  author  believed 
that  the  elastic  element  in  our  permanent  way,  as  it  is  called,  is  the 
principal  cause  of  its  want  of  permanence,  because  wood  rots  and  wears 
out,  because  nothing  has  been  found  as  yet  which  is  better  than  wood, 
under  the  given  conditions,  and  because  the  mechanical  arrangements 
are  all  so  imperfect,  and  the  bearing  surfaces  so  small,  that  if  that 
motion  takes  place  among  the  parts  which  constitute  an  ordinary  rail- 
way track  which  the  element  of  elasticity  is  presupposed  to  permit,  they 
quickly  become  loose,  and  the  true  rigidity  on  which  the  integrity  of 
the  entire  structure  depended,  can  only  be  approximately  maintained 
by  an  excessive  outlay  of  money  and  labor. 

The  author  then  explained  at  some  leng*th  the  nature  of  the  actioa. 
which  a  rapidly  revolving  wheel  exerted  on  the  rail  beneath  it,  show- 
ing that  elasticity  prevented  percussive  action,  and  that  the  elastic 
element  may  be  applied  with  more  mechanical  propriety  beneath  the 
tyre,  than  beneath  the  rail,  and  with  equally  good  effects  ;  and  went 
on  to  say,  that  the  percussive  action  of  railway  wheels  traveling,  at 
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speed  is  due  directly  to  their  revolution,  and  is  almost  independent  of 
any  true  jumping  whatever,  and  that  elasticity  operates  more  as  apre- 
ventive  of  percussion  than  as  a  cure.  In  other  words,  the  suddenness 
of  strain  characteristic  of  percussion  was  prevented,  as  he  had  just  en- 
deavored to  show,  instead  of  being  absorbed  or  taken  up,  as  might  be 
the  case,  if  the  wheels  were  supposed  to  be  lifted  off  the  rail  for  a  space 
and  suffered  to  drop. 

No  means  had  yet  been  discovered  for  preventing  the  effects  of  per- 
cussion taking  place  between  revolving  wheels  and  the  rail  which  sup- 
ported them,  but  the  introduction  of  elasticity,  somewhere,  into  the 
system ;  and  experience  showed  that  this  elasticity  could  be  introduced 
with  the  utmost  advantage  into  the  wheel,  or  beneath  the  tyre,  instead 
of,  or  in  addition  to,  elasticity  beneath  the  rail  or  the  sleeper,  and  if 
no  better  expedients  for  securing  this  necessary  element  in  track  could 
be  devised  than  those  already  in  use,  which  def)ended  for  success  on 
soft  ballast,  or  costly  destructible  timber,  then  he  believed  it  might 
yet  be  found  advantageous  to  seat  rails  as  rigidly  as  possible  on  heavy 
stone  sleepers,  and  to  adopt  some  expedient  beneath  the  tyres  of  not 
the  engine  alone,  but  every  wheel  of  the  train,  which  should  supply 
that  elasticity  which  would,  in  such  a  case,  be  absent  from  the  perma- 
nent way.  This  was,  however,  a  point  open  to  discussion,  and  he  would 
therefore  proceed  to  the  consideration  of  the  various  expedients  which 
had  been  proposed  from  time  to  time  for  seating  tyres  elaBtically,  or 
in  some  one  way  imparting  resilience  in  no  ordinary  degree  to  the 
wheels  of  vehicles.  The  idea  of  an  elastic  wheel  was  by  no  means  new. 
Patent  Office  records  showed  that,  with  the  first  notion  of  propelling 
carriages  by  the  adhesion  of  the  wheels  on  which  they  rested,  men 
sought  to  increase  that  adhesion  by  enlarging  the  surface  in  contact 
with  the  ground,  either  by  using  a  very  broad  wheel,  or  by  adopting 
certain  expedients  which  would  permit  the  wheel  to  depart  slightly 
from  a  true  circular  shape,  and  become  more  or  less  oval. 

The  author  then  gave  a  short  history  of  the  elastic  wheel  theory, 
showing  that  Mr.  T.  Neville,  the  inventor  of  the  multitubular  boiler, 
had  been  one  of  the  first  to  propose  to  use  elastic  tyres  to  obtain  in- 
creased adhesion,  as  early  as  1825.  After  describing  many  inventions, 
the  author  went  on  to  say  that  all  those  expedients  were  indirect,  and 
more  or  less  unlike  the  arrangments  adopted  in  modern  railway  prac- 
tice; but  he  found  that,  in  18-37,  Sir  George  Cayley  took  out  a  patent 
which  included  nearly  all  that  had  been  done  since,  in  the  idea  at  least, 
if  not  in  the  actual  mode  of  application.  Not  only  this,  but  he  found 
that,  in  1831,  he  had  suggested,  in  the  pages  of  the  Meehanzes*  Maga- 
zine^ an  improvement  in  railway  wheels,  designed  to  reduce  their  wear, 
which  possessed  many  points  in  common  with  the  Griggs'  wheel.  Sir 
George  writes,  "If  the  wear  and  tear  of  railway  conveyance  be  found 
too  expensive,  owing  to  the  frietion  caused  by  such  high  pressure  and 
great  velocity,  and  that  the  use  of  springs  to  these  carriages  are  not 
sufficient  to  remedy  the  evil,  I  think  it  probable  that  a  dovetailed  c^roove, 
filled  with  hard  oak,  driven  in  small  pieces  endways  within  the*riin  of 
the  wheels,  and  then  turned  off  in  the  lathe,  might  be  serviceable  and 
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coald  be  cheaply  renewed ;  these  pieces  might  be  secured  by  a  fox- wedge 
as  commonly  practised  in  similar  cases."  In  Sir  George  Cayley's  pa- 
tent he  describes  a  wheel  ''  made  with  a  deep  flange,  and  to  the  oppo- 
site side  of  the  tyre  is  secured  a  ring  or  annular  plate  of  less  depth  than 
this  flange ;  the  space  between  the  flange  and  the  ring  is  to  be  occupied 
by  a  filling  up  of  hoof  or  horn,  or  tough  woods,  or  of  other  partially 
elastic  substances,  suitable  for  giving  a  slight  degree  of  elasticity  to 
the  periphery,  for  diminishing  the  effects  of  percussion. 

In  1839  Mr.  W.  Bridges  Adams  brought  out  a  very  ingenious  elastic 
wheel,  with  spokes  composed  of  steel  rings,  while  the  tyres  were  seated 
on  wood  blocks  or  felloes.  Mr.  Adams'  wheels  were  tried  under  his 
own  supervision,  and  at  one  time  he  had  several  sets  running.  The 
results  obtained  were  not  quite  so  satisfactory  as  he  desired,  principally 
because  of  certain  practical  difficulties  met  with  in  the  construction  of 
the  wheel. 

Setting  aside  one  or  two  isolated  instances  of  the  use  of  elastic 
wheels,  he  found  that  Mr.  George  S.  Griggs,  locomotive  superintend- 
ent of  the  Boston  and  Providence  Railway,  United  States,  was  the 
first  to  Beat  the  tyres  of  his  driving  wheels  elastically  on  a  practical 
scale.  The  means  he  employed  to  effect  this  purpose  are  very  simple. 
American  locomotives  almost  invariably  have  cast  iron  driving  wheels, 
fitted  with  wrought  iron  or  steel  tyres.  The  Griggs'  wheel  was  made 
with  a  number  of  transverse  dovetailed  grooves,  cast  in  the  periphery ; 
into  these  grooves  blocks  of  thoroughly  dried,  hard  wood,  such  as  fine- 

S rained  old  oak  or  hickory,  were  driven,  so  that  the  grain  of  the  tim- 
er ran  parallel  with  the  axle,  and  across  the  periphery  of  the  wheel. 
When  these  blocks  had  been  driven  into  their  places,  the  wheel  was 
put  into  the  lathe,  and  so  much  turned  off  them  that  they  only  stood 
up  above  the  surface,  an  eighth  of  an  inch  or  so.  The  tyre,  previously 
turned  up  true  inside  and  out,  was  then  heated  and  placed  on  the  wheel, 
care  being  taken  not  to  scorch  the  blocks  on  which  it  then  bears,  no 
metallic  connexion  of  any  kind  existing  between  the  wheel  and  its 
tyre. 

The  Griggs'  wheel  was  brought  out  in  1857,  and  has  been,  and  is 
extensively  used  in  America,  with  the  best  results. 

The  *^  Canton,"  an  engine  on  the  Boston  railway — as  an  example 
from  many  cited  by  the  author — had  run  133,373  miles ;  the  tyres 
were  now  reduced  to  1^  inch  in  thickness.  The  four  coupled  drivers 
are  5  feet  in  diameter,  and  loaded  with  nearly  14  tons. 

The  thinness  to  which  tyres  seated  elastically  on  Mr.  Griggs'  plan 
had  been  worn  was  very  remarkable,  and  such  as  we  dare  not  attempt 
on  a  rigid  seating.  Yet  the  fracture  of  an  engine  tyre  on  the  Boston 
and  Providence  road  is  all  but  unknown. 

Mr.  Bridges  Adams  had  lately  introduced  a  very  elegant  arrange- 
ment. The  rim  of  the  wheel  is  turned  slightly  convex  ;  the  tyre  is 
rolled  with  a  groove  on  the  inside.  Into  this  groove  two  hoop  springs, 
made  in  segments,  and  each  about  one-third  of  an  inch,  thick  are  placed,  so 
as  to  break  joint.  These  hoops  are  made  of  steel  of  the  best  quality. 
They  bear  only  at  their  ends  on  the  sides  of  the  groove  in  the  tyre, 
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and  the  convex  wheel  rim,  resting  only  on  the  centre  of  their  breadth, 
is  supported  elnstically.    The  tyre  is  secured  in  its  place  by  a  ring  of 
iron  sprung  in  at  the  bnck  of  the  wheel.     In  a  more  recent  modifica- 
tion the  rim  of  the  wheel  is  turned  perfectly  flat,  and  only  a  single 
spring  hoop  is  used,  thickened  in  the  centre  of  its  cross-section.    This 
hoop  is  made  in  one  piece,  with  the  ends  abutting,  and  forced  on  the 
wheel  after  being  placed  in  the  tyre  by  water  pressure.     The  tyre  of 
the  first  Adams'  wheel,. when  unloaded,  can  be  rotated  on  the  wheel 
by  hand,  and  a  slight  rocking  motion  of  the  wheel  within  the  tyre  is 
permitted,  which  enables  the  tyre  always  so  adapt  itself  to  the  rail  in 
the  best  possible  manner.   Wheels  so  fitted  seldom  or  never  slip.  The 
area  of  surface  between  the  spring  and  the  tyre,  and  the  spring  and 
the  wheel  rim,  is  so  great  in  consequence  of  the  circular  shape  of  the 
parts,  that  the  wheel  cannot  turn  with  ease  within  the  tyre  when  load- 
ed; and  this  last,  being  elastically  supported,  yields  slightly,  becoming  a 
little  oblate,  instead  of  remaining  truly  circular,  and  thereby  acquires 
a  better  hold  of  the  rail,  consequent  on  an  increase  of  bearing  surface. 
Tyres  usually  break  from  tension  ;  but  the  tyres  in  this  case,  being 
elastically  supported,  can  scarcely  be  said  to  be  in  tension  at  all,  and  it 
was,  therefore,  very  improbable  that  they  should  break  even  in  intense 
frost.   Indeed,  two  of  these  tyres  had  been  cut  across  for  the  purpose 
of  experiment,  and  in  that  state  actually  did  three  days  work  drawing 
coal  trains. 

The  first  trial  of  Mr.  Adams'  spring  wheel  were  made  on  the  North 
London  Railway,  in  1858  or  1869.  The  spring  tyres  were  applied  to 
a  set  of  disk  wheels.  The  tyres  were  of  Sta£fordshire  iron,  and  ran  a 
distance  of  104,000  miles  with  very  little  wear.  Low  Moor  tyres, 
rigidly  seated  on  the  same  class  of  wheel,  were  completely  worn  out 
in  running  the  same  distance. 

The  next  trial  was  on  the  Eastern  Counties  line,  in  the  earlj  part 
of  1859,  when  Staffordshire  tyres  were  fitted,  on  the  Adams'  system, 
to  the  four  coupled  wheels,  5  ft.  6  ins.  diameter,  of  a  goods  engine. 
The  tyres  were  of  the  worst  possible  quality,  and  the  springs  very  lit- 
tle better.  These  last  broke  and  set  so  that  thev  had  to  be  removed, 
and  thus  far  the  experiment  was  a  failure.  In  September  1859  how- 
ever, a  pair  of  Cooper  &  Co.'s  tyres,  elastically  seated  on  the  same 
principle,  were  applied  to  the  leading  wheels  of  a  tank  engine,  work- 
ing the  Woolwich  branch  of  the  same  line.  This  branch  abonnda  in 
sharp  curves,  one  of  them  being  but  5^  chains  radius,  and  another  but 
4|  at  the  sharpest  part.  The  engine  had  a  12  foot  wheel  base,  and 
the  load  on  the  spring  wheel  was  7J  tons. 

The  engine  began  working  on  September  2l8t,  1859,  and  the  wheels 
ran  up  to  July  26th,  in  the  following  year,  a  distance  of  25,240  miles 
before  being  turned  up.  The  wheels  were  put  under  again  in  Septem- 
ber, 1860,  and  ran  up  to  January,  1861,  a  further  distance  of  8776 
miles.  At  this  time  the  tyres  got  quite  loose  from  the  breakage  of  one 
or  two  of  the  springs,  and  the  engine  requiring  repairs  generally,  was 
taken  out  of  work  for  a  time,  and  the  spring  tyres  were  not  replaced. 
The  same  class  of  tyres  put  on  in  the  ordinary  way  require  re-turning 
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when  they  have  run  bat  8000  to  10,000  miles,  when  the  flanges  are 
fouad  much  worn ;  afterwards  they  must  be  turned  up  every  4000  or 
5000  miles  until  they  are  worn  out. 

Mr.  Adams'  tyres  were  largely  used  on  the  St.  Helen's  Railway, 
with  great  advantage.  The  author  detailed  at  length  the  results  ob- 
tained in  the  daily  working  of  these  tyres,  showing  that  when  Staf- 
fordshire iron  was  elastically  seated,  it  actually  gave  a  3-5ths  greater 
mileage  than  Erupps'  steel  rigidly  seated. 

The  la^t  form  of  elastic  seating  to  which  he  would  call  attention  had 
been  recently  patented  by  Mr.  Mansell.  The  wheel  rim  is  first  turned 
up,  and  then  the  inside  of  the  tyre  is  bored  out,  so  that  when  put  in 
place  a  space  of  about  one  inch  intervenes  between  the  two  surfaces 
all  round.  This  space  is  filled  with  a  ring  of  wood — teak  being  used 
by  preference — on  to  which  the  tyre  is  forced,  and  secured  in  its  place 
by  six  segments  of  iron  on  each  side  of  the  wheel.  A  groove  is  turned 
in  each  edge  of  the  tyre,  and  a  similar  groove  in  each  edge  of  the  wheel 
rim,  into  which  raised  ribs  on  these  segments  enter,  while  pins  pass 
through  the  wood  and  secure  the  whole  in  place.  These  wheels  have 
been  so  short  a  time  in  use,  that  many  data  do  not  exist  about  their 
performances  yet.  A  good  many  of  them  were  running  on  the  South 
Eastern  Railway.  On  the  Great  Eastern  Railway  one  engine  had  the 
leading  wheels  fitted  on  this  plan;  they  had  been  running  some  months^ 
and  showed  little  signs  of  wear. 

An  interesting  discussion  followed,  in  which  Messrs.  W.  B«  Adams, 
Z.  Colburn,  Ordish,  Musey,  and  several  other  gentlemen  took  part. 
The  paper  was  fully  illustrated  by  diagrams. 


On  the  Bursting  of  the  Bradfield  Reservoir.     By  Hewitt  Davis. 

Tram  the  London  BaJldw,  No.  1106. 

I  have  read  with  much  attention  the  evidence  that  has  been  given  as 
to  the  cause  of  this  sad  accident,  and  must  confess  that  I  think  as  yet 
very  little  light  has  been  thrown  on  it. 

I  have  for  many  years  been  engaged  as  a  draining  engineer  and  gov- 
ernment inspector  in  the  drainage  of  clay  land,  and  nave  had  to  observe 
the  wonderful  contractile  power  that  clay  exhibits  in  drying.  I  may 
instance  the  cracking  of  clay  land  in  autumn,  and  our  ability  to  make 
the  strongest  soil  porous  by  inserting  4-feet  drains  every  27  feet.  This 
experience  leads  me  to  think  that  this  accident  may  have  been  caused 
by  the  drying  and  cracking  of  the  clay  puddle  in  the  embankment,  con- 
sequent upon  the  sinking  of  the  water  in  the  reservoir  during  this 
singularlv  dry  winter,  and  its  exposure  while  in  this  state  to  the  sud- 
den rise  in  the  reservoir  after  the  heavy  rains  at  the  time  of  the  acci- 
dent. 

The  reservoir  was  formed  by  an  embankment  carried  across  the 
valley,  90  feet  high,  for  the  purpose  of  collecting  the  water  that  came 
down  in  the  wet  seasons ;  and  the  embankment  has  been  made  water- 
tight by  having  a  puddle  of  clay  carried  up  along  its  centre.     This 
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puddle,  it  appears,  was  made  14  feet  thick  at  bottom ;  tapered  off  to  4 
feet  at  top ;  and  was  sapported,  back  and  front,  by  the  material  of  the 
embankment,  which  it  is  admitted  was  formed  of  loose  earth  ;  so  that 
the  paddle  stood  like  a  wall  90  feet  high,  14  feet  thick  at  bottom,  ta- 
pering to  4  feet  at  top,  exposed  to  wet  and  draft  as  the  water  rose  and 
fell  in  the  reservior.  This  puddle  was  made  of  clay  worked  wet,  and 
would  be  dependent  for  its  continuing  imporous  upon  its  retaining  the 
water  incorporated  in  it.  Now,  the  question  with  me  is,  has  this  clay 
wall  remained  in  a  condition  this  winter  to  retain  its  moisture,  and 
not  undergone  the  change  that  takes  place  whenever  clay  parts  with 
its  moisture  ?  I  think  not.  The  amount  of  rain-fall  in  the  Midland 
Counties  during  the  6  preceding  months  to  the  accident  had  been  re- 
markably small, — only  6  inches,  or  less  than  half  the  usual  quantity, — 
and  the  springs  throughout  the  county  had  been  remarkably  low.  The 
ponds  usually  overflowing  at  Christmas  were  not  half  filled  in  Febru- 
ary;  and  wells  were  dry  that  were  never  before  known  to  fail  at  that 
season  :  so  that  the  contents  of  the  reservoir  must  have  been  reduced 
very  low,  and  the  embankment  have  been  exposed  to  an  unusual  exhaus- 
tion of  its  moisture;  and  while  in  this  condition  the  heavy  rains  came, 
and  the  water  suddenly  rose  in  the  reservoir,  filling  the  fissures  under 
great  pressure.  The  effect  of  this,  I  take  it,  has  been  that  the  water 
has  been  forced  through  the  puddle.  Let  me  ask,  is  this  not  likely  to 
have  been  the  casCi  and  the  cause  of  the  accident  ? 
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On  Ailanthine  and  the  Ailanthus  Silk-Moth. 

Vnm  tlM  Jown.  Soe.  of  Artii  Mo.  672. 

The  following  paper,  by  Dr.  Robert  Paterson  (corresponding  mem- 
ber), was  xead  before  the  Botanical  Society  of  Canada: — 

There  are  few  individuals  who  have  not  watched  the  interesting 
changes  which  takes  place  in  the  larvse  of  the  Bombyx  Mori^  or  com- 
mon silk-worm,  from  the  point  of  its  exit  from  the  egg  until  it  has 
reached  its  full  butter-fly  existence;  and  many  there  are  who  have  been 
sadly  disappointed  at  the  mortality  which  comes  over  a  brood  of  silk- 
worms in  a  single  ni^ht  from  some  cause  or  causes  unknown,  and  con- 
aequently  unremediable.  Such  epidemics  are  continually  occurring  in 
China  as  well  as  Europe,  and  constitute  one  of  the  greatest  obstacles 
to  the  introduction  of  the  culture  of  the  silk-worm  into  England.  What 
oocasions  this  sudden  decimation  of  these  insects  has  never  been  de- 
termined, but  has  long  led  to  a  wish,  on  the  part  of  those  interested, 
that  a  more  hardy  breed  of  silk  producing  worms  could  be  introduced 
into  Europe,  even  though  the  produce  was  coarser,  and  of  a  worse  color 
than  the  ordinary  mulberry  silk. 

Recent  information,  through  our  missionaries  in  China,  leads  us  to 
.the  knowledge  that  there  is  a  considerable  number  of  worms  used  by  the 
Clhinese,  in  different  districts,  for  the  production  of  various  qualities 
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and  coarseness.  These  varieties  of  silk  are  used  in  China  principally 
for  the  manufacture  of  dresses  for  the  peasantry.  Of  late,  however, 
some  of  these  have  reached  this  country,  and  have  been  considered 
durable  and  excellent.  Oould  we  but  rear  such  silk  in  our  country, 
as  we  hope  shortly  to  be  able  to  show  that  we  can  do,  how  much  of 
the  present  overwhelming  distress,  which  is  visiting  our  manufacturing 
districts  in  consequence  of  the  Ametican  war,  might  be  avoided  ?  Such 
material  if  not  used  along,  might  be  mixed  with  cotton  or  wool,  and 
thus  many  new  and  beautiful,  if  not  durable,  fabrics  might  be  produced. 
In  1814  Dr.  Roxburgh*  published  an  interesting  memoir  on  thesilk- 
producing  moth  of  the  East  Indies,  and  soon  afterwards  the  Arrindy 
or  Palma  Ohristi  silk-worm  was  introduced  into  Europe.  The  castor 
oil  plant,  in  this  climate  and  in  the  north  of  France,  is  but  a  delicate 
shrub:  in  the  south  of  Europe,  however,  where  the  temperature  never 
reaches  the  freezing  point,  it  becomes  a  tree  of  very  striking  aspect, 
with  large  and  rich  tinted  foliage.  In  such  districts,  therefore,  the 
Arrindy  moth  thrives  well,  having  plenty  of  food,  undergoing  its  changes 
rapidly,  and  yielding  five  or  six  crops  annually  of  silk  of  excellent 
quality.  What  was  required  for  our  climate,  however,  was  an  insect 
which,  while  sufficiently  hardy  to  stand  our  cold  springs  and  autumns, 
would  also  be  regardless  of  storms,  rain,  dew,  &c.  Such  a  worm  was 
first  sent  to  Europe  by  the  Abbe  Fantoni,  a  Piedmontese  missionary 
in  the  province  of  Shan  Tung.  He  sent  some  cocoons,  immediately 
after  the  first  gathering  in  1856,  to  some  friends  in  Turin.  The  name 
of  the  tree  on  the  leaves  of  which  they  lived  was  to  him  a  mystery, 
but  he  described  it  as  being  like  the  leaf  of  an  Acacia :  so  when  the 
young  brood  hatched,  various  and  many  were  the  plants  tried  for  their 
food,  an  til  the  leaves  of  the  Ailanthus  glanduiosa  were  presented  to 
them :  these  they  immediately  ate  greedily,  and  always  preferred  them 
afterwards  to  any  other  kind  of  food. 

There  can  now  be  little  doubt  but  that  the  Arrindy  or  Palma  Christi 
moth  introduced  into  Europe  from  Dinajepore  and  Rungpore  in  Ben* 
gal,  in  1854,  and  the  Ailanthus  moth  introduced  into  Europe  from  the 
province  of  Shan  Tung  in  China,  in  1858,  are  one  and  the  same  ani- 
mal. The  insects  introduced  in  1854  were  delicate,  and  did  not  stand 
much  lowering  of  the  temperature;  besides,  the  tree  on  which  they  fed 
perishes  at  82^  or  83^  Fah.  The  insects  introduced  in  1858  were  hardy, 
stood  rain  and  cold,  and  the  tree  which  they  preferred  is  a  hardy  one 
in  our  climate.  Those  introduced  in  1858,  from  China,  would  not  eat 
the  Palina  Christi,  and  very  naturally  it  was  believed  that  they  were 
different  insects;  upon  examination,  however,  they  turned  out  to  be 
the  Bame.  Their  changes,  the  color  of  their  larva,  the  character  of 
the  cocoon,  the  kind  of  silk,  and  the  characterizing  marks  of  the  moth 
itself  pronounce  them  at  once  to  be  the  same  animal.  But  how  have 
these  animals  acquired  such  different  habits  of  taste?  This  can  only 
be  explained  on  the  supposition  that  a  long  period  of  hardening  in  a 
temperate  climate,  like  the  province  of  Shan  Tung,  would  produce  in 
coarse  of  time  a  more  hardy  progeny,  feeding  habitually  on  a  common 
^laniinan  Transactions,  Vol.  v\U 
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plant  of  the  cottntry,  while  the  more  effeminate  brood  of  Centra]  India 
preferred  as  food  the  leaves  of  a  plant  which  will  onl  j  flourish  in  warm 
iatitades.  Unless  specific  distinctions  exist,  it  is  clearly  a  bad  plan 
to  distinguish  an  insect  from  the  peculiar  plant  it  eats,  for  this  may  be 
a  simple  point  of  preference — if  it  cannot  get  the  one  it  will  eat  the 
other,  and  thrive  on  it;  besides,  a  long  period  of  hardening  will  often 
enable  an  animal  to  live  and  thrive  on  a  vegetable  very  different  from 
its  native  food.  We  need  only  instance  the  ordinary  BomhyzMmj  or 
common  silk-worm,  the  finest  varieties  of  which,  after  passing  a  year 
or  two  in  our  climate,  will  live  and  thrive,  and  spin  beautiful  silk  on 
the  common  lettuce.  Of  the  tree  on  which  the  ailanthus  worm  feeds, 
it  may  be  necessary  here  to  speak  shortly ;  we  shall  have  to  describe 
the  animal  itself  more  fully  afterwards. 

It  appears  that  the  tree  was  originally  introduced  into  this  country 
by  the  Abbe  d'Incarville,  in  1751,  as  the  "  Vernis  de  Japon  "  tree, 
or  that  which  yielded  the  famous  Japan  or  China  varnish.  This  turn- 
ed out,  however,  to  be  a  mistake,  as  the  true  Japan  varnish  tree  has 
since  been  introduced  into  Europe.  Since  this  latter  introduction,  the 
Ailanthus  glandulosa  has  been  known  as  the  false  varnish  tree.  It 
is  a  hardy  plant  in  our  climate,  standing  .severe  winters  well,  and  pro- 
ducing an  abundant  crop  of  leaves,  especially  from  young  shoots,  in 
early  summer.  It  has  no  especial  partiality  for  particular  varieties 
of  soil,  thriving  as  well,  and  producing  as  abundant  a  crop  of  leaves, 
in  the  most  barren  soil  as  in  the  richest  loam.  It  seems  equally  in- 
different, too,  as  to  the  characteristics  of  the  atmosphere  in  which  it 
lives,  healthy  young  trees  being  observable  in  the  squares  and  smoky 
environs  of  London.  The  advantages  of  a  plant  such  as  this  in  the 
rearing  of  a  hardy  animal  on  its  foliage  need  not  be  pointed  out.  Through- 
out France,  generally,  this  tree  flowers  and  seeds  freely,  and  the  s^ 
sprouts  and  grows  readily  in  Great  Britain;  but  in  addition  to  this 
method  of  propagation,  another  exists  in  the  roots,  which  if  cut  into 
pieces  like  the  potato,  spring  forth  and  grow  luxuriantly ;  no  plant, 
indeed,  can  be  more  easily  raised,  or  more  easily  increased  when  grown 
than  the  Ailanthus  glandulosa.  But  to  enable  this  plant  when  grown 
to  yield  a  proper  supply  of  food  for  the  ailanthus  worm,  it  is  necessary 
to  cut  it  down  and  grow  it  ozier-like.  In  this  way  young  shoots  spring 
forth  abundantly,  and  bear  large  and  delicate  leaves  fitted  for  the  young 
worm,  and  greedily  devoured  by  the  older  ones.  They  have  an  addi- 
tional advantage  also  that  when  the  insects  are  placed  upon  them  in  the 
open  air  they  are  more  easily  protected  by  nets,  &c.,  from  the  depreda- 
tions of  birds,  insects,  &;c. 

So  much  for  the  plant  on  which  the  animal  feeds.  Let  us  now  turn 
to  the  insect  itself: — I  have  already  stated  that  the  ailanthus  silk-worm 
was  introduced  into  Europe  in  1856.  Its  cultivators  have  not  been 
idle  since  that  time,  as  we  find  that  M.  Guerin  Meneville  endeavored 
to  introduce  this  worm  into  France.  His  first  experiment  did  not  suc- 
ceed, but  the  following  year  he  reared  a  satisfactory  crop  of  cocoons 
in  the  open  air ;  this,  however,  and  all  the  efforts  of  the  Societe  d'Ac- 
climatation  of  Paris  were  not  sufficient  to  effect  the  general  introduction 
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of  the  animal  into  France.  It  became  necessary  for  him  to  show  that 
agriculturists  might  derive  a  profit,  and  a  good  one,  from  the  rearing 
of  this  insect. 

Energetic,  and  thoroughly  convinced  of  the  success  of  su^  an  ex- 
periment on  a  large  scale,  he  induced  personal  friends  to  experiment 
on  a  larger  scale  at  Toulon,  in  Provence,  and  at  Chinon  (Indre-et- 
Loire),  the  one  being  nearly  in  the  south,  the  other  in  the  centre  of 
France. 

At  Chinon,  for  instance,  4500  worms  were  placed  upon  flourishing 
thickets  of  ailanthus,  which  had  been  cut  down  and  grown  as  bushes, 
with  that  intention.  Their  development  progressed  satisfactorily,  and 
they  yielded  3515  excellent  cocoons,  after  suffering,  without  injury, 
rains,  heavy  storms,  and  the  attacks  of  birds  and  insects.  The  result 
of  the  experiment  was  a  loss  of  about  a  fourth  part,  while  the  aver- 
age loss  of  mulberry  silk-worins  is  about  one-half. 

M.  M6neville,  after  some  careful  experiments  and  calculations, 
which  were  submitted  to  the  imperial  government,  has  thus  stated  his 
profit  and  loss  account,  on  the  rearing  of  ailanthine,  or  the  silk  of  this 
worm,  produced  in  districts  south  of  Paris. 

Frtnct. 
Twelve  acres  of  ailanthus  copse,  share  of  expense  of  planting  and  annual 

expense  of  keeping  up,        .  .  2030 

Average  of  receipts  from  two  crops  of  ailanthine,  .  .  9946 

which  leaves  a  balance  of  7915  francs  for  the  twelve  acres,  or  in  round 
English  numbers,  <£330  for  twelve  acres,  or  ^27  10  s.  per  acre.  In 
India  and  China  there  are  said  to  be  six  crops  of  silk  annually ;  in  the 
south  of  France  two  or  three  crops,  but  in  the  north  of  France  and 
Great  Britain  two  at  most,  and  more  securely  one  crop  might  be  relied  on. 
Let  U8  take  one  good  crop,  and  see  how  our  profit  and  loss  account 
would  stand  in  Great  Britain.  The  half  of  £27  10  s.  or  £13  15s. 
woald  be  the  result,  or  about  it;  and  be  it  remembered,  for  land,  that 
after  the  planting  of  the  ailanthus  it  requires  no  manure  or  tillage 
whatever,  and  the  kind  of  soil  being  that  on  which  nothing  else  would 
grow,  provided  always  that  it  has  as  sheltered  and  sunny  an  exposure 
as  possible.  It  always  occurred  to  me  that  the  climate  of  Canada 
would  be  especially  favorable  for  the  growth  of  ailanthine.  The  insect 
and  the  plant  on  which  it  feeds  will  stand  any  amount  of  cold ;  and 
when  the  Canadian  summer  arrives,  rapid  growth  would  take  place  in 
the  tree,  followed  by  hatching  of  the  worm ;  in  this  way  food  would 
be  speedily  produced  for  the  young  brood,  and  two,  if  not  three,  crops 
of  silk  taken  from  the  trees  during  the  season.  The  experiment  is 
one  worthy  of  trial. 

In  England  and  Scotland,  for  the  last  two  years,  some  experimenters 
have  been  at  work,  but  as  yet  without  any  quantitative  result.  In  the 
spring  of  1862  I  received,  through  the  kindness  of  a  friend,  fifty  eggs 
of  the  Bomhyx  Cynthia;  they  hatched  in  about  ten  days  after  their 
arrival;  they  were  fed  with  cut  branches  of  ailanthus;  kept  in  the 
ordinary  temperature  of  the  atmosphere,  but  under  glass.  From  the 
fifty  worms  (for  the  eggs  all  hatched)  with  all  my  inexperience,  I  had 
thirty-five  large  and  fine  cocoons,  being  a  result  not  far  short  of  that 
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in  the  central  districts  of  France.  With  more  experience,  and  with 
growing  plants  prepared  for  the  trial,  I  do  not  fear  for  the  result  of  s 
qaantitative  trial  in  Scotland  at  any  future  year. 

It  is  my  intention,  in  describing  this  insect,  to  follow  the  different 
changes  which  it  undergoes  from  the  egg  onwards  until  we  arrive  at 
the  characteristic  moth  itself,  from  which  distinctive  marks  and  pecu- 
liarities are  chiefly  taken. 

The  Egg%. — These  are  about  the  size  of  a  large  pin  head,  twice  as 
large  as  those  of  the  mulberry  silk-worm,  with  which  we  are  all  familiar. 
They  are  yellow-colored,  equally  large  at  both  ends,  flattened  from 
above  downwards,  and  with  a  depression  in  their  centre.  They  soon 
change  their  color  to  a  greenish-black,  the  color  becoming  more  mark- 
ed the  nearer  the  point  of  hatching -is  at  hand.  The  caterpillars  are 
hatched  from  ten  to  fifteen  days  after  the  eggs  are  laid,  according  to 
temperature. 

The  Caterpillar. — When  the  worm  first  escapes  from  the  egg  it  is 
exceedingly  minute;  the  color  of  the  segments  of  its  body  at  this  early 
stage  is  obviously  yellow,  but  there  are  so  great  a  number  of  black  spots 
and  dark  colored  tubercles  over  it,  as  to  give  the  impression  that  it  is 
of  a  black  color;  during  the  second  period,  that  is  to  say  after  the  first 
change  of  skin,  the  yellow  color  becomes  more  marked^  but  the  spots 
and  tubercles  are  still  black.  During  the  third  period  they  become 
nearly  pure  white,  arising  from  the  presence  of  a  white  mealy  secre- 
tion over  their  bodies,  destined,  obviously,  to  protect  them  from  rain 
or  dew,  as  water  will  not  fix  on  it;  the  spots  and  points  of  the  tubercles 
are  still  black  or  bluish  black. 

During  the  fourth  period  the  body  is  at  first  white,  but  gradually 
changes  to  a  pale  green,  the  tubercles  assuming  the  same  color,  and 
soon  the  head,  the  feet  and  the  last  segment  become  of  a  golden  yel- 
low; the  flowery  secretion  still,  to  a  certain  extent  exists  and  there 
are  always  black  points  upon  the  segments  or  rings  of  the  body. 

During  the  fifth  period  the  emerald  green  coloring  becomes  more 
intense,  the  points,  as  to  segments,  assume  a  soft  black  color,  and  the 
extremities  of  the  tubercles  a  marine  blue.  The  caterpillar  grows  ra- 
pidly during  this  stage,  eats  largely  and  greedily  till  it  attains  the  length 
of  from  2|  to  8  inches  long ;  it  then  ceases  to  eat,  becomes  torpid  for 
a  few  days,  and  after  fastening  a  few  leaves  together  at  the  extremity 
of  a  leaf  or  branch,  it  begins  its  cocoon.  Such  is  the  general  charac- 
ter of  the  changes  which  this  caterpillar  undergoes ;  but  to  enable  those 
who  may  follow  out  this  inquiry  to  know  when  these  changes  may  be 
expected  and  the  size  of  the  animals  in  them,  I  will  give  a  short  table 
of  my  own  experience,  and  that  of  my  friend  Dr.  Gudwad,  both  iu 
Scotland : — 


Eggs  hatched,  28  to  30th  June, 
First  change,  7  to  9th  July, 
Hecond  change,  18  to  16th  Julv, 
Third  change,  20  to  22d  July,'' 
Fourth  change,  28  to  30th  July, 

From  this  time  till  the  period  when 


size    \  of  an  inch. 
**      \  " 

«*     li 

«<     ij  to  2  inches. 

t  begins  to  spin  it  rapidly  grows 
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till  it  reaches  from  two-and-a-half  to  three  inches  long,  depending 
upon  the  abundance  and  quality  of  its  food. 

The  experience  of  my  friend  Dr.  Gud  wad  is  as  follows : — Eggs  hatched 
19th  September;  28th  September  first  change  began;  5th  October 
second  change  began;  12th  October  third  change  began;  21st  October 
fourth  change  began;  8d  November  began  cocoon.  The  temperature 
ranged  from  47®  to  65°. 

The  Cocoon. — I  have  already  remarked  that  after  a  short  period  of 
torpidity  when  no  more  food  is  taken,  and  during  which  the  remains 
of  the  undigested  food  are  passed  by  the  worm  in  abundance,  it  begins 
its  cocoon  by  fastening  some  threads  of  silk  to  the  end  of  the  branch 
or  leaf  stalk,  and  after  binding  some  leaflets  together,  it  spins  its  co- 
coon in  the  hollow  thus  formed.  The  color  of  the  silk  is  of  a  yellow- 
ish-brown very  like,  indeed,  to  that  of  a  decayed  leaf.  In  weaving  its 
cocoon  the  worm  leaves  at  its  lower  extremity  an  elastic  opening  for 
the  exit  of  the  moth.  The  threads  at  this  opening  are  not  cut  across, 
but  simply  turned  and  laid  one  over  another.  The  silk  of  this  worm 
has  not  as  yet  been  unwound  in  a  continuous  thread;  this,  doubtless, 
arises  from  the  substance  which  glues  the  threads  together,  requiring 
some  other  solvent  than  the  warm  water  which  so  readily  effects  the  solu- 
tion of  the  gummy  secretion  of  the  mulberry  silk.  This  however,  cannot 
long  remain  undiscovered  in  this  country,  as  a  chemical  solvent  for  this 
secretion  will  doubtless  ere  long  be  found.*  In  China  even  there  is 
reason  to  believe  that  this  has  been  accomplished,  as  the  last  examples 
of  ailanthine  from  that  country  are  stated  to  leave  no  doubt  of  their 
having  been  unwound  from  the  cocoon.  Even  the  carded  silk  of  this 
worm  is  abundantly  used.  In  China  it  forms  the  most  durable  dresses  of 
the  peasantry,  dresses  which  are  often  handed  down  from  father  to  son. 
In  France  this  '^flosille"  or  floss  is  abundantly  used  for  weaving  with 
thread  and  wool  and  in  the  manufacture  of  fancy  stuffs.  At  Roubaix, 
Nismes,  and  Lyons,  it  is  imported  from  abroad  in  large  quantities  to 
the  extent  of  1,290,000  kilogrammes  annually. 

Mens.  Geoffrey  St.  Hilaire,  President  of  the  Socifete  d*Acclimata- 
tion  of  Paris  says: — "  Here  is  the  report  of  the  weavers  at  Alsace,  who 
have  made  use  of  ailanthus  silk.  M.  Schlumberger  has  found  the  co- 
coon very  easy  to  card  and  spin;  the  thread  obtained  is  less  brilliant, 
strong  and  rough ;  it  left  no  residue,  not  more  than  in  combing  the 
thread.  It  is  most  excellent  stuff  for  use  in  all  manufacture  where 
burre  is  employed.  The  cocoons  are  easily  cleaned,  and  they  will  take 
a  good  dye.  This  culture  made  on  a  great  scale,  will  furnish  in  abun- 
dance a  finer  and  stronger  floss  than  the  mulberry  silk-worm.  The 
worm  remains  in  the  cocoon  in  the  chrysalis  condition  for  from  twenty- 
six  to  thirty  days,  at  which  time  the  moth  makes  its  appearance,  com- 
ing quickly  and  easily  through  the  valvular  opening  at  the  extremity 
of  the  cocoon.     At  this  time  its  wings  are  moist,  soft,  and  folded  up ; 

*It  has  been  stated  by  some  that  the  cause  of  the  silk  not  winding  off  results  from 
the  slanting  opening  at  the  bottom  of  the  cocoon,  admitting  water,  and  thus  sinking 
it  and  breaking  the  thread.  This  explanation  is  not  satisfactory  and  is  inconsistent 
with  fact. 
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and,  naturally,  upon  emerging  from  the  cocoon,  it  seizes  hold  of  tbe 
lower  part  of  it,  thus  allowing  its  large  wings  to  drop,  become  unfolded 
and  stiffen.  If  this  precaution  is  not  taken  when  the  moths  are  allow- 
ed to  exit  artificially,  their  wings  never  expand,  but  remain  crumpled 
up,  the  moth  never  regaining  much  activity  with  its  wings  in  this  state, 
and  seldom  connecting  itself  with  the  opposite  sex.  In  rearing  these 
moths,  therefore,  it  is  of  consequence  to  observe  that  upon  their  exit 
from  the  cocoon  they  have  some  substance  on  which  they  can  climb 
up  and  allow  their  wings  to  hang  down  and  become  expanded. 

The  moth  has  been  long  familiar  to  us,  in  collections  of  Chinese 
butter-flies,  brought  to  this  country.  It  is  large,  the  expansion  of  its 
wings  being  about  five  inches ;  the  head  and  antennae  are  greyish-brown, 
the  latter  strongly  pectinated;  thorax  and  abdomen  lighter-grey;  wings 
with  a  broad  transverse  light-colored  band  near  the  middle,  the  space 
within  which  (forming  nearly  an  equilateral  triangle)  is  brownish-grey, 
and  that  without  ash-color,  running  into  brownish-grey  at  the  margins 
of  the  wings.  Just  within  the  margins  there  are  two  narrow  brown 
streaks  running  parallel  with  them,  somewhat  interrupted  before  reach- 
ing a  black  spot  near  the  apex  of  the  superior  wings;  this  spot  is  sur- 
mounted by  a  white  crescent,  and  a  zigzag  white  line  runs  from  it  to 
the  tip.  The  basel  portion  of  the  superior  wings  is  traversed  by  an 
ash-colored  bar  commencing  on  the  posterior  edges  next  the  shoulder, 
and  after  continuing  in  nearly  a  straight  line  for  about  half-an-inch 
is  suddenly  deflected  and  terminates  on  the  anterior  margin ;  between 
this  bar  and  the  transverse  scapula  line  there  is  a  pale  longitudinal 
spot  surrounded  with  black.  The  under  wings  likewise  bear  a  similar 
spot  but  more  crescent-shaped,  and  towards  their  base  there  is  an  ash* 
colored  arched  bar  bounded  on  the  outer  side  with  black.  The  under 
side  differs  principally  in  being  paler  and  destitute  of  the  angular  and 
arched  bars  at  the  base  of  the  upper  and  lower  wings.*  These  moths 
when  in  health  and  especially  in  sunshine,  connect  themselves  and 
lay  eggs  in  a  few  days.  If  they  do  not  develop  their  wings,  or  the 
temperature  is  low  and  without  sunshine,  the  males  do  not  seek  after 
the  females,  hence  the  eggs  laid  are  often,  under  these  circumstances, 
unproductive. 

*  Sir  H.  Jardine's  description  of  iSSa^t^nuz  Cynthia^  and  corresponding  in  every 
particular  to  ailanthu9  silk-moth. 


Preservation  of  Wood. 

From  the  London  Cbemlcal  Newt,  No.  227. 

The  following  composition  is  recommended  to  protect  the  bottom 
of  posts,  pailings,  and  tubs  set  in  the  earth  : — Forty  parts  of  chalk 
are  added  to  fifty  parts  of  resin,  and  four  parts  of  linseed  oil,  melted 
together  in  an  iron  pot.  One  part  of  native  oxide  of  copper  is  then 
added,  and  one  part  of  sulphuric  acid,  is  cautiously  stirred  in.  Tbe 
mixture  is  applied  hot  with  a  strong  brush,  and  forms,  when  dry,  a 
varnish  as  hard  as  stone. — Neut^s  Jahrb.  Jf'ir  Pharm.j  bd  xx.,  s.  235. 
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Steam-Boiler  Explonion  at  Messrs.  Cornelius  ^  Baker  s  Manufaetoi'y^ 
Philadelphia —  Verdict  of  the  Coroner's  Jury. 

In  accordance  with  your  (Coroner  Taylor's)  instructions,  we,  your 
jurymen,  have  examined  carefully  the  premises  of  Messrs.  Cornelius 
&  Saker,  on  Cherry  Street,  the  scene  of  the  late  disastrous  explosion; 
have  heard  the  testimony  of  the  witnesses  brought  before  us,  and,  hav- 
ing exercised  our  best  judgment  in  the  consideration  of  the  case,  are 
now  prepared  to  render  our  verdict,  prefacing  it  by  a  statement  of  the 
facts  as  presented  to  us,  and  detailing  our  deductions  from  all  the  evi- 
dence variously  accumulated. 


The  boilers  which  exploded  were  designed*  and  built  by  Messrs. 
Morgan  k  Orr,  of  Philadelphia,  and  had  been  in  use  about  two  and 
a  half  years.  There  were  two  of  these  boilers  set  side  by  side,  but 
working  independently  of  each  other ;  of  these,  the  one  towards  the 
south  was  built  and  put  in  operation  a  few  weeks  before  the  other, 
which  we  may  call  the  north  boiler.  Each  of  these  boilers  consisted 
of  three  parts,  or  three  cylindrical  boilers,  placed  horizontally  one 
above  the  other,  and  called,  in  the  order  of  their  superposition,  the  mud- 
drum  at  the  bottom,  then  the  tube-drum,  and  on  top  the  steam-drum. 
The  mud-drum  was  back  of  the  grate  bars,  and  was  24  inches  in  dia< 
meter  and  6^  feet  long.  The  tube-drum  extended  over  the  fire,  and 
was  41  inches  in  diameter  and  10  feet  long.  The  steam^drum  was  SB- 
inches  in  diameter  and  14J  feet  long.  The  water  line  was  at  the  mid- 
dle of  the  steam-drum,  which  part  was  therefore  half  full  of  water : 
the  tube-drum  and  mud-drum  below  this  were  of  course,  intended  to 
contain  water  only. 

The  mud-drum  was  connected  with  the  tube-drum  by  one  neck  12 
inches  in  diameter  and  12  inches  long,  while  the  tube-drum  was  con- 

*  By  this  word,  the  Jury  did  not  mean  to  say  that  the  boiler  was  originally  de- 
signed or  devised  Iby  Messrs.  Morgan  it  Orr,  (for  it  was  in  testimony  befone  thera 
that  the  original  design  or  arrangement  was  by  Mr.  Gavitt,)  but  that  it  was  select- 
ed or  designated  for  Messrs.  Cornelius  &  Baker  by  Messrs.  Morgan  &  Orr.      £d. 
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nected  with  the  steam-drum  by  four  necks  each  12  inches  in  diameter 
and  8  inches  long. 

The  tube-dram  contained  58  tubes  of  wrought  iron  each  3  inches  in- 
ternal diameter,  running  from  end  to  end ;  through  these  the  fire  pa»- 
ed,  the  water  surrounding  them.  There  was  thus  left  water  spaces  be- 
tween the  tubes  themselyes,  and  between  the  outer  row  of  tubes  and 
the  shell  of  the  boiler  of  only  1  inch  in  each  case. 

The  fire  from  the  furnace  was  made  to  pass  under  the  tube-drum 
and  over  the  mud-drum  to  the  back  end  of  the  former,  then  returned 
through  the  tubes  of  the  tube-drum  to  the  front  of  the  boiler,  and  then 
passed  over  the  upper  half  of  the  tube  drum  and  under  the  steam-drum 
to  the  chimney. 

Water  was  supplied  to  the  boilers  by  a  No.  5  Giffard  injector,  through 
pipes  passing  from  the  front  of  the  boiler  to  the  back  of  the  mud-drams, 
which  they  entered  at  the  lowest  part.  Water  was  supplied  to  each 
boiler  separately,  and  cocks  were  arranged  to  control  the  filling  of 
each  boiler  independently.  There  was  no  water  connexion  from  boil- 
er to  boiler  other  than  these  feed-pipes,  which  in  practice  were  not 
used  to  connect  the  boilers,  but  each  one  was  fed  separately. 

The  steam  was  taken  from  the  front  ends  of  the  steam-drums  by 
cast  iron  pipes.  To  each  boiler  over  the  pipe  was  attached  a  safety- 
valve,  and  the  steam  passed  to  the  engine  through  a  single  pipe,  but 
could  be  controlled  by  both  cocks,  so  as  to  enable  each  boiler  to  be 
used  independently  of  the  other.  To  determine  the  water  level,  each 
boiler  was  supplied  with  three  try-cocks:  one  at  the  working  wa- 
ter level — i.e.  at  the  centre  of  the  steam-drum — one  four  inches  above 
and  another  four  inches  below  this  point.  There  were  no  other  means 
of  observine  the  water  level  beside  these  cocks :  and  the  lowest  of  them 
stood  nine  feet  from  the  floor,  and  could  only  be  reached  by  means  of 
a  rod  or  by  climbing  up  to  it. 

The  firm  seemed  to  have  placed  great  reliance  upon  steam-pressure- 
gauges,  one  of  which  was  situated  in  their  office  in  a  conspicuous  place, 
while  the  other  was  near  the  engine :  but  so  far  removed  from  the  boil- 
ers that  it  could  not  be  seen  by  the  engine  tender  when  he  was  at  the 
boilers,  the  engine  and  boilers  being  at  least  fifty  feet  apart.  Thus 
the  engine  tender  had  no  means  of  judging  as  to  his  steam-pressure 
when  working  at  or  near  his  boilers. 

from  the  evidence  presented  to  us  we  learn  that  some  three  months 
previous  to  the  explosion,  the  mud-drum  under  the  south  boiler  was 
found  to  leak  in  one  of  its  cast  iron  heads  and  was  consequently  re- 
moved and  sent  to  Messrs.  Morgan  &  Orr  for  repairs.  But  upon  ex- 
amination, they  (finding  the  iron  very  thin  from  corrosion)  notified 
Cornelius  &  Baker  of  the  fact,  and  the  firm  ordered  a  new  mud-drum 
to  be  put  up  in  place  of  the  old  one. 

The  mud-drums  of  both  boilers  were  said  to  have  been  made  from 
pieces  of  boilers  which  had  been  previously  in  use  for  two  years,  but  which 
were  considered  to  be  in  good  condition,  and,  in  the  opinion  of  the  builders, 
better  than  new  iron.  We  are  surprised  that,  at  the  time  of  the  sub- 
stitution of  the  new  drum,  there  was  no  rigid  examination  into  the 
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condition  of  the  mnd-drnm  under  the  north  boiler,  which  was  also  made 
of  old  iron,  and  had  been  in  use  nearly  as  long  as  the  one  which  had 
given  out. 

The  mud- drum  under  the  north  boiler  at  the  time  of  the  explosion 
"was  therefore  about  the  same  age,  or  had  been  in  use  about  as  long  as 
the  old  mud-drum  under  the  south  boiler,  and  after  the  explosion  was 
found  to  be  very  badly  corroded  on  the  inside,  the  iron  in  some  places 
being  less  than  one-sixteenth  of  an  inch  in  thickness;  this  in  places 
where  there  seemed  to  have  been  no  outside  rusting  of  the  drum.  The 
outside  was  also  found  to  be  much  corroded  in  parts  which  had  been  in 
contact  with  the  walls. 

The  engine-tender  has  been  examined,  and  seems  to  understand  his 
business,  and  no  testimony  has  been  submitted  to  us  that  would  in  the 
least  degree  tend  to  show  any  habitual  neglect  of  his  duties,  but,  on  the 
contrary,  his  character  for  sobriety  and  close  application  to  his  work 
Beems  fully  substantiated.  . 

From  his  testimony,  corroborated  by  that  of  other  witnesses,  we 
learn  that  on  the  morning  of  the  explosion  he  was  behindhand  with 
his  steam  which  was  not  up  to  its  working  pressure  when  the  engine 
was  started. 

He  was  not  putting  any  water  into  the  boiler  at  the  time  of  the  ex- 
plosion, nor  for  some  time  before.  The  only  testimony  we  have  of 
the  height  of  the  water  at  this  time  is  from  the  engine-tender  himself. 
He  states  that  he  had  a  full  supply  of  water,  and  that  he  tried  the 
cocks  just  before  leaving  the  boiler-room.  Other  witnesses  were  in  the 
boiler-room  a  few  minutes  previous  to  the  explosion,  and  had  there 
been  any  water  indicator  which  could  have  given  a  visible  indication 
of  the  water  level,  their  testimony  would  have  been  of  the  greatest  value. 

The  engine-tender  was  away  from  his  post  at  the  time  of  the  explo- 
sion, and  no  competent  man  had  been  left  in  his  place.  The  only  in- 
structions were  to  a  workman  in  the  stamping-room  near-by  to  watch 
the  steam-gauge,  which  was  in  the  engine  room  out  of  sight  of  the  boil- 
ers, as  before  mentioned,  and  your  jury  do  not  think  that  the  man 
to  whom  the  direction  was  given  was  a  competent  person  to  take  charge 
of  the  boilers. 

In  the  absence  of  any  evidence  of  gross  neglect  on  the  part  of  the 
engine  tender,  and  assuming  that  the  water  was  at  its  proper  height 
a  few  minutes  before  the  explosion,  and  that  the  steam^pressure  was 
moderate,  as  was  proved  by  many  witnesses,  we  must  direct  our  at- 
tention to  the  probably  weak  parts  of  the  boiler,  in  looking  for  the 
cause  of  its  disastrous  explosion. 

The  mud-drum  under  the  north  boiler  has  shown  itself  to  be  less 
than  l-16th  of  an  inch  in  parts  which  did  not  break,  and  was  presum- 
ably weaker  in  parts  destroyed  by  the  rupture.  No  one  can  maintain 
for  an  instant  that  it  was  in  a  fit  condition  to  bear  the  ordinary  work- 
ing pressure. 

We  believe  that  this  was  the  first  part  to  give  out,  but  as  the  burst- 
ing of  a  mud-drum  does  not  always  cause  an  explosion  of  the  boiler, 
and  as  the  violent  explosion  in  this  case  seems  to  have  occurred  in  the 
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tnbe-drum  of  this  north  boiler,  which  was  literally  torn  to  pi«ftes,  we 
must  infer  that,  as  the  water  fell,  by  reason  of  this  primary  rupture  in 
the  raud-drum,  to  a  dangerous  level,  the  water  was  driven  away  from 
the  tubes  by  excessive  ebullition;  that  thus  some  of  the  tubes  being 
bare  and  unduly  heated,  the  water  temporarily  driven  away  returned, 
and  coming  upon  the  heated  tubes,  caused  the  explosion. 

We  believe  the  explosion  of  the  south  boiler  to  have  been  the  result 
of  injuries  inflicted  by  the  bursting  of  the  north  boiler. 

With  regard  to  the  form  of  the  boiler  and  its  liability  to  explosion, 
your  jury  believe,  from  the  weight  of  the  expert  evidence  brought  be* 
fore  them,  that  this  form  of  boiler  is  not  safe,  and  that,  by  excessive 
firing  and  even  moderately  low  water,  (we  mean  before  the  water  has 
fallen  so  as  to  uncover  any  of  the  tubes.)  the  water  can  be  driven  away 
from  parts  of  the  tubes,  laying  them  bare  for  a  time :  and  that,  upon 
any  slacking  of  the  fire  and  the  return  of  the  water  upon  the  tubes^ 
an  undue  strain  will  be  brought  to  bear  on  the  boiler. 

We  think  that  the  boiler  is  constructed  on  erroneous  principles,  for 
the  following  reasons :  Granting  that  the  cylindrical  form  of  each  part 
gives  strength,  the  cylinders  are  materially  weakened  by  the  holes 
made  for  the  connecting  necks. 

We  hold,  too,  that  the  mode  of  applying  the  heat  is  entirely  wrong. 
The  greatest  heat  of  the  fire  comes  in  contact  with  the  under  side  (k 
the  tube-drum  at  its  front  end;  it  then,  at  a  gradually  decreasing  tem- 
perature, passes  upward  in  the  system  through  the  tubes,  and  thus 
through  the  very  water  put  in  motion  by  the  intense  heat  at  the  lower 
part  of  the  tube-drum,  and  finally  passes  away  in  contact  with  the  steam* 
drum  above.  The  capacity  of  water  to  take  up  heat  from  the  products 
of  combustion  is,  as  we  know,  proportional  to  the  difference  of  tempera>> 
ture  in  favor  of  the  latter.  In  other  words,  water  at  80^  can  take 
up  more  heat  from  products  of  combustion  at  800^,  than  water  at  800^ 
can. 

To  use  the  heat,  therefore,  to  the  best  advantage,  the  products  of 
combustion  should  be  made  so  to  pass  through  the  boiler  system  as  to 
bring  the  gradually  cooling  gases  in  contact  successively  with  cooler 
portions  of  the  water.  We  express  this  opinion  only  to  show  that  we  do 
not  think  this  boiler  has  any  claim  for  economy  to  compensate  for  its 
complicated  form,  and  we  judse  that  a  single  cylinder  boiler  partly  fill* 
ed  with  tubes,  with  the  water-lme  in  the  same  cylinder,  would  be  at  once 
safer  and  more  economical  than  this  form  of  boiler.  We  are  aware 
that  many  of  these  boilers  are  in  use,  and  we  would  urge  the  greatest 
caution  in  their  management.  They  may  be  moderately  safe  when 
the  boiler  capacity  is  large  as  compared  with  the  work  to  be  done, 
but  are  not  safe  where  the  consumption  of  steam  requires  heavy 
firing  to  keep  up  the  pressure.  Living  as  we  do  among  steam  boilers, 
knowing  that  in  our  most  crowded  thoroughfares  they  are  under  the 
very  pavements,  it  is  due  to  the  safety  of  the  community  that  strict 
municipal  surveillance  should  be  kept  over  the  condition  and  the  struc- 
ture of  the  boilers  used.  We  would,  therefore,  in  the  strongest  terms 
urge  the  action  of  the  authorities  in  reference  to  the  use  of  steam. 


Digitized  by 


Google 


Why  Beei  Work  in  the  Dark.  889 

There  seems  now  to  be  no  system  of  inspection  in  existence.  Any 
form  and  any  condition  of  boiler  may  be  put  in  use,  and  when  an  ex- 
plosion  occurs,  the  fact  that  so  many  similar  boilers  have  not  explod- 
ed shields  from  blame  those  who  would  justly  be  held  accountable 
for  the  destruction  caused. 

Messrs.  Cornelius  &;  Baker,  are  like  thousands  of  others  using  steam 
power,  not  professional  engineers ;  they  therefore  depend  upon  the  ad- 
vice of  others  in  regard  to  all  matters  connected  with  their  steam  gen- 
erating apparatus.  Their  responsibility  would  seem  to  rest  with  the 
choice  of  advisers  and  with  their  close  superyision  of  those  under  them 
in  responsible  positions.  We  believe  that  they  have  in  the  latter  case 
been  careful  in  selecting  an  engine  tender,  and  watchful  over  his  ac- 
tions ;  we  can  find  no  testimony  to  impeach  the  sobriety  or  competency 
of  this  engine  tender;  but  we  believe  he  has  not  made  as  careful  and 
as  frequent  examination  of  the  internal  condition  of  the  mud-drum  as 
he  should  have  done;  but  in  this  he  is  not  singular;  we  have  heard, 
and  are  hearing  daily  since  the  explosion,  of  mud-drums  giving  out  in 
various  parts  of  the  city,  and  the  warning  has  led  to  an  examination 
of  others  which,  although  they  have  not  exploded,  are  too  thin  to  be 
safe. 

All  this  points  to  the  necessity  of  some  reform  in  the  laws  regulating 
the  use  of  steam ;  competent  inspectors,  free  from  all  political  influence, 
should  be  in  charge  of  the  matter,  with  power  to  call  on  the  best  engi- 
neering talent  of  the  country  for  advice :  and  laws  should  be  passed 
regulating  the  number  and  character  of  danger  indicators  which  should 
be  attached  to  each  boiler  as  is  customary  m  France  and  other  coun- 
tries. 

For  the  safety  of  our  citizens  it  has  been  found  necessary  to  provide 
building  inspectors,  and  to  pass  laws  governing  the  thickness  of  walls 
and  the  arrangement  of  buildings,  but  no  law  is  brought  to  bear  upon 
the  regulation  of  steam  power* 

The  sooner  this  is  done  the  better  for  the  community  at  large. 

We  therefore  render  the  following  verdict.  That  on  the  25th  of 
April,  1864,  William  Bartholomew,  Alfred  Schaffer,  Samuel  Davis, 
Thomas  H.  Albcrtson,  George  Hess,  J.  L.  Snyder,  John  Porter,  and 
Anthonv  S.  Fry,  came  to  their  death  by  reasoa  of  injuries  inflicted  by 
the  explosion  of  a  steam-boiler  in  the  establishment  of  Messrs.  Cor- 
nelius &  Baker,  Cherry  Street,  below  Ninth,  Philadelphia,  the  primary 
cause  of  said  explosion  being  the  weakness  of  a  part  of  the  boiler  known 
as  the  mud-drum. 


Coleman  Sbllkbs, 
R.  E.  Rogers, 
John  W.  Nystrom, 


John  F.  Frazbr, 
Hbnrt  Morton, 
Samuel  J.  Cresswell. 


Bt€%  Work  m  the  Dark. 

Fron  th«  London  Cb»aaHml  N«wi,  Now  ttO. 

A  lifetime  might  be  spent  in  investigating  the  mysteries  hidden  in 
a  bee-hive,  and  still  half  of  the  secrets  would  be  undiscovered.     The 
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formation  of  the  cell  has  long  been  a  celebrated  problem  for  the  ma- 
thematician, whilat  the  changes  which  the  honey  undergoes  offer  al 
leaiit  an  equal  interest  to  the  chemist.  Every  one  knows  what  honey 
fresh  from  the  comb  is  like.  It  is  a  clear  yellow  syrup,  without  a 
trace  of  solid  sugar  in  it.  Upon  straining,  however,  it  gradually  a«- 
sumes  a  crystalline  appearance — it  eanaieSj  as  the  saying  is — and 
ultimately  becomes  a  solid  mass  of  sugar.  It  has  not  been  suspected 
that  this  change  was  a  photographic  action.  That  the  same  agent 
which  alters  the  molecular  arrangement  of  the  iodide  of  silver  on  the 
excited  collodion  plate,  and  determines  the  formations  of  camphor  and 
iodine  crystals  in  a  bottle,  causes  the  syrupy  honey  to  assume  a  crys- 
talline form.  This,  however,  is  the  case.  M.  Scheibler  has  enclosed 
honey  in  stoppered  flasks,  some  of  which  he  has  kept  in  perfect  dark- 
ness, whilst  others  have  been  exposed  to  the  light.  The  invariable 
result  has  been  that  the  sunned  portion  rapidly  crystallizes,  whilst 
that  kept  in  the  dark  has  remained  perfectly  liquid.  We  now  see 
why  bees  are  so  careful  to  work  in  perfect  darkness,  and  why  they 
are  so  careful  to  obscure  the  glass  windows  which  are  sometimes  placed 
in  their  hives.  The  existence  of  their  young  depends  on  the  liquidity 
of  the  saccharine  food  persented  to  them,  and  if  light  were  allowed 
access  to  this  the  syrup  would  gradually  acquire  a  more  or  leas  solid 
consistency ;  it  would  seal  up  the  cells,  and  in  all  probability  prove 
futal  to  the  inmates  of  the  hives. — Chronicle  of  Optiety  ^^  Qaarierty 
Journal  qf  Science." 

For  ilM  JonnMl  of  Um  Fra&klin  Inrtitnto. 

Working  Steam  Expaneively,    By  W.  Sewbll. 

It  is  a  matter  of  public  notoriety  that  nearly  all  the  screw  steamers 
of  the  British  Navy  (and  of  the  British  mercantile  marine,  too,  it  may 
be  added)  use  the  lap  slide-valve  and  Stephenson  link  (without  an  inde- 
pendent cut-off  valve,)  cutting  off  the  steam  between  f  and  ^^  of  the 
stroke  of  the  piston,  that  is  expanding  it  through  f  and  A  of  the  stroke. 
Of  course,  with  this  arrangement  the  steam  can  be  worked  still  more 
expansively  at  the  will  of  tne  engineer,  by  simply  raising  the  link.  In 
this  manner  the  steam  can  be  cut  off  properly  at  f  ths  the  stroke,  al- 
lowing it  to  expand  through  the  remaining  |ths.  This  is  precisely 
similar  to  the  valve-gear  now  used  on  all  tne  navy  steamers,  and  al- 
most universally  on  locomotives  ;  an  independent  cut-off  valve  being 
virtually  discarded  from  all  engines  running  at  high  speed. 

Since  economy  in  the  cost  of  steam  power  is  of  as  much  importance 
in  the  British  Navy  as  anywhere  else,  it  is  not  to  be  supposed  that  the 
British  Government  adopted  this  valve-gear,  and  a  point  of  cut-off  at 
f  ths  the  stroke  of  the  piston,  without  satisfying  itself  that  no  increase 
of  economy  was  to  be  obtained  from  complicated  valve-gear,  working 
independent  cut-off  valves,  and*  using  steam  at  high  grades  of  expan- 
sion. On  the  contrary,  it  has  experimented  extensively,  and  established 
practically  and  incontestibly  the  practical  superiority  of  the  former 
system. 
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One  of  these  experiments  alluded  to  was  made  with  the  magnificent 
line-of-battle screw  ship  "  Duke  of  Wellington,"  of  8769  tons  burthen, 
and  carrying  131  guns.  The  engines  are  geared  :  their  cylinders,  two 
in  number,  have  a  diameter  of  94  inches,  and  a  piston  stroke  of  54 
inches. 

With  this  machinery  five  experiments  were  made,  cutting  off  the 
steam  respectively  at  j^gths,  ^th,  }th,  y^th,  and  ,>(,th  of  the  stroke 
of  the  piston.  The  results  will  be  found  in  the  following  table:. 
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The  annexed  Indicator  Diofframe,  Plate  F,  were  taken  during  the  triale-  i 
No.  1. 


No.  2. 


No.  8. 


No.  4. 


Mean  of  the  two  figures, 

Steam, 

Vacuum, 

Revolutions, 

Consumption  of  Coal, 

Throttle-valve  wide  open.    Bpeed, 

18-98  lbs. 
.    18 
.    27 

.    70  cwt.  per  hour. 
.    10-2  knoto. 

First  grade  of  expansion. 

Mean  of  the  two  figures. 
Steam, 
Vacuum, 
Revolutions, 
Speed  of  ship,      . 
Consumption  of  Coal, 

By  losing  a  trifie  over  one  knot  per  hour,  we 
the  same  time  by  working  on  the  first  grade 

18-96  lbs. 

.    18 

.    27 

.    28 

.      9  knots. 

.    46  cwt.  per  hour, 
saved  26  cwt.  of  coal  in 
of  expansion. 

Second  grade  of  expansion 

Mean  of  the  two  figures, 

Steam, 

Vacuum, 

Revolutions,        .                   ^ 

Speed  of  ship, 

Consumption  of  Coal, 

12-80  lbs. 
.    14 
.     27J 
•    26 

.      8}  knoto. 
.   38  cwt.  per  hour. 

Third  grade  of  expansion. 

Mean  of  the  two  figures, 

Steam, 

Vacuum, 

Revolutions, 

Speed  of  ship,    . 

Consumption  of  Coal, 

9-80  lbs. 
.     14 
.    27t 
.     24 

7i  knoto. 
.    26  cwt.  per  hour. 
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Ko.  6.  Foarth  grade  of  expansion. 

Mean  of  the  two  flgares,      .  .8-2  lbs. 

Steam,  -     ^H 

Vacuum,  ....    27| 

Kevolutions,       .  .  .20 

Speed  of  ship,  •      ^i  knots. 

Consumption  of  Coal,  .  .22  cwt.  per  hour. 

From  the  above  table  it  will  be  seen  that  the  cost  of  the  power  in  fael 
when  cutting  off  at  I  the  stroke,  (the  most  economical  point  in  these 
experiments)  was  5^  per  cent,  less  than  when  cutting  off  at  i'^  the  stroke, 
but  that  when  the  expansion  was  carried  out  to  cutting  off  at  ^j^  the 
stroke,  the  cost  of  power  in  fuel  was  11  per  centum  more  than  when 
cutting  off  at  ^^ths.  When,  however,  the  conditions  of  the  experi- 
ments are  examined,  the  reader  will  have  no  difficulty  in  reaching  the 
conclusion  that  the  j%th  point  of  cutting  off  was  considerably  the  most 
economical.  In  the  first  place,  an  inspection  of  the  indicator  diagrams 
taken  on  the  occasion,  shows  that  the  back  pressure  with  the  ^^  point 
of  cutting  off  was  greater  than  with  any  other  point,  owing  to  the 
smaliness  of  the  cylinder  ports,  which  did  not  allow  the  larger  mass  of 
steam  to  be  evacuated  as  promptly  as  the  smaller  masses  with  the  other 
points  of  cutting  off.  This  was  purely  a  fault  of  proportion  in  the  ma- 
chine, which  alone,  if  corrected,  would  have  increased  the  economical 
effect  with  the  /q  cut-off  more  than  five  per  cent.,  and  placed  it  on  an 
equality  with  the  best  of  the  others*  Again,  the  vessel  was  very  short 
in  boiler  power,  and  to  maintain  the  pressure  at  13  pounds,  the  fires 
had  to  be  forced  to  the  utmost  when  cutting  off  at  ^^  ;  while  with  the 
reduced  speed  of  engines  and  vessel,  when  cutting  off  at  the  shorter 
points,  the  combustion  of  the  fuel  was  comparatively  slow,  ranging  from 
I  to  )  only  of  the  maximum.  The  shorter  points  of  cutting  off  appear, 
therefore,  in  the  table,  with  all  the  advantage  due  to  slow  combostion 
credited  to  the  expansion,  yet  notwithstanding  all  these  advantageous 
circumstances  in  their  favor,  the  result  shows  no  gain  for  the  expan- 
sion. The  considerable  cost  of  the  power  in  fuel  throughout  all  these 
experiments  is  due  to  the  faulty  plan  and  proportions  of  boiler  em- 
ployed, the  quality  of  the  coal,  and  the  excessive  rate  of  the  combus- 
tion in  the  experiment  when  cutting  off  at  y'^,  which,  as  the  grate  surface 
was  467^  square  feet,  reached  83*54  pounds  per  hour  per  square  foot. 
In  the  experiment  cutting  off  at  j%y  the  steam  jet  was  powerfully  used 
to  maintain  this  combustion,  and  all  the  steam  expended  in  it  counts 
in  the  table  against  that  point  of  cutting  off,  while  in  the  experiment 
with  the  ^th  cut-off  the  rate  of  combustion  (18*21  pounds  of  coal  per 
square  foot  of  grate  per  hour,)  was  maintained  by  the  natural  draft.  The 
cut-off  valve,  except  for  the  ^%  point,  was  an  independent  adjustable 
slide ;  for  the  ^%  point  the  lap  on  the  main  slide  was  used. 

The  foregoing  information  was  obtained  from  Inspector  of  Machin- 
ery, James  Steil,  R.  N.,  the  very  able  chief  engineer  of  the  vessel  who 
conducted  the  experiments.    The  results,  never  before  published,  are 
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remarkably  in  harmony  with  those  of  the  numerous,  elaborate,  and  ex- 
tensive experiments  made  by  our  own  Navy  Department  upon  the 
same  subject.  The  intelligent  reader  is,  of  course,  aware  that  this 
question  is  purely  a  practical  one,  to  be  determined  by  experiment 
alone,  and  that  all  argument,  theories,  or  hypotheses,  are  worse  than 
useless — they  are  mischievous,  tending  to  produce  misconception. 

It  may  be  as  well  to  add  that  the  maximum  speed  of  the  vessel,  with 
th^  80}  revolutions  of  the  engines  per  minute,  was  10*2  knots  per 
hour. 


Proceedings  of  the  Association  for  the  Prevention  of  Steam  Boiler 

Explosions^  Manchester. 

[Report,  October  27,  1863.] 

From  the  London  Mechanics'  Magazine,  Nov.,  18CS. 

During  the  past  month  there  have  been  examined  800  engines  and 
440  boilers.  Of  the  latter,  82  have  been  examined  specially,  7  inter- 
nally, 81  thoroughly,  and  870  externally,  in  addition  to  which  2  of 
these  boilers  have  been  tested  by  hydraulic  pressure.  The  following 
defects  have  been  found  in  the  boilers  examined: — Fracture  6  (1  dan- 
gerous); corrosion,  18  (2  dangerous);  safety-valves  out  of  order,  8; 
water-gauges  ditto,  19(4  dangerous);  pressure-gauges  ditto,  14(1  dan- 
gerous); feed  apparatus  ditto,  5  (1  dangerous);  blow-out  apparatus  ditto, 
43;  fusible  plugs  ditto,  4;  furnaces  out  of  shape,  5  (2  dangerous) ;  over- 
pressure 8  (8  dangerous) ;  blistered  plates,  2.  Total  127  (14  dangerous). 
Boilers  without  glass  water-gAUges  11;  without  pressure-gauges,  2 ;  with- 
out blow-out  apparatus,  18;  without  back-pressure  valves,  43* 

The  three  furnaces  reported  above  as  out  of  shape,  all  became  so 
from  overheating,  consequent  upon  shortness  of  water,  the  injury  in 
each  case  being  observed  for  the  first  time,  on  setting  to  work  in  the 
morning,  after  the  boiler  had  been  standing  during  the  night  with  the 
fires  banked  up,  while  two  of  the  cases  of  injury  were  first  observed 
on  a  Monday.  Each  of  the  boilers  had  but  a  single  glass  water-gauge, 
two  of  which  were  of  the  pillar  construction,  while  all  the  boilers  were 
fitted  with  fusible  plugs,  which  proved  inoperative  in  every  instance.  One 
of  the  boilers  was  fitted  with  a  fusible  plug  in  each  furnace,  both  the 
crowns  of  which  came  down ;  the  second  was  fitted  with  a  fusible  plug 
in  the  right-hand  furnace  only,  and  that  was  the  one  injured;  while 
the  third  was  fitted  with  a  fusible  plug  in  the  left-hand  fire-box,  and 
the  right-hand  was  the  one  injured ;  but  in  neither  case  did  the  fusible 
metal  melt  or  give  any  sign. 

There  are  several  ways  in  which  the  water  supply  may  run  short 
in  a  boiler  left  standing  for  the  night  with  the  fire  banked  up,  all  of 
which  should  be  guarded  against. 

Where  there  is  only  a  single  glass  gauge,  the  attendant  may  be  de- 
ceived as  to  the  actual  amount  of  water  in  the  boiler;  and  thus  the 
supply  be  left  short  overnight,  unawares.    It  is  well,  therefore,  to  add 
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a  daplicate-gange,  so  that  one  may  act  as  a  check  upon  the  sccnracj 
of  the  other;  this  would  frequently  prevent  mistake. 

Again,  leakage  may  occur  at  the  feed  back-pressure  valve,  or  at  the 
blow-out  tap,  either  from  their  being  in  bad  condition  or  imperfectly 
closed.  Engine-men  are  not  sufficiently  alive  to  the  importance  of  ex- 
amining these  as  a  precaution,  but  leave  them  untouched  until  proved 
to  be  actually  defective ;  whereas  the  feed  back-pressure  valve  should 
be  frequently  taken  out  and  its  free  action  ascertained ;  while  the  blow- 
out tap  also  should  be  examined,  the  plug  cleaned  and  greased,  as  well 
as  ground  up  if  necessary. 

A  considerable  safeguard  also  to  furnace  crowns  would  be  found  in 
a  low  water  safety  valve,  which  lets  off  the  pressure  of  the  steam  on  a 
deficiency  of  water  occurring  within  the  boiler.  It  may  be  true  that 
it  would  not  necessarily  prevent  the  furnace  crowns  from  becoming 
overheated,  since  the  fire  would  go  on  burning  if  left  to  itself,  after 
the  water  supply  had  run  short ;  but  as  the  valve  would  not  admit  of  any 
accumulation  of  steam,  the  injury  would  be  confined  to  the  plates  over 
the  fire,  unless,  by  excessive  carelessness,  the  attendant  should  let  in 
the  water  and  get  up  steam  in  the  morning  without  observing  the  dis- 
torted furnace  crown.  Such,  however,  could  not  occur  without  the  most 
culpable  blindness,  against  which  it  is  impossible  to  provide. 

jExplo9ion%. — Five  boilers  not  under  the  inspection  of  this  Associa- 
tion, have  exploded  during  the  past  month,  from  which  eight  persons 
have  been  killed  and  four  others  injured.  Three  of  the  boilers  have 
been  personally  examined  since  the  explosion. 

The  particulars  of  the  first  of  these  explosions  may  be  briefly  told. 
The  boiler,  which  was  not  under  the  inspection  of  this  Association, 
was  the  outer  one  of  three  working  side  by  side  and  connected  together, 
all  of  them  being  of  the  balloon  or  haystack  class. 

Each  of  these  boilers  was  of  large  diameter,  the  one  in  question 
being  about  18  feet  at  the  base,  the  sides  swelling  to  a  still  larger  dia- 
meter at  the  springing  of  the  hemispherical  domed  top.  The  bottom, 
which  was  arched,  but  had  no  stays  to  tie  it  to  the  crown,  was  worked 
into  the  sides  by  the  plates  being  bent,  and  was  seated  upon  a  circular 
kerb  of  brick-work.  Each  of  the  boilers  was  fitted  with  a  single  safe^- 
valve,  of  rather  a  rough  description,  while  it  was  stated  that  the  work- 
ing pressure  had  not  exceeded  5  9>s.,  but  that  the  exploded  boiler, 
which  was  20  years  old,  had  already  been  repaired  several  times. 

Immediately  over  the  brick-work  seating,  the  plates  for  some  dis- 
tance round  the  boiler  had  been  seriously  affected  by  external  corrosion, 
and  reduced  in  places  to  one-eighth  of  an  inch  in  thickness.  It  was  from 
this  cause  that  the  rent  occurred,  the  rent  running  circnmferentially 
for  a  distance  of  10  or  12  feet  parallel  with  the  seating,  and  for  the 
most  part  through  the  body  of  the  plate.  A  portion  of  the  bottom 
was  blown  down  into  the  ash-pit  where  it  remained,  the  rest  of  the  shell 
flying  to  a  distance  of  about  70  feet  across  a  public  road  adjoining, 
and  carrying  away  a  portion  of  the  boiler-shed  in  its  flight.  The  en- 
gineer, as  well  as  another  man  lying  near  to  the  boiler  at  the  time, 
were  both  scalded,  the  latter  dying  shortly  after  in  consequence. 
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Competent  inspection  conld  not  have  failed  to  detect  tLe  dilapidated 
condition  of  the  boiler, while  this  explosion  shows  that,  however  mode* 
rate  the  pressure  may  be,  no  boiler  can  be  safely  worked  unless  fre- 
quently submitted  to  a  searching  examination. 

The  second,  explosion  from  which  one  person  was  killed,  arose  from 
the  collapse  of  the  internal  flue  of  a  plain  Cornish  boiler  which  was  not 
under  the  inspection  of  this  Association. 

The  diameter  of  the  shell  was  about  5  ft.  6  ins.,  that  of  the  flue  S  ft., 
the  length  of  both  28  ft.,  the  thickness  of  the  plates  generally  three- 
eighths  of  an  inch,  but  in  the  flues  barely  as  much,  while  the  steam- 
pressure  was  45  fi)s.  per  sq.  inch.  The  collapse  had  extended  from  one 
end  of  the  flue  to  the  other,  the  portion  over  the  fire  being  the  least 
aflfected,  while  the  remainder  behind  the  bridge  was  completly  flattened 
down.  The  boiler  had  not,  however,  stirred  from  its  seat,  or  broken 
a  steam-pipe  joint,  and  all  that  was  needed  to  resume  work  with  the  other 
two  boilers,  to  which  this  was  connected,  was  to  close  the  junction 
valve.  A  rupture  in  an  externally-fired  boiler  would  have  led  to  the 
dislocation  of  the  whole  series.  The  damage  done  by  the  last  explo- 
sion of  a  boiler  of  that  class  was  nearly  <£1000. 

The  cause  of  the  explosion  in  question  was  obvious — viz  :  weakness 
of  the  flue.  No  flue  of  such  dimensions  as  those  just  given  can  be 
safely  worked  with  steam  of  a  pressure  of  45  ft)s.  on  the  square  inch, 
unless  strengthened  either  with  hoops  or  flanged  seams,  or  stayed  in 
some  other  suitable  manner.  It  may  be  true,  however,  that  some  such 
flues,  though  unstayed,  are  working,  and  have  done  so  for  years  with 
steam  of  an  equal  or  even  a  greater  pressure  than  the  above ;  still  they 
are  continuing  to  do  so  only  at  a  risk,  and  their  pa«t  immunity  from 
collapse  is  no  security  against  its  occurrence  in  the  future.  Some  flues 
gradually  work  themselves  out  of  the  circular  shape,  and  thus  become 
considerably  weakened ;  while  all  should  be  placed  beyond  the  suspi- 
cion of  danger,  especially  as  this  can  be  done  at  so  trifling  an  expense. 
For  particulars  of  the  best  method  of  adding  hoops  to  those  flues  which 
are  already  made,  see  the  Association's  monthly  report  of  June,  1862. 

The  fireman  who  was  killed  was  standing  in  the  front  of  the  furnace 
at  the  time  of  the  explosion,  and  blown,  rake  in  hand,  to  a  distance  of 
about  60  feet. 

The  third  explosion  occurred  to  a  Cornish  boiler  with  a  single  flue, 
internally  fired,  and  not  under  the  inspection  of  this  Association.  For- 
tunately, no  one  was  injured,  the  explosion  occurring  during  the  din- 
ner hour  when  the  men  usually  working  near  it  were  all  absent. 

The  boiler  was  set  on  two  side  walls.  It  was  23  ft.  long;  its  dia- 
meter in  the  shell  was  6  ft.;  and  in  the  furnace  3  ft.  6  ins.,  which  was 
reduced  behind  the  fire  bridge ;  while  the  thickness  of  the  plates  was 
seven-sixteenths  of  an  inch. 

The  simple  cause  of  the  explosion  was  external  corrosion,  the  plates 
having  been  so  eaten  away  as  to  be  reduced  to  one-sixteenth  of  an  inch 
in  thickness.  Two  complete  belts,  the  entire  circumference  of  the 
boiler,  and  a  plate  wide,  had  severed  themselves  from  it;  while  a  third, 
which  had  rent  in  a  somewhat  spiral  direction,  and  considerably  over- 
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lapped  a  single  circumference,  lay  opened  out,  and  still  attacbe<l  to 
the  shell.  The  two  detached  belts  had  fallen,  one  on  each  side  of  the 
original  position  of  the  boiler,  doing  considerable  damage  to  property 
thereby ;  while  the  main  part  of  it  had  moved  but  slightly  ffom  its 
original  seating,  although  it  had  made  a  semi-revolution  on  its  longi- 
tudinal axis,  und  lay  bottom  upwards.  The  chiminey  was  shattered ; 
the  boiler-house,  as  well  as  an  adjoining  building  demolished,  and  some 
heavy  machinery  dismantled. 


The  Chemical  Comtitution  of  Pig  Iron. 

From  tb«  London  Cbemlcal  News,  No.  226. 

Herr  Rammelsberg  has  recently  investigated  the  views  of  Karsten 
and  Gurlt  on  the  chemical  constitution  of  pig  iron  {see  £rdmann*s 
Jour,  f.  pr.  Chem.  Bd.  89,  S.  398)  and  has  arrived  at  essentially  dif- 
ferent conclusions.  According  to  Karsten,  white  and  grey  iron  are 
chemical  combinations  of  carbon  with  iron — the  grey  iron  containing* 
at  the  same  time,  an  admixture  of  graphite.  This  remains  unchanged 
on  the  iron  being  dissolved  in  acids;  while  the  chemically  combined 
carbon — particularly  with  concentrated  acids — is  changed  into  a  strong- 
ly odoriferous  oil-like  combination,  the  greater  part  of  which  volati- 
lizes in  the  hydrogen,  only  a  small  portion  dissolving  in  the  acid.  Ac- 
cording to  their  views,  Spiegeleisen  is  a  chemical  combination  of  iron 
with  the  maximum  amount  of  carbon,  5  to  6  per  cent.,  but  containing 
no  graphite. 

Rammelsberg,  on  the  contrary,  has  found  1*61  per  cent,  of  graphite 
in  the  MUsen  Spiegeleisen ;  and  Bromeis,  before  him,  found  graphite 
in  the  white  pig  iron  of  MSgdesprung,  as  will  be  seen  by  the  following 
analysis : — 


Bright  white  pig  iron,      . 
Grey  pig  iron, 
8piegeleisen, 

Carbon 

in  combination 

Per  cent. 

Oraphite 
Per  cent. 

Total. 
Per  cent,      i 

2-618           1         0-500 
2-908                     0-650 
8-lOU                    0-72 

8018 
3*468 

3-820 

1 

As,  according  to  Rammelsberg,  the  MSdesprung  Spiegeleisen  only 
contains  8*9  per  cent,  of  carbon,  it  seems  that  this  class  of  iron  may 
contain  very  unequal  quantities  of  carbon,  as  well  as  an  admixture  of 
graphite,  without  any  change  in  its  character  or  properties.  It  might 
have  been  supposed  that  other  metalloids  replaced  carbon — for  exam- 
ple, silicon ;  but  the  analyses  show,  on  the  contrary,  that  the  iron 
richest  in  carbon  was  also  richest  in  silicon.  In  the  MQsen  Spiegelei- 
sen there  was  found  1*5  per  cent,  of  silicon,  in  that  of  Madesprnng 
0-17,  and  in  that  of  Styria  from  0*01  to  0-27  per  cent. — the  latter 
only  containing  from  3-75  to  4*14  per  cent,  of  carbon. 

According  to  Gurlt,  Spiegeleisen  is  a  fourth  carbide,  and  octahedric 
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erystalHne  grey  pig  iron  an  eight  carbide ;  the  phosphorus,  sulphur, 
and  silicon  being  isomorphous  with  the  carbon,  and  the  manganese 
with  the  iron.  But  if  in  stating  the  atomic  ratio  between  the  electro- 
positive and  the  electro-negative  constituents  of  the  Spiegeleisen  of 
MQsenand  MSdesprung  we  adopt  Rammelsberg's  view,  we  have  a  ratio 
of  1 :  4*5  and  1  :  5*8  instead  of  1:4.  The  grey  octahedric  crystals 
(the  eighth  carbide  of  Gurlt,  approximating  to  wrought  iron  according 
to  Tunner)  are  found  to  be  very  variable  in  composition,  as  shown  by 
the  following  analysis  :-* 


Graphite, 

Carbon, 

Silicon, 

Phosphorus, 

Sulphur, 

Arsenic, 

Atomic  ratio,   . 

Prom 

Bothehiitte. 

By  Bammels- 

berg. 

From 

Lauchhammer. 

By  Rammels- 

berg. 

Prom 
Oleiwitz. 
By  Gurlt. 

From* 

Lolling. 

By  Bichter. 

2-604 
0-201 
1-896 
0-066 
0-069 

1:19 

2-619 
0-878 
1-148 
0-406 
0-048 

1  :21 

2-84 
2-46 
0-26 

? 
T 

1:8 

2122 
0-967 
0-972 
0021 
O-i'OS 
0006 
12-6 

Therefore,  they  are  generally  more  than  eight  atoms  of  iron  to  one 
atom  of  carbon  (silicon,  phosphorus). 

It  will  thus  be  seen  that  white  as  well  as  grey  pig  iron  may  crystal- 
lize under  favorable  circumstances,  without  the  formation  of  the  orys^ 
tals  being  disturbed  by  the  embedded  graphite.  The  variation  in  the* 
composition  of  the  crystals,  shown  by  the  above  analyses — taking  place 
without  any  alteration  in  the  crystalline  form — can  only  be  accounted, 
for  by  the  isomorphism  of  the  elements ;  and  according  to  Rammels* 
berg,  such  is  the  only  possible  explanation  of  the  constitution  of  pig 
iron.  As  all  the  essential  constituents  of  pig  iron — such  as  iron,  sili- 
con, phosphorus,  and  carbon  (as  diamond)— crystallise  on  the  regular 
system,  and  are  consequently  all  isomorphous,  we  may  consider  pig. 
iron  as  an  isomorphous  mixture  of  its  constituents,  which  will  explain 
the  variation  of  its  composition. 

There  are  many  examples  of  metals  belonging  to  the  regular  system, 
which  form  alloys  that  again  crystallize  on  tEe  same  system;  but  there 
are  also  many  alloys  which  crystallize  on  this  system,  whose  constitu- 
ent metals  belong  to  distinct  crystalline  systems.  On  the  other  hand,, 
metals  that  crystallize  on  the  regular  system  form  alloys  crystallizing. 
on  a  different  system ;  thus,  for  example,  silver,  zinc,  nickel,  and  cop- 

Kr  (iron),  alloyed  with  antimony,  crystallize  on  the  pyramidal  system., 
therefore,  Spiegeleisen  is  pyramidal,  as  is  probably  the  case,  it  be** 
longs  to  this  class  of  isomorphous  mixtures  ;  and  the  difference  of  form 
in  grey  and  white  pig  iron  results  from  the  heteromorphism  of  their 
isomorphous  constituents.  This  heteromorphism  is  evidently  a  gene- 
ral characteristic  of  the  elements,  being  just  as  marked  in  the  metals 
as  is  in  sulphur  and  carbon.  Doubtless  the  rhombohedric  metals — ^Sb^ 
Yoim  XLVII^Tbiad  Sibus.— No.  6.— Juxi,  1864.  U 
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As,  Fe,  Bi,  Zn,  Pd,  Ir,  and  Rd, — and  the  tetragonal  Sn,  isomorphons 
to  Bo,  may,  under  certain  circumstances,  crystallize  on  the  regular 
system,  while  Au,  Ag,  Cu,  Pb,  kc.j  and  also  Sn,  may  be  rhombohe* 
dric. — Mining  Journal. 

On  Boiling  Water.    By  W.  Grove,  Esq.,  Q.C.,  F.E.S.,  M.R.I. 

From  the  London  Cbemical  Mews,  No.  225. 

A  paper  by  M.  Donny  ("  Memoires  de  TAcadbnie  Royalede  Brux- 
ettefj"  1843,)  makes  known  the  fact  that  in  proportion  as  water  is  de- 
prived of  air,  the  character  of  its  ebullition  changes,  becoming  more 
anil  more  abrupt,  and  boiling  like  sulphuric  acid  with  soubresauts^  and 
that  between  each  burst  of  vapor  the  water  reaches  a  temperature 
above  its  boiling  point.  To  effect  this,  it  is  necessary  that  the  water 
be  boiled  in  a  tube  with  a  narrow  orifice,  through  which  the  vapor  is- 
sues ;  if  it  be  boiled  in  an  open  vessel  it  continually  re-absorbs  air  and 
boils  in  the  ordinary  way. 

In  my  experiments  on  the  decomposition  of  water  by  heat,  I  found 
that  with  the  oxyhydrogen  gas  given  off  from  ignited  platinum  plunged 
into  water,  there  was  always  a  greater  or  less  quantity  of  nitrogen 
mixed ;  this  I  could  never  entirely  get  rid  of,  and  was  thus  led  into 
a  more  careful  examination  of  the  phenomenon  of  boiling  water,  and 
set  before  myself  this  problem — what  will  be  the  effect  of  heat  on  water, 
perfectly  deprived  of  air  or  gas? 

Two  copper  wires  were  placed  parallel  to  each  other  through  the 
neck  of  a  Florence  cask,  so  as  nearly  to  touch  the  bottom ;  joining  the 
lower  ends  of  these  was  a  fine  platinum  wire,  about  an  inch  and  a-half 
long,  and  bent  horizontally  into  a  curve.  Distilled  water,  which  had 
been  well  boiled  and  cooled  under  the  receiver  of  an  air-pump,  was 
poured  into  this  flask  so  as  to  fill  about  one-fourth  of  its  capacity.  It 
was  then  placed  under  the  receiver  of  an  air  pump,  and  one  of  Uie  cop- 
per wires  brought  in  contact  with  a  metallic  plate  covering  the  receiver, 
the  other  bent  backwards  over  the  neck  of  the  flask  and  its  end  made  to 
rest  on  the  pump-plate.  By  this  means,  when  the  terminal  wires  from  a 
voltaic  battery  were  made  to  touch  the  one,  the  upper  and  the  other  lower 
plate,  the  platinum  wire  would  be  heated,  and  the  boiling  continued 
indefinitely  in  the  vacuum  of  a  very  excellent  air-pump.  The  effect 
was  very  curious :  the  water  did  not  boil  in  the  ordinary  manner,  but 
at  intervals  a  burst  of  vapor  took  place,  dashing  the  water  against  the 
sides  of  the  flask,  some  escaping  into  the  receiver.  (There  was  a  pro- 
jection at  the  central  orifice  of  the  pump-plate  to  prevent  this  overflow 
getting  into  the  exhaustion  tube.) 

After  each  sudden  burst  of  vapor,  the  water  became  perfectly  tran- 
quil, without  a  symptom  of  ebullition  until  the  next  burst  took  place. 
These  sudden  bursts  occurred  at  measured  intervals,  so  nearly  equal 
in  time  that,  had  it  not  been  for  the  escape  from  the  flask  at  each 
burst  of  a  certain  portion  of  water,  the  apparatus  inight  have  served 
as  a  time-piece. 

This  experiment)  though  instructive,  did  not  definitely  answer  the 
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question  I  had  proposed,  as  I  conld  not,  of  course,  ascertain  whether  their 
was  someminute  residuum  of  gas  which  would  form  the  nucleusof  each 
ebullition ;  and  I  proceeded  with  others.  A  tube  of  glass,  5  ft.  long 
and  ]^0ths  inch  internal  diameter,  was  bent  into  a  Y-shape;  into  one 
end  a  loop  of  platinum  wire  was  hermetically  sealed  with  great  care,  and 
the  portion  of  it  in  the  interior  of  the  tube  was  platinized.  When  the 
tube  had  been  washed,  distilled  water  which  had  been  well  purged  of 
air  as  before,  was  poured  into  it  to  the  depth  of  8  inches,  and  the  rest 
of  the  tube  filled  with  olive  oil ;  when  the  Y  was  inverted,  the  open 
end  of  the  tube  was  placed  in  a  vessel  of  olive  oil,  so  that  there  would 
be  8  inches  of  water  resting  on  the  platinum  wire,  separated  from  the 
external  air  by  a  column  of  4  ft.  4  ins.  of  oil.  The  projecting  extremi- 
ties of  the  platinum  wire  were  now  connected  with  the  terminalsof  a  vol- 
taic battery,  and  the  water  heated ;  some  air  was  freed  and  ascended 
to  the  level  of  the  tube — this  was  made  to  escape  by  carefully  invert- 
ing the  tube  so  as  not  to  let  the  oil  mix  with  the  water — and  the  ex- 
periment continued.  After  a  certain  time  the  boiling  assumed  a  uni- 
form character,  not  by  such  sudden  bursts  as  in  the  Florence  flask 
experiment,  but  with  larger  and  more  distinct  bursts  of  ebullition  than 
in  its  first  boiling. 

The  object  of  platinizing  the  wire  was  to  present  more  points  for 
the  ebullition,  and  to  prevent  soubresauts  as  much  as  possible. 

The  experiment  was  continued  for  many  hours,  and  in  some  repeti- 
tions of  it  for  days.  After  the  boiling  had  assumed  a  uniform  character, 
the  progress  of  the  vapor  was  carefully  walehed,  and  as  each  burst  of 
yapor  condensed  in  the  oil,  which  was  kept  cool,  it  left  a  minute  bead  of 
ffas,  ascended  through  the  oil  to  the  bend  of  the  tube:  a  bubble  was 
formed  here  which  did  not  seem#t  all  absorbed  by  the  oil.  This  was 
analyzed  by  a  eudiometer,  which  I  will  presently  describe,  and  proved 
to  be  nitrogen.  The  beads  of  gas,  when  viewed  through  a  lens  and  micro- 
meter scale  at  the  same  height  in  the  tube,  appeared  as  nearly  as  may 
be  of  the  same  size.  No  bubble  of  vapor  was  condensed  completely, 
or  without  leaving  this  residual  bubble.  The  experiment  was  frequently 
repeated,  and  continued  until  the  water  was  so  nearly  boiled  away  that 
the  oil,  when  disturbed  by  the  boiling,  nearly  touched  the  platinum 
wire;  here  it  was  necessarily  stopped. 

To  avoid  any  question  about  the  boiling  being  by  electrical  means, 
similar  experiments  were  made  with  a  tube,  without  a  platinum  wire, 
closed  at  its  extremity,  and  the  boiling  was  produced  by  a  spirit  lamp. 
The  effects  were  the  same,  but  the  experiment  was  more  difficult  and 
imperfect,  as  the  bursts  of  vapor  were  more  sudden,  and  the  duration 
of  the  intervals  more  irregular. 

The  beads  of  gas  were  extremely  minute,  just  visible  to  the  naked 
eye,  but  were  made  visible  to  the  audience  by  means  of  the  electric 
lamp.  . 

In  these  experiments  there  was  no  pure  boiling  of  water — t.tf.,  no 
rupture  of  cohesion  of  the  molecules  of  water  itself,  but  the  water  was 
boiled,  to  use  M.  Denny's  expression,  by  evaporation  against  a  surface 
of  gas. 
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It  is  hardly  conceivable  that  air  coald  penetrate  through  such  a  coU 
nnan  of  oil,  the  more  so  as  the  oil  did  not  perceptibly  absorb  the  nitrogen 
freed  by  the  boiling  water  and  resting  in  the  bend  of  the  tube;  but 
to  meet  this  conjectural  difficulty,  the  following  experiment  was  made: 
— A  tube,  1  foot  long  and  j^^ths  inch  internal  diameter,  bent  into  a 
slight  angle,  had  a  bulb  f-inch  diameter  blown  on  it  at  the  angle ;  this 
angle  was  about  8  inches  from  one  end  and  9  from  the  other;  a  loop  of 
platinum  wire  was  sealed  into  the  shorter  leg  and  the  whole  tube  and  bulb 
filled  with  and  immersed  into  mercury,  water  distilled,  and  purged  of  air 
as  before  was  allowed  to  fill  the  short  leg,  and  by  carefully  adjusting  the 
inclination,  the  water  could  be  boiled  so  as  to  allow  bubbles  to  ascend 
into  the  bulb  and  displace  the  mercury.  The  effect  was  the  same  as 
with  the  oil  experiment, — ^no  ebullition,  without  leaving  a  bead  of  gaa ; 
the  gas  collected  in  the  bulb,  and  was  cut  off  by  what  may  be  termed 
a  valve  of  mercury,  from  the  boiling  water,  then  allowed  to  escape, 
and  so  on ;  the  experiment  was  continued  for  many  days  and  the  bub- 
bles analyzed  from  time  to  time;  they  proved,  as  before,  to  be  nitrogen; 
and,  as  before,  continued  indefinitely. 

A  similar  experiment  was  made  without  the  platinum  wire,  and  thoagh, 
from  the  greater  difficulties,  the  experiment  was  not  so  satisfactorj, 
the  result  was  the  same. 

As  the  mercury  of  the  common  barometer  will  keep  air  out  of  its 
vacuum  for  years,  if  not  for  centuries,  there  could  be  no  absorption 
here  from  the  external  atmosphere,  and  I  think  I  am  fairly  entitled 
to  conclude  from  the  above  experiments — which  I  believe  went  far  be- 
yond any  that  have  been  recorded — that  no  one  has  yet  seen  the  phe- 
nomenon of  pure  water  boiling — t.e.,  of  the  disruption  of  the  liquid 
particles  of  the  oxyhydrogen  compopnd  so  as  to  produce  vapor  whidi 
will,  when  condensed,  become  water,  leaving  no  permanent  gas.  Pos- 
sibly, in  my  experiment  of  the  decomposition  of  water  by  ignited  pla- 
tinum, it  may  be  that  the  sudden  application  of  intense  heat,  and  is 
some  quantity,  so  forces  asunder  the  molecules,  that  not  having  aufli- 
eient  nitrogen  dissolved  to  supply  them  with  a  nucleus  for  evaporation, 
the  intregal  molecules  are  severed,  and  the  decomposition  takes  place. 
If  this  be  so,  and  it  seems  to  me  by  no  means  a  far-fetched  theory, 
there  is  probably  no  such  thing  as  boiling,  properly  so  called,  and  the 
effect  of  heat  on  liquid  in  which  there  is  no  dissolved  gas  may  be  to 
decompose  them. 

Considerations  such  as  these  led  me  to  try  the  effect  of  boiling  on 
an  elementary  liquid,  and  bromine  occurred  as  the  most  promising  one 
to  work  upon ;  as  bromine  could  not  be  boiled  in  contact  with  water, 
oil,  or  mercury,  the  following  plan  was  ultimately  devised : — ^A  tube, 
4  feet  long  and  x^^ths  inch  diameter,  had  a  platinum  loop  sealed  into 
one  closed  extremity ;  bromine  was  poured  into  the  tube  to  the  height 
of  4  inches ;  the  open  end  of  the  tube  was  then  drawn  out  tp  a  fine 
point  by  the  blow-pipe,  leaving  a  small  orifice ;  the  bromine  was  then 
heated  by  a  spirit-lamp  and  when  all  the  air  was  expelled,  and  a  jet 
of  bromine  vapor  issued  from  the  point  of  the  tube,  it  was  sealed  by 
the  blow-pipe.  There  was  then,  when  the  bromine  vapor  had  condensed 
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a  Tacntim  in  the  tube  above  the  bromine.  The  platinum  loop  was  now 
heated  by  a  voltaic  battery,  and  the  bromine  boiled :  this  was  continued 
for  some  time,  care  being  taken  that  the  boiling  should  not  be  too  vio- 
lent. At  the  end  of  a  certain  period — from  balf-an-hour  to  an  hour 
— the  platinum  loop  gave  way,  being  corroded  by  the  bromine ;  the 
quantity  of  this  had  slightly  decreased.  On  breaking  off,  under  water, 
the  point  of  the  tube,  the  water  mounted,  and  showed  a  notable  quan- 
tity of  permanent  gas,  which  on  analysis  proved  to  be  pure  oxygen. 
As  much  as  a  quarter  of  a  cubic  inch  was  collected  at  one  experiment. 
The  platinum  wire  which  had  severed  at  the  middle,  was  covered  with 
a  slight  black  crust,  which,  suspecting  to  be  carbon,  I  ignited  by  a  vol- 
taic spark  in  oxygen  in  a  small  tube  over  lime-water;  it  seemed  to  give 
a  slight  opalescence  to  the  liquid,  bat  the  quantity  was  so  small  that 
the  experiment  was  not  relied  on.  No  definite  change  was  percepti- 
ble in  the  bromine ;  it  seemed  to  be  a  little  darker  in  color  and  had 
a  few  black  specks  floating  in  it,  which  I  iudged  to  be  minute  portions 
of  the  same  crust  which  had  formed  on  the  platinum  wire,  and  which 
had  become  detached. 

The  experiment  was  repeated  with  chloride  of  iodine,  and  with  the 
same  result,  except  that  the  quantity  of  oxygen  was  greater:  I  col- 
lected as  much  as  half  a  cubic  inch  in  some  experiments,  from  an  equal 
quantity  of  chloride  of  iodine;  the  platinum  wire,  however,  was  more 
quickly  acted  on  than  with  bromine,  and  the  glass  of  the  tube  around 
it  to  some  extent. 

Melted  phosphorus  was  exposed  to  the  heat  of  the  voltaic  disruptive 
discharge  by  taking  this  between  platinum  points  in  a  tube  of  phos- 
phorus, similarly  to  an  experiment  of  Davy's,  but  with  better  means  of 
experimenting;  a  considerable  quantity  of  phosphuretted  hydrogen 
was  given  off,  amounting  in  several  experiments  to  more  than  a  cubic , 
inch. 

A  similar  experiment  was  made  with  melted  sulphur,  and  sulphu- 
retted hydrogen  was  given  off,  but  not  in  such  quantities  as  the  phos- 
phuretted hydrogen.  I  tried  in  vain  to  carry  on  these  experiments 
beyond  a  certain  point;  the  substance  became  pasty,  mixed  with  plsi- 
tinum  from  the  arc,  and  from  the  difficulty  of  working  with  the  same  free- 
dom as  when  they  were  fresh,  the  glass  tubes  were  always  broken  after  a 
certain  time.  Had  I  time  for  working  on  the  subject  now,  I  should 
use  the  discharge  from  the  Ruhmkorf  coil  which  had  not  been  invented 
at  the  period  of  these  experiments.  At  a  subsequent  period  when  this 
discharge  was  taken  in  the  vacuous  receiver  of  an  air-pump  from  a  me- 
tallic point  to  a  metallic  capsule  containing  phosphorus,  a  considerable 
yellow  deposit  lined  the  receiver,  which,  on  testing,  turned  out  to  be 
allotropic  phosphorus.  No  gas  is  however  given  off.  I  had  an  air-pump 
(described  "Phil.  Trans.,"  1 852,  p.  101)  which  enabled  me  to  detect 
very  small  quantities  of  gas,  but  I  could  get  none.  It  was  in  making 
these  experiments  that  1  first  detected  the  strise  in  the  electric  dis- 
charge, which  have  since  become  a  subject  of  such  interesting  observa- 
tions, which  are  seen,  perhaps,  more  beautifully  in  this  phosphorus 
vapor  than  in  any  other  medium,  and  which  cease  or  become  very  fee- 
ble, where  the  allotropic  phosphorus  is  not  produced. 
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I  tried  also  phosphorus  highly  heated  by  a  burning-glass  in  an  at- 
mosphere of  nitrogen,  but  could  eliminate  no  perceptible  quantity  of 
gas,  though  the  phosphorus  was  changed  into  the  allotropic  form. 

It  is  not  difficult  to  understand  why  gas  is  not  perceptibly  eliminated 
in  the  last  two  experiments ;  the  effect  is  probably  similar  to  that  de- 
scribed in  my  paperon  the  ^^  Decomposition  of  Water  by  Seat^''  where 
when  the  arc  or  electric  spark  is  taken  in  aqueous  vapor,  a  minute  bab- 
ble of  oxyhydrogen  gas  is  freed  and  disseminated  through  the  vapor, 
re-combination  being  probably  prevented  by  this  dilution;  but,  however 
long  the  experiment  may  be  continued,  no  increased  quantity  of  the 
gas  is  obtained,  all  beyond  this  minute  quantity  being  re-combiued.  If, 
however,  the  bubble  of  gas  be  collected,  by  allowing  the  vapor  to  cool, 
and  then  expelled,  a  fresh  portion  is  decomposed,  and  so  on. 

So  with  the  phosphorus  in  the  experiments  in  the  air-pump  and 
with  the  burning-glass;  if  any  gas  is  liberated  it  is  probably  imme- 
diately re-combined  with  the  phosphorus ;  possibly  a  minute  residuum 
might  escape  re-combination,  but  the  circumstances  of  the  experiment 
did  not  admit  of  this  being  collected,  as  the  gas  was  with  the  aqueous 
vapor. 

When,  on  the  other  hand,  the  gas  freed  is  immediately  cut  off  from 
the  source  of  heat,  as  when  the  spark  is  taken  in  liquids,  an  indefinite 
quantity  can  be  obtained. 

Decomposition  and  the  elimination  of  gas  may  thus  take  place  by 
the  application  of  intense  heat  to  a  point  in  a  liquid,  or  also  in  gas  or 
vapors ;  but  in  the  latter  case  it  is  more  likely  to  be  masked  by  the 
quantity  of  gas  or  vapor  through  which  it  is  disseminated. 

I  believe  there  are  very  few  gases  in  which  some  alteration  does 
not  take  place  by  the  application  of  the  intense  heat  of  the  voltaic  arc 
or  electric  spark.  If  the  arc  be  taken  between  the  platinum  points  in 
dry  oxygen  gas  over  mercury,  the  gas  diminishes  indefinitely,  until 
the  mercury  rises,  and  by  reaching  the  point  where  the  arc  takes  place, 
puts  an  end  to  the  experiment.  I  have  caused  as  much  as  a  cubic  inch 
of  oxygen  to  disappear  by  this  means.  I  at  one  time  thought  this  was 
due  to  the  oxidation  of  the  platinum;  but  the  high  heat  renders  this  im- 
probable, and  the  deposit  formed  on  the  interior  of  the  glass  tube  in  which 
the  experiment  is  made  has  all  the  properties  of  platinum-black;  so  if  the 
spark  from  a  Ruhmkorf  coil  be  taken  in  the  vapor  of  water  for  several 
days,  a  portion  of  gas  is  freed  which  is  pure  hydrogen,  the  oxygen 
freed  being  probably  changed  into  ozone,  and  dissolved  by  the  water 
in  this  case,  while  in  the  former  it  combined  with  the  mercury. 

I  have  alluded  to  the  eudiometer  by  which  I  analyzed  the  g;ises  ob- 
tained in  these  experiments;  it  was  formed  simply  of  a  tube  of  glass, 
frequently  not  above  2^  millimetres  in  diameter,  with  a  loop  of  wire 
hermetically  sealed  into  one  end,  the  other  having  an  open  bell  mouth. 
By  a  platinum  wire  a  small  bubble  of  the  gas  to  be  examined  could  be 
got  up  through  war.er  or  mercury  into  the  closed  end,  of  the  tube,  and 
by  the  addition  of  a  bubble  of  oxygen  or  hydrogen  gas,  a  very  accurate 
analysis  of  very  minute  quantities  of  gas  could  be  made:  I  have  anii- 
lyzed  by  this  means  quantities  no  larger  than  a  partridge-shot. 

I  need  hardly  allude  to  results  on  the  compound  liquids,  such  as  oils 
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and  hydrocarbons,  as  the  fact  that  permanent  gas  is  given  off  in  boil- 
ing such  liquids  would  not  be  unexpected ;  but  the  above  experiments 
seem  to  show  that  boiling  is  by  no  moans  necessarily  the  phenomenon 
that  has  generally  been  supposed,  viz  :  a  separation  of  cohesion  in  the 
molecules  of  a  liquid  from  distention  by  heat.  I  believe,  from  the 
close  investigation  I  made  into  the  subject,  that  (except  with  the  metals, 
on  which  there  is  no  evidence)  no  one  has  seen  the  phenomenon  of 
pure  boiling  without  permanent  gas  being  freed,  and  that  what  is  or- 
dinarily termed  boiling  arises  from  the  extrication  of  a  bubble  of  per- 
manent gas  either  by  chemical  decomposition  of  the  liquid,  or  by  the 
separation  of  some  gas  associated  in  minute  quantity  with  the  liquid, 
and  from  which  human  means  have  hitherto  failed  to  purge  it ;  this 
bubble  once  extricated^  the  vapor  of  the  liquid  expands  it,  or,  to  use 
the  appropriate  phrase  of  M.  Donny,  the  liquid  evaporates  against  the 
surface  of  the  gas. 

My  experiments  are,  in  a  certain  sense,  the  complement  of  his.  He 
showed  that  the  temperature  of  the  boiling  point  was  raised  in  some  pro- 
portion as  water  was  deprived  of  air  and  that  under  such  circumstances 
the  boiling  took  place  by  soubresauts.  I  have,  I  trust,  shown  that 
when  the  vapor  liberated  by  boiling  is  allowed  to  condense,  it  does  not 
Altogether  collapse  into  a  liquid,  but  leaves  a  residual  bubble  of  per- 
manent gas,  and  that  at  a  certain  point  this  evolution  becomes  uniform. 

Boiling,  then,  is  not  the  result  of  merely  raising  a  liquid  to  a  given 
temperature ;  it  is  something  much  more  complex. 

One  might  suppose  that  with  a  compound  liquid  the  initial  bubble 
by  which  evaporation  is  enabled  to  take  place,  might,  if  all  foreign  gas 
were  or  could  be  extracted,  be  formed  by  decomposition  of  the  liquid: 
but  this  could  not  be  the  case  with  an  elementary  liquid;  whence,  the 
oxygen  from  bromine  or  the  hydrogen  from  phosphorus  and  sulphur  ? 

As  with  the  nitrogen  in  water,  it  may  be  that  a  minute  portion  of 
oxygen,  hydrogen,  or  of  water,  is  insepiirable  from  these  substances, 
and  that  if  boiled  away  to  absolute  dryness,  a  minute  portion  of  gas 
would  be  left  for  each  ebullition. 

With  water  there  seems  a  point  at  which  the  temperature  of  ebulli- 
tion and  the  quantity  of  nitrogen  yielded  become  uniform,  though  the 
latter  is  excessively  minute. 

The  circumstances  of  the  experiments  with  bromine,  phosphorus, 
and  sulphur  did  not  permit  me  to  push  the  experiment  so  far  as  was 
done  with  water;  but  as  far  as  it  went  the  result  was  similar. 

When  an  intense  heat,  such  as  that  from  the  electric  spark  or  vol- 
taic arc  is  applied  to  permanent  gas,  there  are,  in  the  greater  number  of 
cases,  signs  either  of  chemical  decomposition  or  of  molecular  change ; 
thus  compound  gases,  such  as  hydrocarbons,  ammonia,  the  oxides  of 
nitrogen,  and  many  others  are  decomposed.  Phosphorus  in  vapor  is 
changed  to  allotropic  phosphorus,  oxygen  to  ozone,  which,  according 
to  present  experience,  may  be  viewed  as  allotropic  oxygen.  There 
may  be  many  cases  where,  as  with  aqueous  vapor,  a  small  portion 
only  is  decomposed,  and  this  may  be  so  masked  by  the  volume  of  un- 
decomposed  gas  as  to  escape  detection.  If,  for  instance,  the  vapor 
of  water  were  uncondensible,  the  fact  that  a  portion  of  it  is  decom- 
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posed  by  the  electric  spark  or  ignited  platinnm  woald  not  have  been 
observed. 

All  these. facts  show  that  the  effect  of  intense  heat  applied  to  liquids 
and  gases  is  much  less  simple,  and  presents  greater  interest  to  the 
chemist,  than  has  generally  been  supposed.  In  far  the  greater  nam- 
ber  of  cases,  possibly  in  all,  it  is  not  mere  expansion  into  vapor  which 
is  produced  by  intense  heat,  but  there  is  a  chemical  or  molecular  change. 
Had  circumstances  permitted,  I  should  have  carried  these  experiments 
further,  and  endeavored  to  find  exptrimentum  crucis  on  the  subject. 
There  are  difficulties  with  such  substances  as  bromine,  phosphorus. 
Ac,  arising  from  their  action  on  the  substances  used  to  contain  and 
heat  them,  which  are  not  easy  to  vanquish,  and  those  who  may  feel 
inclined  to  repeat  my  experiments  will  find  these  difficulties  greater 
than  they  appear  in  narration ;  but  I  do  not  think  they  are  insuperable, 
and  hope  that,  in  the  hands  of  those  who  are  fortunate  enough  to  have 
time  at  their  disposal,  they  may  be  overcome. 

To  completely  isolate  a  substance  from  the  surrounding  air,  and  yet 
be  able  to  experiment  on  it,  is  far  more  difficult  than  is  generally  sup- 

Cosed.  The  air-pump  is  but  a  rude  mode  for  such  experiments  as  are 
ere  detailed. 
Caoutchouc  ioints  are  out  of  the  question.  Even  platinum  wires 
carefully  sealed  into  glass,  though,  as  far  as  I  have  been  able  to  ob- 
serve, forming  a  joint  which  will  not  allow  gas  to  pass,  yet  it  is  one 
through  which  liquids  will  effect  a  passage,  at  all  events,  when  the  wires 
are  repeatedly  heated. 

In  some  experiments  with  the  ignited  platinum  wire  hermetically 
sealed  into  a  tube  of  glass,  the  end  of  the  tube  containing  the  platinum 
wire  was  placed  in  a  larger  tube  of  oil,  to  lessen  the  risk  of  cracking 
the  glass.  After  some  days  experimenting,  though  the  sealing  re- 
mained perfect,  a  slight  portion  of  carbon  was  found  in  the  interior 
liquid.  This  does  not  affec1>  the  result  of  my  experiments,  as  I  re- 
peated them  with  glass  tubes  closed  at  the  end  and  platinum  wires, 
and  also  without  the  oil-bath :  but  it  shows  how  difficult  it  is  to  exclude 
sources  of  error.  When  water  has  been  deprived  of  air  to  the  greatest 
practicable  extent  it  becomes  very  avid  for  air.  The  following  experi- 
ment is  an  instance  of  this: — A  single  pair  of  the  gas  battery,  the 
liquid  in  which  was  cut  off  from  the  external  air  by  a  greased  glass 
stopper,  having  one  tube  filled  with  water,  the  other  with  hydrogen ; 
the  platinized  platinum  plates  in  each  of  these  tubes  were  connected 
with  a  galvanometer,  and  a  deflection  took  place  from  the  reaction  of 
the  hydrogen  on  the  air  dissolved  in  the  water.  After  a  time  the  de- 
flection abated,  and  the  needle  returned  to  zero,  all  the  oxygen  of  the 
air  having  become  combined  with  the  hydrogen.  If  now  the  stopper 
were  taken  out,  a  deflection  of  the  galvanometric  needle  immediately 
took  place,  showing  that  the  air  rapidly  enters  the  water  as  water 
would  a  sponge.  Absolute  chemical  purity  in  the  ingredients  is  a 
matter,  for  refined  experiments,  almost  unattainable.  The  more  deli- 
cate the  test,  the  more  some  minute  residual  product  is  detected.  It 
would  seem  (to  put  the  proposition  in  a  somewhat  exaggerated  form) 
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that  in  nature  everything  is  to  be  found  in  anything  if  we  carefuUj 
look  for  it. 

I  have  indicated  the  above  sources  of  error  to  show  the  close  pursuit 
that  is  necessary  when  looking  for  these  minute  residual  phenomena. 
Enough  has,  I  trust,  been  shown  in  the  above  experiments  to  lead  to 
the  conclusion  that  hitherto  simple  boiling,  in  the  sense  of  a  liquid 
being  expanded  by  heat  into  its  vapor,  without  being  decomposed  or 
having  permanent  gas  eliminated  from  it,  is  a  thing  unknown.  Whe- 
ther such  boiling  can  take  place  may  be  regarded  as  an  open  question 
though  I  incline  to  think  it  cannot ;  that  if  water,  for  instance,  could 
be  absolutely  deprived  of  nitrogen,  it  would  not  boil  until  some  portion 
of  it  was  decomposed;  that  the  physical  severance  of  the  molecules  by 
heat  is  also  a  chemical  severance.  If  there  be  anything  in  this  theoretic 
view,  there  is  great  promise  of  important  results  on  elementary  liquids, 
if  the  difficulties  to  which  I  have  alluded  can  be  got  over. 

The  constant  appearance  of  nitrogen  in  water,  when  boiled  off  out 
of  contact  with  the  air  almost  to  the  last  drop,  is  a  matter  well  worthy 
of  investigation.  I  will  not  speculate  on  what  possible  chemical  con- 
nexion  there  may  be  between  air  and  water.  The  preponderance  of 
these  two  substances  on  the  surface  of  our  planet,  and  the  probability 
that  nitrogen  is  not  the  inert  diluent  in  respiration  that  is  generally 
supposed,  might  give  rise  to  not  irrational  conjectures  on  some  unknown 
bond  between  air  and  water.  But  it  would  be  rash  to  announce  any 
theory  on  such  a  subject ;  better  to  test  any  guess  one  may  make  by 
experiment  than  to  mislead  by  theory  without  sufficient  data,  or  to 
lessen  the  value  of  facts  by  connecting  them  with  enoneous  hypo 
theses.  

Preeervatian  of  Meat. 

Vrom  th«  Joamal  of  the  Sodetf  of  Arts,  No.  800. 

The  preservation  of  meat,  whether  for  the  use  of  our  sailors  on  board 
ship,  or  for  other  purposes,  has  long  engaged  the  attention  of  scientific 
and  practical  men,  and  various  ways  of  affecting  this  object  have  been 
from  time  to  time  devised.  .  The  methods  hitherto  adopted  on  a  large 
scale  have  been  the  packing  of  cooked  meat  in  air-tight  cases,  or  im- 
pregnating it  with  salt,  and  keeping  it  in  barrels  immersed  in  brine. 
The  first,  though  effectual  for  preserving  the  meat  for  almost  any  amount 
of  time,  leaves  the  flesh,  even  when  the  utmost  care  is  taken  in  the  pro- 
cess, more  or  less  insipid  and  tasteless ;  the  second,  though  also  preser- 
vative for  a  considerable  time,  renders  the  meat  not  only  flavorless, 
but  absolutely  extracts  from  it,  as  Liebig  tells  us,  nearly  all  its  nutri- 
tive properties,  as  well  as  those  peculiar  qualities  which  are  necessary 
for  keeping  the  body  in  health.  It  is  well-known  that  a  long  continu- 
ance of  such  food,  thus  prepared,  engenders  scurvy.  The  Admiralty 
are  now  making  experiments  with  a  process  devised  by  Dr.  Morgan, 
an  Irish  gentleman ;  and  a  few  weeks  since  some  animals  were  slaugh- 
tered, and  their  carcases  subjected  to  this  process  in  the  presence  of 
officers  of  her  Majesty's  Yictttalling  Department  at  Deptford.  A  bul- 
lock having  been  killed  in  the  usual  way,  the  chest  was  immediately 
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opened,  and  a  metal  pipe  with  a  stop-cock  inserted  in  connexion  with 
the  arterial  system.  This  pipe  was  connected  by  means  of  elastic  tubing, 
with  a  tub  filled  with  brine  placed  at  an  elevation  of  about  twenty  feet 
above  the  floor.  The  stop-cock  being  turned,  the  brine  forced  itself 
through  the  arteries  of  the  animal,  and,  passing  through  the  capilla- 
ries, flowed  back  through  the  veins,  carrying  with  it  all  the  blood, 
making  its  exit  by  means  of  an  incision  provided  for  that  purpose. 
About  six  gallons  of  brine  passed  thus  through  the  body,  washing  oat 
blood  from  the  vessels.  Having  thus  cleared  all  the  vessels,  the  metal 
pipe  was  connected  with  another  tube  similarly  placed,  containing  the 
preservative  material  to  be  injected,  and  at  the  same  time  their  exit, 
after  traversing  the  body,  was  prevented.  On  communication  being 
made,  the  liquid  became  forced  into  the  vessels,  and,  by  means  of  the 
pressure,  it  penetrated  into  every  part  of  the  animal,  and  might  be  seen 
exuding  at  any  point  where  an  incision  was  made.  The  liquid  used  on 
the  occasion  of  the  late  experiments  consisted  of  six  gallons  and  a  half 
of  brine,  10  lbs.  of  sugar,  |-fi>.  of  saltpetre,  with  half  a  bottle  of  catchup, 
and  an  infusion  of  cloves  and  pepper.  The  whole  process  is  very  rapid, 
and  is  extremely  simple,  requiring  nothing  that  can  be  termed  machin- 
ery. It  took  no  longer  than  three  minutes  to  send  the  first  six  gallons 
of  liquid  through  the  animal  to  wash  out  the  vessels,  and  about  three 
minutes  more  to  inject  the  animal  with  the  preservative  liquid.  Indeed, 
BO  rapid  is  the  whole  proceeding,  that,  even  on  the  occasion  above  re- 
ferred to,  where  the  men  were  unaccustomed  to  the  work,  and  the 
arrangements  were  necessarily  imperfect,  the  time  occupied  was  only 
twenty  minules  from  the  killing  the  animal  to  the  complete  infiltration 
being  made.  The  beast  is  then  skinned,  cut  up  into  pieces,  large  or 
small,  as  may  be  required,  and  taken  to  a  drying  room,  where  it  is 
hung  until  thoroughly  dried,  after  which  it  is  packed  in  boxes  with  saw- 
dust and  charcoal.  It  is  confidently  believed  that  the  meat  treated  in 
this  manner  will  stand  any  climate,  and  the  flesh  is  free  from  the  in- 
sipidity of  that  ordinarily  preserved  in  tins,  and  its  goodness  is  not 
destroyed  by  having  nearly  all  its  valuable  properties  drawn  out  bj 
immersion  in  brine.  So  far  as  its  preservative  powers  have  been  testdi 
in  this  country,  the  process  is  stated  to  answer  the  purpose.  A  pur- 
veyor at  Portsmouth  has  for  some  time  past  treated  meat  in  this  way 
with  success,  and  sells  it  in  the  regular  course  of  trade.  It  is  obvioos 
that  any  variety  of  liquids,  chemicals,  or  condiments  may  be  thus  in- 
jected into  the  animal,  and  the  meat  flavored  in  any  way  that  may  be 
thought  desirable ;  the  meat  may  also  be  dried  or  cured  like  ham  or 
bacon,  if  so  wished.  Indeed,  it  would  seem  that  the  method  is  pecu- 
liarly fitted  for  this  purpose.  In  hot  countries,  and  in  countries  where 
animals  are  abundant,  and  where  now  they  are  bred  almost  entirely 
for  their  wool,  fat,  and  hides,  the  process  seems  especially  valuable,  ai 
by  it  the  meat,  instead  of  being  thrown  away,  might  be  rendered  avail- 
able for  export  for  food  to  other  countries.  The  Victualling  Depart- 
ment have  had  a  few  animals  thus  prepared  for  experiment,  and  it  is 
intended  to  send  the  meat  out  on  voyages  to  various  parts  of  the 
world  to  test  its  keeping  qualities.     So  little  machinery  is  required, 
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that  a  ship's  crew  could  readily  carry  out  the  process  at  any  place 
where  they  could  land  and  animals  were  abundant,  and  thus  lay  in  a 
store  of  meat  which,  although,  no  doubt,  salted  to  a  certain  extent, 
would  not  have  the  same  disadvantages  in  a  sanitary  point  of  view  as 
meat  preserved  in  brine-pickle.  Some  lengths  of  india-rubber  tubing, 
pieces  of  metal  tube  with  stop-cocks,  and  tubs  for  holding  the  liquid, 
are  all  that  is  required.  In  hot  climates  the  drying  may  be  effected 
in  the  open  air,  and  in  other  cases  there  would  be  no  difficulty  in  ar- 
ranging  a  room  for  the  purpose,  either  on  shore  or  on  board  ship. 


Description  of  a  New  Machine  for  drawing  Solid  Metal  Tubing. 

From  the  Journal  of  the  Societj  of  Art*,  No.  689. 

A  new  machine  for  drawing  solid  metal  tubes  has  lately  been  tested 
in  London  with  considerable  success.  The  system  was  originally  intro- 
duced into  England  by  a  French  gentleman,  about  ten  years  ago,  but 
in  consequence  of  defective  mechanical  arrangements  was  at  that  time 
unsuccessful.  The  Stephenson  Tube  Company  have  lately  erected  ex* 
tensive  works  at  Birmingham  for  the  manufacture  of  brass  and  copper 
tabes  on  this  principle,  but  the  new  machine  is  especially  adapted  to 
the  formation  of  tubes  of  steel,  and  other  hard  and  close-grained  metals. 
The  ordinary  method  of  forming  wrought  iron  tubes  is  by  bending 
round  a  long  narrow  plate  of  the  metal  so  that  the  edges  meet,  and 
then  having  reduced  them  to  a  welding  heat,  to  join  them  together  by 
drawing  the  tube  through  a  die  made  for  that  purpose.    The  machine 
in  question  entirely  differs  from  this,  and  its  action  may  be  described 
as  follows : — It  consists  of  two  large  cast  iron  cylinders,  11  feet  long, 
placed  opposite  each  other,  and  connected  by  a  ram  of  10  feet  travel, 
which  is  driven  out  of  the  one  and  into  the  other  alternatelv.  On  each 
end  of  the  cylinders  is  a  massive  flange,  pierced  with  eight  holes,  some 
four  inches  across  ;  on  the  ram  is  a  similar  flange,  but  double,  offering 
eight  holes  to  each  cylinder.     The  diameter  of  this  hydraulic  ram  is 
16^  inches,  and  the  force  obtainable  upwards  of  600  tons.     A  draw- 
plate  or  die  of  peculiar  form  is  placed  in  one  of  the  holes  in  an  inner 
flange  of  one  of  the  cylinders,  and  the  tube  to  be  drawn  slightly  ta- 
pered at  the  end,  to  allow  of  its  passing  into  the  die,  is  placed  there- 
in, having  previously  received  a  steel-headed  mandril,  intended  to  act 
on  the  interior  of  the  tube.     The  tube  is  fixed  on  the  flange  of  the 
ram  by  means  of  a  screw  pin  projecting  through  the  flange  of  the  cylin- 
der, and  the  stem  of  the  mandril  is  fastened  to  the  further  end  of  the 
cylinder.    The  water  being  forced  into  the  cylinder  the  ram  is  driven 
forward,  and  the  tube  is  drawn  bodily  through  the  die,  or  draw-plate, 
and  over  the  mandril,  the  head  of  which,  inside  the  tube,  is  placed 
within  the  circle  of  contact  of  the  die  outside.  By  this  means  the  tube 
is  drawn  externally  and  internally  kt  the  same  time,  and  an  eighth  of 
an  inch  of  steel  may,  at  a  time,  be  displaced  from  the  surface,  the 
tube  being   elongated  proportionately;  but   in   practice  it  is   found 
more  convenient  to  take  ofl'less  at  each  pass  in  order  to  avoid  fatiguing 
the  metal  overmuch.     It  is  stated  that  two  bars  of  rough  iron,  as  de- 
livered from  the  forge,  3J  inches  diameter  and  4  feet  long,  were  placed 
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in  the  machine  and  drawn  through  the  die,  the  drawing  occnpying  some 
five  minutes.  The  bars  issued  from  the  die  with  a  surface  finer  than 
can  be  obtained  at  present  by  any  known  mechanical  means,  except 
continued  friction,  and  infinitely  truer  than  any  turning-lathe  pro- 
duces. It  would  take  a  man  at  a  lathe  two  days  at  least  to  turn  these 
bars,  and  he  would  then  produce  inferior  results  to  those  obtained  in 
perhaps  a  quarter  of  an  hour,  if  the  time  employed  to  fix  and  unfix 
the  bars  in  the  hydraulic  drawing  bench  be  included.  It  will  scarcelj 
be  necessary  to  remark,  in  conclusion,  that  should  this  machine  folfil 
the  expectations  of  the  inventor,  it  will  cause  a  complete  revolution  in 
the  manufacture  of  gun-barrels,  hollow  shafting,  axles,  piston-rods, 
and  such-like  articles.  

To  make  an  Ahwlutely  Correet  Camera  copy  of  a  Chart  by  Meant  iff  a 
Single  Butorting  Lene.*     By  Robbbt  H.  Bow,  C.  E. 

From  the  Lond.  Ctv.  Xnf .  And  Arab.  Joar^  I>eoenb«r,  1868. 

I  have  already  mentioned  before  this  society  that  distortion  in  a  nega- 
tive may  be  corrected  in  the  positive  taken  from  it  by  the  camera, 
whether  the  distortion  arises  from  the  defects  of  the  lens,  or  from  the 
camera  not  having  been  placed  squarely  to  the  object  in  taking  the  nega- 
tive. This  short  paper  is  merely  to  call  attention  to  a  very  simple 
practical  application  of  the  method  of  correcting  that  distortion  wkick 
arises  from  the  defects  of  the  lens. 

I  have  here  a  camera  with  an  achromatic  plano-convex  lens  of  4}  ins. 
focal  length.  It  produces  pictures  which,  if  of  moderate  size,  are  free 
from  anything  that  a  casual  observer  would  detect  as  distortion ;  but 
the  following  table  will  give  you  an  idea  of  the  real  amount  thereoi 
Before  you  I  have  laid  a  negative  taken  by  the  same  lens,  embracing* 
field  of  80^ 

Table  gbowing  the  Distortion  of  Scale  (measured  in  the  direction  of  a  diameter  of 
the  picture)  when  adistantf  view  is  taken  with  the  plano-convex  achromatic  leu 
of  four  and  a  half  inches  focal  length,  described  at  page  241  of  the  current  volume 
of  The  Civil  Engineer  and  Architecfa  Journal^  the  stop  being  three-quarters  of 
an  inch  from  the  flat  side.  (The  points  in  the  image  corresponding  with  the  pen- 
cils at  the  several  angles  of  obliquity,  are  obtained  by  the  method  referred  to  is 
my  paper  on  the  "  Curvatures  of  the  lmage."J 


Intervals  measured 

Intervals  according  to 
calculation  when  there 

(approximately)  from 

Between  rays  at  0®  and  5® 

the  actual  image. 

is  no  distortion. 

100 

10000 

«                 *4              50       1.   IQO 

101 

101-54 

44      iQo    4.150 

102 

104-78 

««         "      160    .4  20« 

108 

109-76 

«      20<»    "250 

105 

116-97 

44          4<      25<»    •  •  80® 

107 

126-98 

•«          ««      80«    "  85® 

110 

140-42 

From  this  table  it  appears,  then,  that  an  object  lying  between  30® 
and  85^  of  obliquity  will  sufier  a  contraction  from  140*42  to  110,  or  a 
dimination  of  30*42  upon' a  length  of  14042,  which  is  equivalent  to 

*  Bead  at  a  meeting  of  the  Edinburgh  Photographic  Society,  21st  October,  1863. 

t  When  the  object  is  not  so  distant,  the  distortion  will  be  somewhat  groattc 
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21*7  per  cent,  as  compared  with  the  size  it  would  appear  if  seen  lying 
within  the  5^  of  obliquity.  Of  course  this  is  an  extreme  obliquity,  but 
it  is  the  accompanying  distortion  which  chiefly  interferes  with  our  using 
such  an  angle,  as  it  may  be  observed  that  the  negative  exhibited  is 
sufficiently  sharp  for  many  purposes  up  to  that  extent,  or  for  a  field 
embracing  70°. 

Between  the  obliquities  of  20°  and  25°  the  distortion  is  equivalent 
to  a  contraction  of  117  into  105,  or  a  reduction  of  12  on  a  length  of 
117,  which  amounts  to  a  diminution  of  10-3  per  cent,  compared  with 
the  scale  at  the  central  intervals.  Now  even  this  will  be  allowed  by 
all  to  be  serious ;  for  it  is  as  though  a  foot  measure,  given  correctly 
near  the  centre,  measured  only  108  inches  near  the  side  of  the  pic- 
ture. 

Let  us  now  proceed  to  explain  the  method  of  copying  without  any 
distortion,  whatever  the  field  embraced : — 

In  the  figures  let  0  represent  the  ob- 
ject or  chart,  Pthe  photograph,  and  c  the 
lens — the  line  beside  c  indicating  the  po- 
sition of  the  stop. 

In  Fig.  1,  P  represents  the  negative 
first  obtained  with  the  stop,  arranged  as 
usual  for  views,  and  P  will  therefore  be 
'•barrelled."  In  Fig.  2,  if  the  chart  were 
placed  at  0,  we  should  get  a  distorted 
negative  P  of  the  "pincushion"  order. 
But  if  instead  of  a  straight  object  0,  in 
Fig.  2,  we  place  the  barrelled  negativeP, 
as  in  Fig.  3,  we  get  a  copy  at  P,  free 
from  all  distortion,  if  made  of  the  same 
sise  as  0,  since  the  tendency  of  the  ar- 
rangement to  produce  pincushion ing  then 
just  suffices  to  correct  the  barrelling.  In  fact  each  pencil  of  light  is 
sent  back  from  the  negative  jP,  in  Fig.  3,  to  the  final  copy  P,  in  ex- 
actly the  same  course  as  that  by  which  it  arrived  in  the  first  instance 
from  0,  in  Fig.  1  (except  in  so  far  as  the  focussing  may  be  defective.) 

This  absolutely  perfect  correction  of  the  distortion  only  takes  place 
when  the  final  copy  is  made  of  the  same  size  with  the  original  chart.  But 
practically,  if  no  great  difierence  exists  between  the  lengths  of  P  c  in 
Figs.  1  and  3,  the  correction  may  be  assumed  as  sufficiently  perfect; 
and  in  order  that  these  distances  may  not  vary  much,  we  should  make 
our  negative  considerably  less  than  the  final  copy  to  be  made  from  it, 
when  the  final  copy  is  to  difiier  much  in  scale  from  the  chart. 

If  the  negative  be  made  of  intermediate  size  between  the  chart  and 
the  final  copy,  and  the  latter  be  taken  with  the  stop  on  its  side  of  the 
lens,  the  correction  of  the  barrelling  will  be  overdone,  so  that  the 
final  copy  will  be  slightly  pincushioned,  but  generally  so  slightly  that 
this  mode  of  proceeding  will  frequently  be  preferred  when  a  very  sharp 
result  is  desired. 
Vol.  XLVII.— Thibd  Serim,— No.  6.— 4unk,  1S64.  86 
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If  it  be  desired  that  the  final  photograph  P,  in  Fig.  3,  should  be  a 
negative,  we  may  effect  this  by  substituting  for  P  a  transparency 
printed  from  the  first  negative  by  superposition. 


Coal  and  Iron  in  France  and  other  Countries. 

From  the  Jonnial  of  the  Society  of  Arte,  No.  600. 

A  work  on  property  in  minerals,  by  M.  Edouard  Dalioz,  was  presented 
a  few  days  since  to  the  Academy  of  Moral  and  Political  Sciences  of 
Paris,  by  M.  Wolowski,  who  read  a  report  on  the  book  in  question  and 
on  various  matters  connected  with  the  subject  on  which  it  treated*  M. 
Dalioz  treats  especially  of  mineral  legislation  in  France  and  Belgium, 
but  touches  incidentally  on  that  of  other  nations,  and  also  upon  the  sta- 
tistics and  economy  of  the  mineral  question  in  general,  its  bearings  and 
influences.  In  connexion  with  the  statistical  portion  of  the  question, 
M.  Wolowski  was  able  to  avail  himself  of  more  recent  records  than 
those  used  by  M.  Dalioz,  and  made  an  elaborate  report  to  the  Academy, 
from  which  the  following  is  extracted  : — In  1789  France  used  only 
half  a  million  tons  of  coal  a  year,  and  of  this  little  more  than  one-half 
was  raised  at  home ;  but  in  1830  the  production  had  grown  to  1,800,000, 
and  the  quantity  imported  to  600,000  tons.  The  progress  made  since  that 
time  is  as  follows  : — 

Production.  Importation.  Consamption. 

Tons.  Tons.  Tona. 

1«36,  2,600,000  800,000  8,800,000 

1840,  3,000,000  1,290,000  4,290.000 

1846,  4,000,000  2,200,000  6,200.000 

1847,  6,400,000  2,600,000  7,600,000 

During  the  four  following  years  political  events  stopped  the  growth,  both 
of  production  and  consumption;  the  (quantity  raised  in  France  fell 
back  to  four  millions  of  tons,  and  the  imports  to  little  more  than  tvo 
millions.     Since  1852  the  progress  was  great  and  constant — 

1868,  6,900,000  8,600,000  9,400,000 

1864,  6,000,000  4,000,000  10,000,000 

1866,  7,400,000  6,000,000  12,400,000 
1856,  7,900,000  6,000,000  12,900,000 

1867,  7,900,000  6,196,000  13,096,000 

1868,  7,863,000  4,840,000  12,200,000 

1869,  7,488,000  4,900,000  12,400,000 

In  1860  came  the  change  in  the  tariff,  and  the  following  are  the  re 
suits  to  the  present  time : — 

1860,  8,891,000  6,200,000  13,600,000 

1861,  8,400,000  6,300,000  13,700,000 

1862,  9,400,000  6,200,000  14,600,000 
1868,  10,000,000  6,200, 000  more  than  16,000,000 

The  return  for  last  year  being  an  approximate  estimate  made  by  the  Im- 
perial Administration  of  Mines.  By  these  figures  it  will  be  seen  that 
France  raises  for  herself  at  present  as  much  as  she  consumed  in  the 
whole  of  1854 ;  and  that  the  consumption  itself  has  doubled  since  1847. 
It  will  be  observed  also,  a  fact  not  noted  in  the  report,  that  since  1860 
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there  has  scarcely  been  any  increase  in  the  imports,  while  the  home  pro- 
duction has  grown  aboat  20  per  cent.  Side  by  side  with  these  facts  M. 
Wolowski  drew  special  attention  to  the  fact  that  the  quantity  of  coal 
brought  to  the  surface  in  England  had  grown  from  twenty-six  millions 
of  tons  in  1837,  to  eighty-four  millions  in  1862,  and  that  she  produced  far 
more  than  the  half  of  all  the  coal  raised  in  the  world.  The  produce  of 
America  was  given  at  fifteen,  that  of  Belgium  at  nine,  and  of  Germany 
at  upwards  of  fourteen  millions  of  tons  per  annum.  As  regards  iron, 
the  whole  of  the  furnaces  in  France  only  produced  69,000  tons  of  pig 
iron  in  1789,  115,000  tons  in  1812,  and  112,500  tons  in  1819.  Since 
that  time  there  has  been  a  great  increase,  and  it  is  important,  says  M. 
Wolowski,  to  see  what  has  been  the  eflFect  of  the  commercial  treaty  of 
1860.  In  1830  the  quantity  of  pig  iron  had  risen  to  347,773  tons,  and 
that  of  wrought  iron  to  237,379  tons,  and  in  1847  it  had  grown  to 
602,772  tons  of  the  former,  876,686  of  the  latter.  In  1848  the  totals 
had  fallen  off  to  the  extent  of  50  per  cent.  No  reaction  occurred  till 
1854;  but  in  1859  the  totals  were  856,000  and  620,000  respectively, 
rather  less  than  those  of  1858,  and  considerably  below  those  of  the 
previous  year.  During  the  years  1860-61  a  great  increase  took  place, 
and  in  1862  the  amount  of  pig  iron  produced  rose  to  1,053,000  tons, 
while  that  of  1863  is  estimated  at  1,180,000  tons.  Of  the  last  total, 
says  M.  Wolowski,  280,000  tons  were  charcoal  iron,  the  remaining 
900,000  tons  having  been  produced  with  the  aid  of  coal  alone  or  mixed. 
As  regards  wrought  iron  the  report  gives  the  following  return  for  the 
year  1863:— 

Charcoal  iron,  ....         76,800  Tons, 

Coal  iron,  ....        606,000     " 

Mixed  fuel,  ....  22,700    " 


Total,  ....         706,000    " 

The  production  of  charcoal  iron  has  fallen  in  the  last  three  years 
from  90,655  to  76,800  tons,  while  that  of  coal  iron  has  risen  from  four 
to  six  hundred  thousand  tons.  In  1847,  more  than  half  the  iron  pro- 
duced in  France  was  charcoal  iron.  The  total  product  of  all  Europe 
in  1808,  according  to  M.  H6ron  de  Villefosse,  was  only  825,000  tons  of 
pig  iron,  while  the  quantity  now  made  is  about  seven  millions  of  tons, 
of  which  England  produces  nearly  four ;  and  in  1862  France  1,180,000; 
Germany,  591,593;  Sweden,  143,000;  Austria  270,000 ;  and  Belgium, 
161,000  tons.  After  such  totals  as  these  it  is  curious  to  note  that  in 
1740  England  made  none  but  charcoal  iron,  and  only  produced  17,500 
tons  in  the  year. 

Description  of  a  New  Gun  invented  bi/  James  Mackay. 

From  U)«  Lond.  Mechanics'  Bfagatlne,  April,  180i. 

Two  or  three  weeks  ago  the  world  heard  for  the  first  time  of  the 
Mackay  gun.  Yet,  short  as  this  space  is,  it  has  been  quite  long  enough 
to  demonstrate  that  Mr.  Whitworth  and  Sir  W.  Armstrong  must  indeed 
look  to  their  laurels.  Mr.  James  Mackay  is  a  Liverpool  timber  mer- 
chant, and  the  gun  which  will  in  future  be  known  by  his  name  has,  we 
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believe,  been  oonstrncted  wholly  at  his  own  expense,  certainly  without 
Government  aid.  The  principles  involved  in  its  construction  are  novel, 
elegant,  and  ingenious.  Hitherto  we  have  learned  to  regard  windage 
as  a  thing  to  be  avoided  by  the  use  of  every  expedient  at  our  command, 
because  it  wastes  power  and  leads  to  inaccuracy  of  flight  in  the  pro- 
jectile. Mr.  Mack  ay,  on  the  other  hand,  turns  this  same  windage  to 
account,  and  makes  it  the  motive  power  for  spinning  his  projectiles 
round.  With  a  smooth  bore,  it  is  evident  that  the  gas  generated  would 
make  its  escape  quicker  than  the  heavy  shot.  To  prevent  this,  spiral 
grooves  of  much  greater  acuteness  than  those  employed  in  the  ordinary 
rifled  cannon  run  through  the  interior  of  the  Mackay  gun,  and  as  the 
gas  follows  the  course  of  these  grooves,  it  has  to  travel  about  six  feet 
further  than  the  shot  before  the  muzzle  is  reached.  It  is  thus  prevent- 
ed from  escaping  before  the  shot,  which  is  whirled  swiftly  round  by 
the  revolving  current  of  gas  that  follows  close  upon  and  grasps  it,  as 
it  were,  in  its  embrace,  during  its  passage  through  the  chase  of  the 
gun.  The  rotary  motion  is  thus  imparted  to  the  shot  solely  by  the 
friction  of  the  escaping  gases  on  its  smooth  sides,  the  gun  having  in 
all  respects,  save  these  spiral  grooves — which  must  not  be  confounded 
with  rifling  proper — the  character  of  a  smooth  bore,  as  the  shot  rests, 
upon  the  raised  surfaces  of  the  grooves,  by  which  its  motion  is  not 
impeded.  Thus  the  initial  velocity  of  the  smooth  bore  is  obtained,  as 
well  as  the  rotary  motion  necessary  to  precision ;  and  considering  the 
importance  of  high  velocities  as  exemplified  in  the  effectiveness  of  the 
old  68-pounder  at  short  distances,,  it  is  a  great  deal  in  favor  of  the 
Mackay  gun  that  it  discharges  its  shot  with  a  momentum  of  some  800 
or  400  feet  more  per  second  than  does  the  Armstrong  gun.  The  pro- 
jectiles used  are  cylindrical  steel  bolts  with  a  conical  head.  They  are 
balanced  from  the  centre,  and  the  smaller  weight  at  the  cone  end  is 
compensated  for  by  scooping  out  a  portion  of  the  metal  at  the  other 
end,  and  they  are  perfectly  smooth. 

The  experimental  gun  has  been  manufactured  of  wrought  iron  bv 
the  Mersey  Steel  and  Iron  Works  Company.  It  weighs  9  tons,  basa 
bore  of  8*12  inches,  and  in  other  respects  corresponds  with  the  general 
features  of  the  ordinary  68-pounder.  There  are  12  grooves,  and,  as 
the  shot  do  not  enter  these  grooves,  it  allows  of  a  much  sharper  twist 
than  in  ordinary  rifled  guns.  The  velocity  has  been  found  to  be  1640 
feet  a  second;  the  utmost  range  has  not  yet  been  tested.  Messrs. 
Lairdand  Company,  of  Birkenhead,  are  now  building  an  armor-plated 
vessel  called  the  Agincourt,  for  the  Government,  and  it  was  agreed  to 
test  the  gun  against  a  section  of  the  side  of  that  vessel.  It  was  intend- 
ed to  make  the  trial  last  Saturday,  but  unfavorable  weather  prevent- 
ed its  being  proceeded  with.  On  Monday  morning,  however,  the 
experiments  commenced.  The  target  consisted  of  an  outer  plate,  7 
feet  square  and  6J  inches  thick,  of  rolled  iron  ;  next  came  9  inches  of 
teak,  then  an  inner  plate  or  skin  three-fourths  of  an  inch  thick,  then 
angle-iron  and  ribbing,  and  finally  a  backing  up  with  timber  balks  and 
supports  18  inches  thich.  The  plates  were  stated,  on  competent  au- 
thority, to  be  the  best  that  can  be  made  of  rolled  iron.  Messrs.  Laird 
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supplied  the  whole,  and  expressed  confidence  in  the  strength  of  the 
target.  The  gun  was  fired  in  the  presence  of  Mr.  James  Mackay,  Mr. 
D.  Mackay,  Mr.  Bouek,  and  other  gentlemen,  shortly  after  8  o'clock 
in  the  morning.  There  is  a  little  novelty  in  the  mode  of  loading.  Be- 
tween the  powder  and  the  shot  a  bag  of  sawdust  is  placed,  Mr.  Mackay's 
object  being  to  give,  by  means  of  this  substance,  a  slight  movement  to 
the  shot  before.the  whole  of  the  powder  is  ignited.  This,  without  di- 
minishing the  force  of  the  charge,  prevents  a  heavy  concussion,  and 
renders  the  danger  of  bursting  considerably  less ;  so  much  so,  that  the 
inventor  expresses  his  confidence  that  a  charge  of  100  pounds  of  pow- 
der would  not  damage  the  gun.  The  recoil  of  the  gun,  as  well  as  the 
report  is  comparatively  small.  On  Monday  the  gun  was  charged  with 
30  pounds  of  powder  and  a  cast  steel  shot,  weighing  167  pounds,  made 
by  Messrs.  Thomas  Firth  and  Son,  of  SheflBeld.  The  range  was  200 
yards.  The  shot  struck  the  target  with  a  dull  thud  a  little  below  the 
ball's  eye  on  the  right,  and  in  the  very  strongest  part,  where  it  was 
backed  up  by  the  rib  of  the  ship's  side,  the  angle-iron,  and  the  timber 
balk.  At  the  point  of  impact  a  perfectly  circular  hole  was  cut.  The 
Bhot  then  powdered  the  teak,  passed  through  the  inner  skin  and  the  angle- 
iron,  shattered  the  timber  balk  into  fragments,  and  was  picked  up  82 
yards  beyond  the  target,  together  with  a  circular  piece  of  iron  armor, 
about  80  pounds  weight,  which  it  had  carried  with  it  through  the  back 
supports.  The  sand  showed  that  it  had  spun  to  the  last.  About  70 
fragments  of  iron,  bolts,  and  fragments  of  the  inner  skin  and  angle- 
iron  were  picked  up  100  yards  from  the  target.  The  shot  when  found 
was  reduced  from  13  inches  to  11  inches  in  length,  and  increased  about 
an  inch-and-a-half  in  diameter  at  the  end  which  struck  the  target.  The 
other  end  was  uninjured.  Tho  whole  target  was  forced  back  about  6 
inches,  and  so  much  deranged  that  more  shots  were  not  fired. 


On  Radiation  through  the  Earth's  Atmosphere.   By  John  Ttndall, 
Esq.,  F.R.S.     Prof.  Nat.  Phil.,  Royal  Institution. 

Nobody  ever  obtained  the  idea  of  a  line  from  Euclid's  definition  that 
it  is  length  without  breadth.  The  idea  is  obtained  from  a  real  physical 
line  drawn  by  a  pen  or  pencil,  and  therefore  possessing  width;  the  idea 
being  afterwards  brought,  by  a  process  of  abstraction,  more  nearly 
into  accordance  with  the  conditions  of  the  definition.  So  also  with 
regard  to  physical  phenomena;  we  must  help  ourselves  to  a  conception 
of  the  invisible  by  means  of  proper  images  derived  from  the  visible, 
afterwards  purifying  our  conceptions  to  the  needful  extent.  Definite- 
ness  of  conceptions,  even  though  at  some  expense  to  delicacy,  is  of 
the  greatest  utility  in  dealing  with  physical  phenomena.  Indeed  it 
may  be  questioned  whether  a  mind  trained  in  physical  research,  can 
at  all  enjoy  peace,  without  having  made  clear  to  itself  some  possible 
way  of  conceiving  of  those  operations  which  lie  beyond  the  boundaries 
of  sense,  and  in  which  sensible  phenomena  originate. 

When  we  speak  of  radiation  through  the  atmosphere,  we  ought  to 
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be  able  to  affix  definite  physical  ideas,  both  to  the  term  atmoBphere 
and  the  term  radi»tion  It  is  well  known  that  our  atmosphere  is 
mainly  composed  of  the  two  elements,  oxygen  and  nitrogen.  These 
elementary  atoms  may  be  figured  as  small  spheres  scattered  thickly  in 
the  space  which  immediately  surrounds  the  earth.  They  constitute 
about  99 J  per  cent,  of  atmosphere.  Mixed  with  these  atoms  we  hare 
others  of  a  totally  difierent  character ;  we  have  the  molecules,  or  ato- 
mic groups,  of  carbonic  acid,  of  ammonia,  and  of  aqueous  vapor.  In 
these  substances  diverse  atoms  have  coalesced  to  form  little  systems 
of  atoms.  The  molecule  of  aqueous  vapor,  for  example,  consists  of 
two  atoms  of  hydrogen  united  to  one  of  oxygen;  and  they  mingle  aa 
little  triads  among  the  monads  of  oxygen  and  nitrogen,  which  consti- 
tute the  great  mass  of  the  atmosphere. 

These  atoms  and  molecules  are  separate;  but  in  what  sense?  They 
are  separate  from  each  other  in  the  sense  in  which  the  individual  fishes 
of  a  shoal  are  separate.  The  shoal  of  fish  is  embraced  by  a  common 
medium,  which  connects  the  difierent  members  of  the  shoal,  and  renders 
intercommunication  between  them  possible.  A  medium  also  embraces 
our  atoms ;  within  our  atmosphere  exists  a  second,  and  a  finer  atmo- 
sphere, in  which  the  atoms  of  oxygen  and  nitrogen  hang  like  suspended 
grains.  This  finer  atmosphere  unites  not  only  atom  with  atom,  but 
star  with  star;  and  the  light  of  all  suns,  and  of  all  stars,  is  in  reality 
a  kind  of  music  propagated  through  this  interstellar  air.  This  image 
roust  be  clearly  seized,  and  then  we  have  to  advance  a  step.  We  must 
not  only  figure  our  atoms  suspended  in  this  medium,  but  we  most 
figure  them  vibrating  in  it.  In  this  motion  of  the  atoms  consists  what 
we  call  their  heat.  ''  What  is  heat  in  us,"  as  Locke  has  perfectly 
expressed  it,  '^is  in  the  body  heated  nothing  but  motion."  Well  we 
must  figure  this  motion  communicated  to  the  medium  in  which  tbe 
atoms  swing,  and  sent  in  ripples  through  it  with  inconceivable  velocity 
to  the  bounds  of  space.  Motion  in  this  form,  unconnected  with  ordinary 
matter,  but  speeding  through  the  interstellar  medium,  receives  the 
name  of  Radiant  Heat ;  and,  if  competent  to  excite  the  nerves  of  vi- 
sion, we  call  it  Light. 

Aqueous  vapor  was  defined  to  be  an  invisible  gas.  Vapor  was  per- 
mitted to  issue  horizontally  with  considerable  force  from  a  tube  con- 
nected with  a  small  boiler.  This  track  of  the  cloud  of  condensed  steam 
was  vividly  illuminated  by  the  electric  light.  What  was  seen,  however, 
was  not  vapor,  but  vapor  condensed  to  water.  Beyond  the  visible 
end  of  the  jet  the  cloud  resolved  itself  into  true  vapor.  A  lamp  was 
placed  under  the  jet  at  various  points ;  the  cloud  was  cut  sharply  off 
at  that  point,  and  when  the  flame  was  placed  near  the  efflux  orifice 
the  cloud  entirely  disappeared.  The  heat  of  the  lamp  completely  pre- 
vented precipitation.  This  same  vapor  was  condensed  and  congealed 
on  the  surface  of  a  vessel  containing  a  freezing  mixture,  from  which 
it  was  scraped  in  quantities  sufficient  to  form  a  small  snow-ball.  The 
beam  of  the  electric  lamp,  moreover,  was  sent  through  a  large  receiver 
placed  on  an  air-pump.  A  single  stroke  of  the  pump  caused  the  pre- 
cipitation of  the  aqueous  vapor  within,  which  became  beautifully  iUn- 
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minated  by  the  beam ;  while,  upon  a  screen  behind,  a  richly  colored 
halo  due  to  diffraction  by  the  little  cloud  within  the  receiver  flashed 
forth. 

The  waves  of  heat  speed  from  our  earth  through  our  atmosphere 
towards  space.  These  waves  dash  in  their  passage  against  the  atoms 
of  oxygen  and  nitrogen,  and  against  the  molecules  of  aqueous  vapor. 
Thinly  scattered  as  these  latter  are,  we  might  naturally  think  meanly 
of  them  as  barriers  to  the  waves  of  heat.  We  might  imagine  that  the 
wide  spaces  between  the  vapor  molecules  would  be  an  open  door  for 
the  passage  of  the  undulations;  and  that  if  those  waves  were  at  all 
intercepted,  it  would  be  by  the  substances  which  form  99J  per  cent, 
of  the  whole  atmosphere.  Three  or  four  years  ago,  however,  it  was 
found  by  the  speaker  that  this  small  modicum  of  aqueous  vapor  inter- 
cepted fifteen  times  the  quantity  of  heat  stopped  by  the  whole  of  the  air 
in  which  it  was  diffused.  It  was  afterwards  found  that  the  dry  air  then 
experimented  with  was  not  perfectly  pure,  and  that  the  purer  the  air 
became  the  more  it  approached  the  character  of  a  vacuum,  and  the  greater, 
by  comparison,  became  the  action  of  the  aqueous  vapor.  The  vapor 
was  found  to  act  with  30,  40,  50,  60,  70  times  the  energy  of  the  air 
in  which  it  was  diffused ;  and  no  doubt  was  entertained  that  the  aqueous 
vapor  of  the  air  which  filled  the  Royal  Institution  theatre,  during  the 
delivery  of  the  discourse,  absorbed  90  or  100  times  the  quantity  of  ra- 
diant heat  which  w^as  absorbed  by  the  main  body  of  the  air  of  the 
room. 

Looking  at  the  single  atoms,  for  every  200  of  oxygen  and  nitrogen 
there  is  about  1  of  aqueous  vapor.  This  1,  then,  is  80  times  more 
powerful  than  the  200 ;  and  hence,  comparing  a  single  atom  of  oxygen 
or  nitrogen,  with  a  single  atom  of  aqueous  vapor,  we  may  infer  that 
the  action  of  the  latter  is  16,000  times  that  of  the  former.  This  was 
a  very  astonishing  result,  and  it  naturally  excited  opposition,  based 
on  the  philosophic  reluctance  to  accept  a  result  so  grave  in  consequences 
before  testing  it  to  the  uttermost.  From  such  opposition  a  discovery, 
if  it  be  worth  the  name,  emerges  with  its  fibre  strengthened ;  as  the 
human  character  gathers  force  from  the  healthy  antagonisms  of  active 
life.  It  was  urged,  that  the  result  was  on  the  face  of  it  improbable ; 
that  there  were,  moreover,  many  ways  of  accounting  for  it  without  as- 
cribing so  enormous  a  comparative  action  to  aqueous  vapor.  For  ex- 
ample, the  cylinder  which  contained  the  air  in  which  these  experiments 
were  made,  was  stopped  at  its  ends  by  plates  of  rock-salt,  on  account 
of  their  transparency  to  radiant  heat.  Rock-salt  is  hygroscopic ;  it 
attracts  the  moisture  of  the  atmosphere.  Thus,  a  layer  of  brine  readily 
forms  on  the  surface  of  a  plate  of  rock-salt ;  and  it  is  well-known  that 
brine  is  very  impervious  to  the  rays  of  heat.  Illuminating  a  polished 
plate  of  salt  by  the  electric  lamp,  and  casting,  by  means  of  a  lens,  a 
magnified  image  of  the  plate  upon  a  screen,  the  speaker  breathed 
through  a  tube,  for  a  moment  on  the  salt ;  brilliant  colors  of  thin  plates 
(soap-bubble  colors)  flashed  forth  immediately  upon  the  screen — these 
being  caused  by  the  film  of  moisture  which  overspread  the  salt.  Such 
a  film,  it  was  contended,  is  formed  when  undried  air  is  sent  into  th»'' 
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cylinder ;  it  was,  therefore,  the  absorption  of  a  layer  of  brine  which 
was  measured,  instead  of  the  absorption  of  aqueous  vapor. 

This  objection  was  met  in  two  ways.  First,  by  showing  that  the 
plates  of  salt  when  subjected  to  the  strictest  examination  show  no  trace 
of  a  film  of  moisture.  Secondly,  by  abolishing  the  plates  of  salt  alto- 
gether, and  obtaining  the  same  results,  in  a  cylinder  open  at  both 
ends. 

It  was  next  surmised,  that  the  efiect  was  due  to  the  impurity  of  the 
London  air,  and  the  suspended  carbon  particles  were  pointed  to  as 
the  cause  of  the  opacity  to  radiant  heat.  This  objection  was  met  by 
bringing  air  from  Hyde  Park,  Hampstead  Heath,  Primrose  Hill,  Ep- 
som Downs,  a  field  near  Newport  in  the  Isle  of  Wight,  St.  Catharine's 
Down,  and  the  sea-beach  near  Black  Gang  Chine.  The  aqueous  vapor 
of  the  air  from  these  localities  intercepted  at  least  seventy  times  the 
amount  of  radiant  heat  absorbed  by  the  air  in  which  the  vapor  was 
difi'used.  Experiments  made  with  smoky  air  proved  that  the  suspended 
smoke  of  the  atmosphere  of  West  London,  even  when  an  east  wind  pours 
over  it  the  smoke  of  the  city,  exerts  only  a  fraction  of  the  destructive 
powers  exercised  by  the  transparent  and  impalpable  aqueous  vapor  dif- 
fused in  the  air* 

The  cylinder  which  contained  the  air  through  which  the  calorific 
rays  passed  was  polished  within,  and  the  rays  which  struck  the  interior 
surface  were  reflected  from  it  to  the  thermo-electric  pile  which  mea- 
sured the  radiation.  The  following  objection  was  raised : — ^You  permit 
moist  air  to  enter  your  cylinder  ;  a  portion  of  this  moisture  is  con- 
densed as  a  liquid  film  upon  the  interior  surface  of  your  tube ;  its  re- 
flective power  is  thereby  diminished ;  less  heat  therefore  reaches  the 
pile,  and  you  incorrectly  ascribe  to  the  absorption  of  aqueous  vapor 
an  efiect  which  is  really  due  to  diminished  reflection  of  the  interior 
surface  of  your  cylinder. 

But  why  should  the  aqueous  vapor  so  condense  ?  The  tube  within 
is  warmer  than  the  air  without,  and  against  its  inner  surface  the  rays 
of  heat  are  impinging.  There  can  be  no  tendency  to  condensation  un- 
der such  circumstances.  Further,  let  five  inches  of  undried  air  be  sent 
into  the  tube — that  is,  one-sixth  of  the  amount  which  it  can  contain. 
These  five  inches  produce  their  proportionate  absorption.  The  driest 
day  on  the  driest  portion  of  the  earth's  surface  would  make  no  approach 
to  the  dryness  of  our  cylinder  when  it  contains  only  five  inches  of  air. 
Make  it  10,  15,  20,  25,  30  inches ;  you  obtain  an  absorption  exactly 
proportional*  to  the  quantity  of  vapor  present.  It  is  next  to  a  physi- 
cal impossibility  that  this  could  be  the  case  if  the  efiect  were  due  to 
condensation.  But  lest  a  doubt  should  linger  in  the  mind,  not  only  were 
the  plates  of  rock-salt  abolished,  but  the  cylinder  itself  was  dispensed 
with.  Humid  air  was  displaced  by  dry,  and  dry  air  by  humid  in  the 
free  atmosphere ;  the  absorption  of  the  aqueous  vapor  was  here  mani- 
fest, as  in  all  the  other  cases. 

No  doubt,  therefore  can  exist  of  the  extraordinary  opacity  of  this 
substance  to  the  rays  of  obscure  heat ;  and  particularly  such  rays  as 
are  emitted  by  the  earth  after  it  has  been  warmed  by  the  sun.     It  is 
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perfectly  certain  that  more  than  ten  per  cent,  of  the  terrcfltrial  radia- 
tion  from  the  soil  of  England  is  stopped  within  ten  feet  of  the  surface 
of  the  soil.  This  one  fact  is  sufficient  to  show  the  immense  influence 
"which  this  newly  discovered  property  of  aqueous  vapors  must  exert  on 
the  phenomena  of  meteorology. 

This  aqueous  vapor  is  a  blanket  more  necessary  to  the  vegetable  life 
of  England  than  clothing  is  to  man.  Remove  for  a  single  summer 
night  the  aqueous  vapor  from  the  air  which  overspreads  this  country, 
and  you  would  assuredly  destroy  every  plant  capable  of  being  de- 
stroyed by  a  freezing  temperature.  The  warmth  of  our  fields  and  gar- 
dens would  pour  itself  unrequited  into  space,  and  the  sun  would  rise 
upon  an  island  held  fast  in  the  iron  grip  of  frost.  The  aqueous  va- 
por constitutes  a  local  dam,  by  which  the  temperature  at  the  earth's 
surface  is  deepened :  the  dam,  however,  finally  overflows,  and  we  give 
to  space  all  that  we  receive  from  the  sun. 

The  sun  raises  the  vapors  of  the  equatorial  ocean ;  they  rise,  but 
for  a  time  a  vapor  screen  spreads  above  and  around  them.     But  the 
higher  they  rise,  the  more  they  come  into  the  presence  of  pure  space  '^ 
and  when,  by  their  levity,  they  have  penetrated  the  vapor  screen, 
which  lies  close  to  the  earth's  surface,  what  must  occur  ? 

It  has  been  said  that,  compared  atom  for  atom,  the  absorption  of  an 
atom  of  aqueous  vapor  is  16,000  times  that  of  air.  Now  the  power 
to  absorb  and  the  power  to  radiate  are  perfectly  reciprocal  and  pro- 
portional. The  atom  of  aqueous  vapor  will  tnerefore  radiate  with 
16,000  times  the  energy  of  an  atom  of  air.  Imagine  then  this  power- 
ful radiant  in  the  presence  of  space,  and  with  no  screen  above  it  to 
check  its  radiation.  Into  space  it  pours  its  heat,  chills  itself,  condenses, 
and  the  tropical  torrents  are  the  consequence.  The  expansion  of  the 
air,  no  doubt,  also  refrigerates  it ;  but  in  accounting  for  those  deluges, 
the  chilling  of  the  vapor  by  its  own  radiation  must  play  a  most  import- 
ant part.  The  rain  quits  the  ocean  as  vapor ;  it  returns  to  it  as  water. 
How  arc  the  vast  stores  of  heat  set  free  by  the  change  from  the  vapor- 
ous to  the  liquid  condition  disposed  of?  Doubtless  in  great  part  they 
are  wasted  by  radiation  into  space.  Similar  remarks  apply  to  the 
cumuli  of  our  latitudes.  The  warmed  air,  charged  with  vapor,  rises 
in  columns,  so  as  to  penetrate  the  vapor  screen  which  hugs  the  earth ; 
in  the  presence  of  space^  the  head  of  each  pillar  wastes  it.^  heat  by 
radiation,  condenses  to  a  cumulus,  which  constitutes  the  visible  capital 
of  an  invisible  cohimn  of  saturated  air. 

Numberless  other  meteorological  phenomena  receive  their  solution 
by  reference  to  the  radiant  and  absorbent  properties  of  aqueous  vapor. 
It  is  the  absence  of  this  screen,  and  the  consequent  copious  waste  of 
heat,  that  causes  mountains  to  be  so  much  chilled  when  the  sun  is 
withdrawn.  Its  absence  in  Central  Asia  renders  the  winter  there  al- 
most unendurable ;  in  Sahara  the  dryness  of  the  air  is  sometimes  such, 
that  though  during  the  dav  "the  soil  is  fire  and  the  wind  is  flame,'* 
the  chill  at  night  is  painful  to  bear.  In  Australia,  also,  the  thermo- 
metric  range  is  enormous,  on  account  of  the  absence  of  this  qualifying 
agent.     A  clear  day,  and  a  dry  day,  moreover,  are  very  different 
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it  is  chargcKl  with  aqueous  vapor,  and  on  such  occasions  great  chilling 
cannot  occur  by  terrestrial  radiation.  Sir  John  Leslie  and  others  hare 
been  perplexed  by  the  varying  indications  of  their  instruments  on  days 
equally  bright — but  all  these  anomalies  are  completely  accounted  for 
by  reference  to  this  newly  discovered  property  of  transparent  aqueooe 
vapor.  Its  presence  would  cheok  the  earth's  loss ;  its  absence,  without 
sensibly  altering  the  transparency  of  the  air,  would  open  wide  a  door 
for  the  escape  of  the  earth's  heat  into  infinitude. 

Proc.  Roynl  Ins^  Jan.  23»  186a. 

Application  by  Professor  Pepper  and  another  for  an  injunction  to  re- 
strain Myers  and  another  from  performing  the  Ghoft  Illusion. 

yrom  the  Londun  Meehanios*  Magazine,  Norembor.  1S63. 

This  was  an  application  for  an  injunction  to  restrain  the  defendant 
from  performing  the  celebrated  "  Ghost  "  illusion.  The  plaintiffs  were 
Professor  Pepper  and  Joseph  Heath,  of  Liverpool,  and  the  circum- 
stances of  the  case  were  as  follows  (according  to  the  plaintiffs'  version): 
— Mr.  Pepper,  with  one  Henry  Dircks,  were  the  first  inventors  of 
"  improvements  in  apparatus  to  be  used  in  the  exhibition  of  dramatic 
and  other  like  performances,"  and  in  August,  1863,  letters  patent  were 

¥  ranted,  giving  them  exclusive  right  of  using  their  invention  for  14  years, 
he  method  by  which  the  illusion  is  produced  is  as  follows : — The  na- 
ture and  object  of  the  invention  is,  by  a  peculiar  arrangement  of  ap- 
paratus, to  associate  on  the  same  stage  a  phantom  or  phantoms  with 
a  living  actor  or  actors,  so  that  the  two  may  act  in  concert.  The  ar- 
rangement of  the  theatre  requires,  in  addition  to  the  ordinary  stage, 
a  second  one  at  a  lower  level,  hidden  from  the  audience  as  far  as  di- 
rect vision  is  concerned;  the  hidden  stage  is  to  be  strongly  illuminated 
by  artificial  light,  and  capable  of  being  darkened  instantaneously, 
whilst  the  ordinary  stage  and  the  theatre  remain  illuminated  by  ordi- 
nary lighting.  A  large  glass  screen  is  placed  on  the  ordinary  stage  and 
in  front  of  the  hidden  one.  The  spectators  will  thus  not  observe  the 
glass  screen,  but  will  see  the  actors  on  the  ordinary  stage  through  it 
as  if  they  were  not  there  ;  nevertheless,  the  glass  will  serve  to  reflect 
to  them  an  image  of  the  actors  on  the  hidden  stage  when  these  are 
illuminated,  but  this  image  is  made  immediately  to  disappear  by  dark- 
ening the  hidden  stage.  The  gla^s  screen  is  set  in  a  frame,  so  that  it 
can  be  readily  moved  to  the  place  required,  and  it  is  to  be  set  at  an 
inclination  to  enable  the  spectators,  whether  in  the  pit,  boxes,  or  gal- 
lery, to  see  the  reflected  image.  The  glass  is  adjustable,  and  it  is 
readily  adjusted  to  the  proper  inclination  by  having  a  person  in  the 
pit  and  another  in  the  gallery  to  inform  the  party  who  is  adjusting  the 
glass  when  they  see  the  image  correctly.  The  hidden  stage  is  capa- 
ble of  being  closed  at  the  top  by  trap- doors.  When  the  trap-doors 
are  closed  actors  on  the  ordinary  or  visible  stage  can  pass  freely  to 
and  fro  above  the  lower  or  hidden  stage.  The  ordinary  stage  and 
trap-doors  are  covered  with  green  baize,  or  other  dark  material,  so 
that  when  the  trap-doors  are  opened,  the  audience,  even  those  in  the 
gallery,  will  not  readily  be  able  to  perceive  the  opening.     The  actors 
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tiling?.     The  atmosphere  may  possess  great  visual  clearness,  while 
or  objects  corresponding  with  the  phantom  images  which  it  is  desired 
to  represent  to  the  audience,  are  strongly  illuminated  by  the  lime-light^ 
or  the  electric-light,  or  other  powerful   illuminating  means  may  be 
employed.     This  light  must  accompany  the  actor  in  any  movement  he 
lias  to  make.     The  hidden  stage  and  the  lanterns  may  be  mounted  on 
a  carriage  on  rails,  so  that  when  it  is  necessary  for  the  phantom  actor 
or  object  on  the  lower  stage  to  be  moved,  the  lanterns  may  be  caused 
to  move  also,  or  the  lanterns  may  remain  stationary  whilst  the  actor 
moves,  provided  the  whole  space  through  which  he  moves  is  sufficiently 
illuminated.     The  lanterns  are  to  be  provided  with  means  for  instan* 
taneously  extinguishing  or  making  thelifrht,  and  for  reproducing  it,  so 
that  the  phantom  may  be  made  to  disappear  and  re-appear  at  pleasure, 
whilst  the  audience  and  the  stage  will  be  more  or  less  lighted  in  the 
ordinary  manner,  according  to  the  effects  desired  to  be  obtained.  For 
this  purpose,  a  board  is  employed  which  is  capable  of  being  raised  into 
a  position  so  as  to  entirely  cut  off  the  light  from  the  hidden  stage  when 
desired,  or  an  ordinary  opaque  shade  attached  to  the  lantern  may  be 
used  for  the  purpose,  or  when  using  the  lime-light  the  desired  effects 
are  caused  by  gradually  or  instantaneously  (as  the  case  may  require) 
cutting  off  the  supply  of  gases,  and  the  phantom  image  may,  by  any 
of  these  means,  be  caused  gradually  or  instantaneously  to  fade  away. 
When  the  trap-doors  over  the  hidden  stage  are  open,  the  part  thereof 
assists  in  hiding  the  lanterns  and  the  opening  from  the  audience. 
The  part  acts  to  screen  the  lanterns  from  the  audience,  and  also  to 
ensure  that  any  actor  or  object  on  the  hidden  stage  shall  not  acciden- 
tally appear  above  the  level  of  the  visible  stage.     The  phantom  ac- 
tor when  standing  on  the  stage  leans  against  the  screen,  which  is  in- 
clined so  as  to  be  parallel  with  the  glass  screen,  and  is  covered  with 
black  velvet  or  other  dark  material,  as  is  also  the  stage,  in  order  that 
no  image  of  either  the  screen  or  the  stage  may  be  seen  in  the  reflec- 
tion.    The  glass  screen  is  a  large  inclined  sheet  of  plate -glass  on  the 
ordinary  stage,  of  sufficient  size  to  reflect  the  full  length  of  the  actors 
or  objects  on  the  hidden  stage  to  the  audience  in  the  pit,  boxes,  and 
galleries  of  the  theatre.     The  hidden  stage  is  between  the  glass  and 
the  audience.     The  glass  is  mounted  in  a  swing  frame  so  that  it  may 
be  adjusted  to  the  angle  required  by  screws,  or  ropes  and  pulleys,  or 
otherwise.  The  glass  is  to  be  set  at  such  an  inclination  as  to  bring  the 
reflected  image  to  the  level  of  the  visible  stage.     This  will  enable  the 
spectators,  whether  in  the  pit,  boxes,  or  gallery,  to  see  the  reflected 
imago  without  any  obstruction  to  the  view  above  the  foot-lights,  and 
it  will  be  visible  from  all  parts  of  the  house  except  those  extreme  posi- 
tions which  cannot  command  a  view  through  the  glass  of  that  part  of 
the  stage  where  the  image  is  reflected.     Ihe  glass  being  in  a  swing- 
frame  the  proper  angle  of  inclination  is  ascertained  experimentally  by 
having  persons  in  different  parts  of  the  house  to  say  when  the  image 
is  shown  to  them  correctly.     The  scenery  is  so  disposed  as  to  conceal 
the  frame  of  the  glass,  and  we  prefer  that  the  glass  should  be  able  to 
descend  into  an  opening  or  box  beneath  the  stage,  in  which  case  we 
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counterbalance  the  glass  and  frame  so  that  they  may  easily  be  raised 
into  the  position  desired  by  means  of  a  rope,  by  which,  aided  by  the 
bolts,  the  glass  is  supported  in  the  required  position.  In  this  case  the 
glass  may  either  be  adjusted  when  screened  from  the  audience,  and 
remain  in  position  during  the  scenes,  or  (the  proper  angle  of  inclination 
having  been  previously  ascertained  by  experiment)  the  glass  may  be 
raised  on  to  the  ordinary  or  visible  stage  and  placed  in  position  whilst 
the  scene  is  before  the  eyes  of  the  audience,  under  a  subdued  light, 
without  the  movement  being  observed,  for  which  latter  purpose  the 
top  bar  of  the  frame  of  the  glass  should  be  made  very  light,  or  be 
emitted  altogether.    This  arrangement  admits  of  an  actor  on  the  visi- 
ble stage  passing, across  the  space  which  the  glass  is  to  occupy,  and 
this  he  can  do  just  before  the  appearance  of  the  phantom ;  and  then 
immediately  the  glass  is  run  up,  the  trap-doors  are  opened,  the  actor 
or  image  on  the  hidden  stage  is  illuminated,  and  the  phantom  appears* 
This  arrangement  will  render  it  less  likely  that  the  audience  should 
imagine  that  there  is  anything  interposed  between  them  and  the  actors, 
than  if  the  glass  plate  remained  permanently  in  position  during  the 
scene.     The  hidden  or  lower  stage  may  be  provided  with  a  trunk  or 
well-hole,  up  which  an  actor  can  rise  ;  he  will  then  appear  as  a  spectre 
rising  out  of  the  visible  stage.     The  lanterns  may  be  provided  with 
colored  glasses  in  order  to  heighten  the  effect.  As  the  actors  on  the  visi- 
ble stage  do  not  themselves  see  the  spectral  images,  marks  should  be 
placed  on  the  stage,  or  other  indications  made,  in  order  that  they  may 
know  the  position  which  the  spectres  appearing  to  the  audience  are 
to  occupy.   In  order  to  appear  upright  upon  the  visible  stage,  the  actor 
or  object  on  the  hidden  stage  should  be  inclined  so  as  to  be  as  nearly 
as  practicable  parallel  with  the  surface  of  the  glass.    In  affecting  this, 
assistance  is  afforded  by  the  screen  of  the  hidden  stage.    Several  sheets 
of  glass  may  be  employed  at  the  same  time,  if  one  is  not  of  sufficient 
width  to  cover  the  different  parts  of  the  stage  at  which  it  is  desired  that 
the  spectre  should  appear,  the  interval  or  junction  being  concealed 
by  the  introduction  of  a  tree  or  column,  or  some  other  pieces  of  scen- 
ery.— The  injunction  was  granted. 


A  New  Alloy  applicable  to  the  manufacture  of  all  metal  articles. 

From  the  London  Mining  Joarnal,  No.  14M. 

A  new  alloy  described  as  applicable  to  the  manufacture  of  all  metal 
articles,  bells,  hammers,  anvils,  rails,  and  non-cutting  tools,  has  been 
patented  by  Mr.  M.  H.  Micolon,  of  Paris.  The  alloy  consists  of  iron 
ings  or  tin  waste,  80  parts  of  steel,  4  parts  of  manganese,  and  4  parts 
with  manganese  or  borax.  The  patentee  takes  20  parts  of  iron  tarn- 
of  borax;  but  these  proportions  may  be  varied.  When  it  is  desired  to 
increase  the  tenacity  of  the  alloy,  2  or  3  parts  of  wolfram  are  added. 
When  the  cupola  is  ready,  the  iron  and  steel  are  poured  in,  and  then 
the  manganese  and  borax  ;  finally  the  vessel  is  filled  up  with  coke ;  the 
metal  is  thus  in  direct  contact  with  the  fuel  in  the  cupola,  and  by  quickly 
running  the  fused  mass  into  moulds,  bells  which  possess  the  sonority 
of  silver,  whilst  the  cost  is  less  than  bronze,  may  be  obtained. 
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The  Oreat  Eastern  as  a  Screw  Steamer  only. 

From  the  London  Mining  Jonrnal,  No.  UM» 

The  Quarterly  Journal  of  Science  contains  an  article  on  "  Steam 
Navigation ;  its  Rise,  Progress,  and  Prospects,"  by  Mr.  Martin  Sam- 
uelson,  C.  E.,  in  which  the  author  suggests  that  the  paddle  engines 
of  the  Great  Eastern  should  be  removed;  and  in  order  to  show  the 

freat  advantages  she  would  then  possess  over  the  other  large  steamers, 
e  gives  the  following  comparative  statement  of  the  capacities  of  the 
Persia  and  the  Chreat  Uasterriy  under  the  conditions  suggested  by  him : 
— "With  her  paddle  engij^es  removed,  the  Great  Eastern  would  carry 
about  7400  tons  of  measurement  goods,  and  12,000  tons  of  coal  (more 
cargo  and  less  coal  in  proportion).     She  would  burn  about  200  tons 
of  coal  per  diem,  and  steam  9  knots  per  hour.     The  Persia  carries 
1257  tons  of  measurement  goods,  and  1700  tons  of  coal,  and,  burning 
about  150  tons  per  day,  attains  an  average  speed  of  12  knots  per  hour. 
Tbus,  if  we  were  to  take  into  consideration  the  increased  speed  at- 
tained by  the  Persia  over  the  Great  Eastern^  we  should  have  to  take 
the  quasi-consumption  of  the  latter,  not  at  200,  but  at  260  tons  per 
day.     Now,  let  us  compare  the  work  as  it  would  be  performed  by  the 
t-wo  boats,  with  the  coal  required  by  each,  and  we  shall  find  that  the 
Psrsia^  carrying  1257  tons  of  goods,  and  consuming  150  tons  of  coal 
per  day,  burns  270  Bbs.  of  coal  per  day  for  every  ton  of  goods  carrieck 
by  her.     Whilst  the  Great  Eastern^  carrying  7400  tons  of  goods,  aiket^. 
consuming  268  tons  of  coal  per  day,  would  only  burn  81  lbs.  of  eoal! 
per  day,  lor  every  ton  of  goods  carried.     This  comparative  statement 
exhibits  in  a  general  manner  how  great  is  the  advantage  of  a  screw 
over  a  paddle  steamer  for  trading  purposes,  but  as  far  as  tbe  Great 
Eastern  is  concerned,  we  do  not  hesitate  to  say  that  with  appropriate 
internal  arrangements  she  could  be  made  to  carry  at  least  10,000  tons 
of  measurement  goods ;  that  with  the  screw  alone  aiMl  a  suitable  rig, 
she  would,  in  an  average  state  of  the  weather,  attaim  a  speed  of  10 
knots  an  hour ;  whilst  with  a  good  wind  she  would  keep  pace  with,  if 
not  outstrip,  the  fastest  paddle  steamer  afloat.    A  eomparison  of  the 
trans-Atlantic  mail  paddle  boats,  supported  by  a  subsidy,  with  the  screw 
boats  in  the  same  service  not  so  endowed,  would  furdier  confirm  tho 
statement  of  the  superior  economy  of  the  screv« 


For  tb«  Jonrnal  of  the  rrftaklf  n  InstHiito. 

On  Joule's  Equivalent  of  Heat.    By  John  W.  Nystrom,  C.  E. 

In  reading  an  article  on  "  Economy  in  the  Use  of  Steam,*'  page  818, . 
of  this  Journal,  I  came  across  a  passage  where  the  equivalent  of  power 
is  divided  by  Joule's  equivalent  of  heat,  and  the  result  called  "  units 
of  heat  transmitted  into  power/*  This  drew  my  attention  to  another 
error  in  the  article  on  Steam  Boiler  Explosion,  page  828,  where  I  divide 
units  of  heat  by  Joule's  equivalent,  and  call  the  result  horse-powen. 
Both  of  these  results  are  wrong,  and  ought  to  be  corrected. . 

Joule's  equivalent  of  heat  is  work,  or  vis  viva,  and  not  power.;  it  i& 
foot  pounds  of  work,  and  not  foot  pounds  of  power. 

Vol.  XLVII.— Tbird  draus.— No.  6.— Juki,  1864.  se 
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Joule's  equivalent  divided  bv  time  will  be  power.  If  one  equivalent 
of  heat  is  generated  per  second,  the  horse-power  will  be 

H  =  cTTi  =  1*4363  horses, 
ooU    . 

when  550  lbs.  raised  one  foot  per  second  is  one  horse-power. 

Let  us  assume  the  unit  for  work  to  be  that  which  one  horse-power 
can  accomplish  in  the  time  of  one  hour,  which  will  be  about  the  same 
as  that  of  a  man  working  one  day,  and  let  w  represent  the  number  of 
such  units;  then  the  first  formula  for  horse-power,  page  328,  will  be 

'              31 X 180°  X  5-5  X  62-5  X  772       .  .^  ^^^      •*     r       v 
w= 650^^00 =^747-875  units  of  work, 

or  it  would  require  748  men  to  work  one  day  to  do  the  same  amount 
of  damage  as  that  of  the  explosion. 


FRANKLIN  INSTITUTE. 


Proceedings  of  the  Stated  Monthly  Meeting ^  May  19,  1864. 

William  Sellers,  President,  in  the  chair. 
JohnH.  Towne,  ly.     p     .,     .      1 
Fairman  Rogers,/  Vicerresiaents,    I  p^^g^^^^ 

John  F.  Frazer,  Treasurer,  J 

Washington  Jones,  Recording  Secretary. 

The  minutes  of  the  last  meeting  were  read  and  approved. 

Donations  to  the  Library  were  received  from  the  Royal  Astronomi- 
cal Society,  the  Royal  Geographical  Society,  the  Statistical  Society, 
and  the  Society  of  Arts,  London ;  la  Societ6  Industrielle  de  Mull- 
house,  France;  de  Neider-osterreichischen-Gewerbe  Vereines,  Vienna, 
Auatria;  Dr.  E.  M.  Dingier,  Augsburg,  Germany;  Hon.  Wm.  D. 
Kelley,  and  Hon.  Geo.  Middleton,  U.  S.  Congress,  and  the  Smithso- 
nian Institution,  Washington,  D.  C. ;  the  Young  Men's  Association, 
BuflTalo,  New  York ;  Hon.  George  Connell,  Pennsylvania  Senate,  Har- 
risburg,  Penna.;  the  American  Philosophical  Society,  Isaac  B.  Grar- 
rigues,  Esq.,  Prof.  John  F.  Frazer,  and  Messrs.  William  Sellers  & 
Co.,  Philadelphia. 

The  Periodicals  received  in  exchange  for  the  Journal  of  the  Insti- 
tute, were  laid  on  the  table. 

The  Treasurer's  report  for  April  was  read. 

The  Board  of  Managers  and  Standing  Committees  reported  their 
minutes. 

The  Special  Committee  to  revise  the  By-Laws,  reported  progress, 
and  at  their  request  t&e  following  gentlemen  were  added  to  the  Com- 
mittee :  Messrs.  Frederick  Fraley,  George  Erety,  George  Harding, 
John  C.  Cresson,  Samuel  V.  Merrick,  Henry  G.  Morris,  and  William 
Sellers. 

The  Special  Committee  to  investigate  the  question  of  a  proper  sys- 
tem of  screw  threads,  bolt  heads,  and  nuts,  reported  progress,  and  at 
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their  request,  Messrs.  Robert  Briggs  and  Algernon  Roberts  were  added 
to  the  Committee. 

The  Special  Committee  on  the  new  Charter,  reported  the  Charter 
as  passed  by  the  Legislature,  which  was  read,  and,  on  motion,  ac- 
cepted. 

The  Special  Committee  on  steam  expansion,  reported  progress. 

On  motion,  it  was 

Resolved,  That  when  the  Institute  adjourn,  they  adjourn  to  meet  on  Thursday 
eyenin^,  June  9,  proximo,  to  receive  the  report  of  the  Committee  on  the  revision 
of  the  By-Laws,  and  consider  th<)  same. 

One  resignation  of  membership  in  the  Institute,  was  read  and  ac- 
cepted. 

Candidates  for  membership  in  the  Institute  (13)  were  proposed,  and 
the  candidates  proposed  at  the  last  meeting  (7)  were  duly  elected. 

Mr.  J.  B.  Britton  exhibited  a  model  of  his  patented  Furnace  for 
Roasting  Ores,  etc. 

In  this  furnace  the  ore  is  contained  in  a  central  vertical  cham- 
ber, across  which  the  products  of  combustion  from  the  fire-place  are 
caused  to  pass  regularly  in  one  direction.  By  a  discharging  device  the 
rate  of  descent  of  the  ore  through  the  chamber  can  be  regulated  at 
pleasure,  so  that  each  particle  of  ore  can  be  submitted  to  the  action 
of  the  fire  for  any  length  of  time  desired.  By  carrying  the  draft  across 
the  chamber  the  products  of  combustion  are  brought  in  direct  contact 
with  every  portion  of  the  ore,  and  the  sulphurous  and  other  deleterious 
vapors  are  taken  direct  to  the  chimney,  and  are  not  carried  among  the 
particles  of  unroasted  ore,  as  in  ordinary  kilns. 

A  model  of  Harthol  k  Lee's  ^^  American  Farm  Gate"  was  exhibited. 
In  this  gate  the  bars  are  jointed  together  at  the  point  of  their  inter* 
section^  and  all  the  horizontal  bars  are  jointed  at  one  end  to  the  side 
post,  so  that  when  these  bars  are  raised  to  a  vertical  position  the 
others  will  be  brought  close  together,  leaving  the  passage  way  between 
the  posts  clear. 

Barry,  Waples  4;  Singleton's  Bilge  Water  Gauge,  for  measuring  the 
depth  of  water  in  the  holds  of  vessels,  etc.,  was  exhibited. 

This  gauge  consists  of  an  inverted  siphon  containing  mercury,  the 
short  leg  of  the  siphon  being  about  four  times  the  diameter  of  the  other, 
and  having  connected  to  it  one  end  of  a  copper  pipe,  the  other  end  of 
which  communicates  with  an  air  chamber  in  the  hold.  The  air  cham- 
ber is  a  pipe  about  14  inches  long  and  one  inch  inside  diameter,  open  at 
the  bottom  and  closed  at  the  top.  When  the  water  rises  in  the  hold, 
the  air  in  the  air  chamber  is  compressed,  and  this  pressure  is  commu- 
nicated to  the  mercury  in  the  siphon,  which,  by  its  height,  indicates 
the  depth  of  water  in  the  hold. 

This  gauge  is  also  admirably  adapted  for  showing  the  depth  of  wa- 
ter in  a  screw  or  sectional  dock,  reservoir,  or  cistern,  there  being  no 
practical  limit  to  its  capacity,  as  it  will  show  as  accurately  the  depth 
of  fifty  feet  as  one  foot. 
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Mr.  James  D.  Rice  submitted  for  examination  several  forois  of 
Lightning  Rod  Points,  and  mode  the  following  remarks: 

A  new  invention  is  not  claimed  for  anj  of  the  lightning  rod  points 
exhibited,  but  simply  a  modification  of  a  point  constructed  by  Profeaaor 
Robert  T.  Hare. 

Through  the  kindness  of  Judge  Hare,  I  have  obtained  this  point 
for  exhibition  this  evening :  at  a  future  time  it  is  to  be  presented  to  the 
Franklin  Institute  to  be  deposited  in  their  model-room.  This  point 
is  constructed  of  18  small  copper  wires,  soldered  to  the  upper  end  of 
an  iron  rod,  the  junction  surrounded  by  a  zinc  ball ;  the  object  of  which 
is  to  preserve  the  copper  points  from  oxidation.  This  point  was  made 
over  80  years  ago — as  I  find  it  described  in  Professor  Hare's  Chemistry 
— >and,  as  may  be  seen  by  examination^  the  copper  wires  are  in  good 
order. 

I  exhibit  two  points  of  my  oton  construction,  differing  somewhat  from 
Professor  Hare's  but  upon  the  same  principle  One  of  these  was  placed 
upon  a  flag-pole  upon  the  American  Mechanics'  Hall,  and  was  struck 
by  lightning  last  summer ;  one  of  the  copper  points  shows  slight  marks 
of  fusion,  but  not  injured  for  further  use ;  no  other  effects  could  be 
traced  upon  the  rod  or  building.  Here  is  another  point  which  has 
been  struck, a  platina  point,  of  M'AUister's manufacture;  the  platina 
is  all  melted  off,  and  the  rest  of  the  points  much  torn  by  the  explosion. 
This  I  have  found  to  be  the  case  in  all  instances  with  the  platina  point — 
doubtless  owing  to  its  very  low  conducting  power  and  the/orm  in  which 
it  is  used.  Another  objection  to  this  point  is  the  very  imperfect  method 
of  connecting  the  point  to  the  rod.  I  consider  the  platina  points  of 
little  value  for  lightning  rods.  Points  should  be  so  constructed  as 
to  be  uninjured  when  repeatedly  struck. 

In  replying  to  the  remarks  of  Professor  Fraser,  my  opinion  is,  that 
although  lightning  conductors  in  complete  order  do  silently  convey 
electricity  from  a  cloud,  yet  they  cannot  in  this  way  prevent  a  stroke 
at  all  times ;  if  they  could,  lightning  should  never  strike  in  this  city 
where  there  are  many  hundred  rods,  many  of  which  are  as  complete 
as  possible,  and  yet  it  does  strike  from  3  to  6  times  or  more  every 
season.  Again,  whoever  has  watched  the  lightnings  flash  during  storms, 
has  observed  it  to  pass  horizontally  a  long  distance — probably  many 
miles — and  then  descend  to  the  earth ;  in  such  cases  the  clouds  being 
too  far  off  to  be  discharged  silently  by  the  conductor ;  it  then  becomes 
the  ofiice  of  the  lightning  rod  to  receive  and  convey  the  stroke  harm- 
lessly into  the  earth.  In  an  instant  it  may  pass  from  the  clouds,  say 
10  or  15  miles  distant,  to  one  directly  over  us,  and  thence  to  the  earth, 
destroying  life  and  property  without  descrimination,  unless  protected 
by  suitable  conductors. 

A  word  or  two  relative  to  insulation  of  rods;  no  good  authority 
sanctions  their  use.  Professor  Hare's  rod  erected  by  himself,  on  the 
contrary,  is  soldered  to  the  metal  roof,  making  the  roof  a  part  of  the 
conductor.  This  principle  I  have  adopted  on  many  large  buildings  in 
this  city,  such  as  railroad  depots,  market-houses,  Qirard  College  build- 
ings, &c. 
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May, 

1864. 

1868.' 

May, 
for  18  years. 

Thermometer— Highest— degree,     . 

8600<» 

90-00« 

90^00«» 

"                     ♦♦         date. 

10th&8l8t. 

23d. 

7th'60;28d'68 

"               "Warmest  day— Mean, 

78-17 

27-84 

79-88 

««                    ••          "       date. 

9th. 

28d. 

28d,  1868. 

«*               Lowest— degree, 

41-00 

40-00 

86-00 

"                     "         date. 

8d. 

7th. 

7th,  1864. 

"               Coldest  day— Mean, 

49-67 

42-60 

40-00 

"                    "        "      date,  . 

8d. 

6th. 

3d,  1861. 

'<               Mean  daily  oscillation. 

16-61 

19-16 

17-24 

"                   "        ••     range,    . 

6-08 

6-48 

.     6-60 

"               Means  at  7  a.m.,     . 

62-68 

69-82 

68-67 

"                   "           2  pm.,      . 

78-86 

71-76 

69-98 

«*                  "           9  p.m.,      . 

66-16 

62-64 

61-68 

«                   <«      for  the  month, 

61:01 

64-67 

68-86 

Barometer — Highest — Inches, 

80,000  in. 

29-976  in. 

80-888  in. 

"                 "        date,     . 

6th. 

21st. 

4th,  1862. 

««          Greatest  mean  daily  press. 

29-978 

29-962 

80-278 

««               "        date. 

5th. 

21st. 

6th,  1852. 

"          Lowest— Inches, 

29-879 

29-294 

29-096 

"        date,       . 

10th. 

81st. 

27th,  1861. 

*'          Least  mean  daily  press., 

29-487 

29-848 

29-248 

"               "        date, 

10th. 

8l6t. 

27th,  1861. 

«*          Mean  daily  range, 
««          Means  at  7  a.m., 

0-108 

0-086 

a-120 

29-668 

29-788 

29-812 

"                  •«           2  P.M., 

29-627 

29-786 

29-776 

"                    "             9  P.M., 

29-666 

29-769 

29-779 

«               «     for  the  month,  . 

29-662 

29-768 

29-796 

Force  of  Vapor— Greatest— Inches, 

0-714  in. 

0-070  in. 

0-771  in. 

"            ••             «*           date,     . 

24th. 

80th. 

14th,  1864. 

"           ♦<         Leaslr-Inches,     . 

•202 

•189 

•069 

«            "             "      date. 

8d.         ' 

6th. 

2d,  1861. 

««            «         Means  at  7  A.M.,  . 

•428 

•876 

-867 

««              "              «*             2  P.M.,     * 

•462 

•866 

•875 

««           *«           «*           9  p.m.,    . 

*461 

•406 

-880 

♦«            ««           "      for  the  month, 

•446 

-882 

-871 

Eelative  Humidity— Greatest— per  ct. 
«<            <«                  «           date, 

97  per  ct. 
26th. 

91  per  ct. 
7th. 

100*0  per  ct 
Often. 

*'           •»              Least— per  ct., 
«           «                  «       aate,    . 

82-0 

28-0 

16-0 

28th. 

22d. 

6th,  1866. 

«           ««               Means  at  7  a.m., 

78-2 

72-8 

71-4 

*«              *«                       «»            2  P.M., 

64-6 

48-8 

61-2 

"               "                         «             9  P.M., 

78-6 

69-8 

68-6 

«           «                  « for  the  month 

671 

63-6 

68-7 

Clouds — Number  of  clear  days,*    . 

7 

16 

10-4 

"           ♦*              cloudy  daye,    . 
"        Means  of  sky  cov*d  at  7  a.m.. 

24 

16 

20-6 

62-9  per  ct. 

61*0  per  ct 

68-3  per  ct 

«               t(               <i        It             2  P.M. 

69-0 

66-6 

60-3 

**            ««            "      "          9  p.m., 

68-4 

88-1 

46-6 

"            "           ««      for  the  month, 

68-4 

48-2 

55-0 

Bain                                 Amount,  . 

9-042  in. 

4-792  in. 

4-609  in. 

No.  of  days  on  which  Bain  or  Snow  fell. 

12 

11 

12-7 

Prevailing  Winds— Times  in  1000 

8  22«28'wl06 

k77«8'^-877 

H74«88^-105 

•  Left  Uuui  OM-third  oorered  At  th«  hours  of  obMrTAtion. 
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Spring, 

Spring, 

■■ 
Spring,  for 

1864. 

1863. 

13  years. 

Thermometer — Highest— degree,     . 

8G-0UO 

90-00« 

9000<>       , 

date, 

May  10  &  81, 

May  23d. 

Uy7'aQ:M723*63^' 

*«              "Warmest  day— Mean, 

78-19 

79-88 

78-88        ' 

dato, 

May  9, 

May  23d. 

May  23, 1860. 

**              Lowest— degree, 

.2000 

1500 

4-00 

date,  . 

March  22d. 

March  6th. 

March  10 '66.' 

'♦              Coldest  day— Mean, 

27-83 

24-17 

11-60        1 

*♦                   «.        .i       date,    . 

March  22d. 

March  5th. 

March  10 '66. 

**              Mean  daily  oscillation. 

1519 

15-96 

16-20 

**                    •*        "    range,     . 
**              Means  at  7  A.  M.,    . 

5-14 

6-77 

5-98 

47r2a 

45  19 

46-47 

2  P.M.,     . 

.  58-00 

66-68 

57-86 

9  P.M.,     . 

50-88 

48-62 

50-30 

**                    "  for  the  Spring, 

.  5206 

49-83 

61-64 

Barometer — Highest — Inches, 

80131  in. 

80-884  in. 

80-522  in. 

date,      . 

March  3d. 

March  2l8t. 

March  3d,'62. 

*  *          Greatest  mean  daily  press 

30-090 

30-811 

30-468 

»*        date,      . 

March  8d. 

March  20th. 

April  8d,  '64. 

^*          Lowest— Inches,  . 

29-184    . 

29-260 

28-884 

»*        date,      . 

March  .80. 

April  2d. 

Ap.  21st.  '62. 

'*          Least  mean  daily  press.. 

20-246 

29-343 

28^959 

•*        date, 

March  80. 

May  8l8t. 

Ap.  2l8t,  '62. 

**          Mean  daily  ransre, 
'«          Means  at  7  A.  M,, 

0135 . 

0-164 

0161 

29-706 

29-818 

29-822 

2  P.  M., 

29-661 

29-772 

29-777 

9  P.  M., 

29-706 

29-819 

29-808 

*♦                 **      for  the  Spring, 

29-691 

29-803 

49-802 

Force  of  Vapor— Greatest— Inches, 

0-714  in. 

0-700  in. 

0-771  in. 

"           date,     . 

May  24th. 

May  8(Hh. 

May  14, 1864. 

•*            "          Least— Inches,     . 

0-664 

•060 

023 

•*           *•             **        date. 

March  20, 

March  15th. 

Mar.  6, 1858, 

Means  at  7  A.  M., 

•268 

-243 

•249 

•*             "           2  P.  M., 

••278 

•243 

•266 

**            "              "           9  P.  M., 

•286 

•264 

•269 

**            "              "for the  Spring, 

•276 

•250 

•261 

Relative  Humidity— Greatest— per  ct;, 

97-0  pep  ct. 

96^0  per  ct. 

100-0  per  ct. 

**       '     **                   **           date, 

May  26th. 

April  24th. 

Often. 

Leastr-per  ct.. 

18-0 

16.0 

13-0 

*•            **                  *•        date,  ; 

Mar.9;Ap.7. 

April  24th. 

April  18,  '52. 

"            **               Means  at  7  A.M., 

71-9 

72-8 

72-2 

"                   "          2  P.M., 

52^4 

51-7 

51-8 

**            "                   "           9  P.M., 

69^1 

•  69-4 

67-9 

•*            »*                    "    for  Spring, 

64-5 

64-5 

64-0 

Clouds— K umber  of  clear  days,*      . 
"            **              cloudy  days,     . 

21 

27 

28-8 

71 

66 

63-2 

•»        Means  of  sky  cov»d  at  7  A.M. 

52-2  per  ct. 

68-7  per  ct. 

60-3  per  ct. 

'*              '*           ■**      "         2  P.M. 

68^6 

67-7 

62-6 

*'              **           **       '*         9  P.M. 

59-2 

60-4- 

48« 

"          for  Spring,' 

68-8 

58-9 

57-2 

Bain  and  Melted  Snow— Amount, 

18-763  in. 

18-466  in. 

12-816  in.  ; 

No.  of  days  on  which  Rain  or  Snow  fell, 

86- 

48- 

36-5      ; 

Prevailing  WindB~.Time8  in  1000, 

w52«89'w006 

1 

n40«16'w170 

n67<'68'w-186J 

•  L«M  than  ODe>tbird  coTered  attb«  hoon  ofolwerrfttioii. 
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WOOD'S     PATENT: 


NEW  FUSIBLE  METAL  AND  IMPROVED  ALLOYS; 

For  Solders,  Cements,  Plugs  for  Safety  Valves,  Thermoscopic  Tests, 
Light  Castings,  Moulds,  Dies,  Medallions,  Copying  delicate 
forms,  natural  or  artificial.  Hermetic  Sealing,  Sil- 
vering Mirrors,  Electrotype  and  Stereo- 
type purposes,  &c.,  &c. 


Combining  valuable  qualities  possessed  by  no  other 
class  of  alloys^ 


CSECURED  BY  LETTEKS  PATENT,  March  20,  1860.) 


The  Patent  embraces  the  class  of  Fusible  Alloys  prodaeed  bj  combining  Cadmium 
with  tin  and  lead,  or  with  tin,  lead,  and  bismuth,  (in  either  ease,  with  or  without  the 
addition  of  mercury,)  in  the  proportions  set  forth  in  the  specification,  and  secures  to  the 
undersigned  the  use  of  cadmium  in  these  combinations  and  proportions  for  the  prodactton 
of  said  alloys. 

Witling  to  allow  artisans  opportunity  to  test  the  working  qualities  of  this  class  of  al- 
loys, and  not  to  be  particular,  for  the  time,  as  to  the  source  or  manner  of  procurement* 
no  measures  have  hitherto  been  put  in  force  to  stop  infringements.  But  this  is  to  give 
notice,  that  all  parties  or  persons  hereafter  found  in  any  way  infringing  on  the  Patent, 
will  be  proceeded  against,  wherever  found,  to  the  full  extent  of  the  Law. — Without  a 
grant  from  the  patentee,  "  Jt  is  an  infringement  to  make  a  patented  article  for  use  or 
aalcj  though  it  be  never  used  or  sold ;  to  use' it ^  though  made  hy  another,  and  to  seliit, 
whether  made  by  oneself  or  another,''* — Curtis. 

State,  County^  Town,  Laboratory  or  Shop  rights  to  make  and  use  the  patent  fosiblo 
alloys,  with  directions  for  modifications  of  the  forrouls  for  special  results,  are  for  sale  on 
liberal  terms. 

Samples  sufficient  for  testing  the  qualities  of  the  alloys,  furnished  at  the  cost  of  manu- 
facture, upon  payment  of  charges.     DescriptiTc  circulars  sent  upon  application. 

Address  Db.  B.  WOOD, 

Albany,  New  York. 
January  1st,  1864. 
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PROSPECTUS 

OV  THB 

JOURNAL  OP 'THE  FRANKLIN  INSTITUTK 

Of  the  Btata  of  VttanajWmniMt 
FOR  THE  PROMOTION  OF  THE  MECHAiaO  AITCS. 


The  Jonnial  of  the  Franklin  Institute  is  the  oldest  Periodical  ia  (he  United  State 
oevoted  to  tne  spread  of  information  on  subjects  connected  with  the  Mechanic  and  Mino- 
frcturinq:  Arts,  and  the  only  one  containing  a  complete  record  of  American  Patents  iane^ 
since  its  establishment  in  January,  I8d6. 

The  extensive  \hA  of  European  Exchaof  «>  which  it  poaseeees,  enables  it  to  give  to  iti 
readers  early  information  as  to  any  improvements,  or  discoveries  made  in  any  pirt  of 
Europe,  while  it  ensures  to  articles  published  in  its  pages,  a  wide  circulation  in  than 
Countries  of  the  Old  World  in  which  Mechanic  Arts  and  Manufactures  prosper. 

Among  its  correspondents  will  be  found  many  of  the  most  distinguished  artizam  md 
scientific  men  of  our  own  Countiy;  and  in  it  will  be  found  the  offidal  accounts  of  Bimj 
important  experimental  researches,  conducted  under  authority  of  the  Institute  or  oUmt 
public  bodies.  A  liberal  compensation  is  offered  by  the  Committee  for  all  original  articles 
within  its  scope ;  and  manufacturing  firms  are  respectfully  solicited  to  forward  to  ttio 
Actuary  such  details  as  they  may  deem  suitable,  of  mechanical  processes,  machioeij 
•team  vessels,  and  other  engineering  works  in  process  of  construction. 

The  series  of  Reports  of  important  Patent  Law  cases  adjudicated  in  the  United  SUtM 
Courts,  which  will  be  continued  by  the  able  Reporter  who  has  hitherto  furnished  tben 
for  the  Journal ;  and  the  copious  index  of  Patents  from  1828  to  the  present  day,  which  ii 
digested  semi-annually  and  arranged  chronologically,  being  the  only  complets  index  pub* 
tished  regularly  during  that  period,  make  it  indispensable  as  a  book  of  reference  to  tbo« 
interested  in  this  branch  9f  Jurisprudence.  To  Engineers  and  Ship  Builders  ita  pages 
offer  a  record  of  the  dimensions  and  the  particulars  of  the  performance  of  steamers  built 
or  building  in  the  United  States  and  abroafl,  of  which  the  value  can  be  best  appredaieJ 
by  those  engaged  in  the  construction  of  steam  vessels.  The  number  of  correspondfiDtsin 
this  department  is  large  and  rapidly  increasing. 

Artisans  and  practicti  Manufacturers,  for  whose  benefit  the  Journal  is  partieolarlj  ds> 
signed,  require  a  periodical  combining  sound  theory  wi^h  reliable  information  on  subjeds 
properly  belonging  to  their  several  pursuits.  In  arranging  matter  for  its  pages,  the  Editor 
and  Committee  on  Publications  are  guided  by  a  desire  to  lay  before  the  varioas  daiief 
of  their  readers,  such  a  selection  as  will  be  valuable  to  them  in  their  business,  sod  also 
make  the  Journal  a  Repertoiy  worthy  of  preservation,  and  vaduable  as  a  reoord  of  tfas 
actual  history  of  the  Arts  in  successive  years. 

Each  number  contains  72  pages  octavo,  published  monthly,  forming  per  annam  two 
volumes  of  433  pages,  numerously  illastrated  with  fine  wooid  cuts  and  pograrings  oa 
steel  and  copper.    Subscription  Price,  $5  per  annum. 

lu  founding  this  Journal,  the  Franklin  Institute  was  not  governed  by  any  desneof 
pecuniary  profit,  but  solely  by  the  wish  to  give  American  Mechanics  useful  information 
as  to  the  progress,  both  in  this  Country  and  in  Europe,  of  the  Arts  and  the  ^cienoes  upon 
which  they  are  founded.  As  the  whole  income  derived  from  it  is  expended  in  its  poblica- 
tion,  its  further  improvement  and  illustration  must  necessarily  depend  on  obtaining  si 
increase  of  its  subscription  list.  With  a  view  to  promote  such  improvement  and  iocrease 
its  self-sustaining  ability,  the  Committee  on  Publications  has  decided  to  make  a  very  eon- 
siderable  reduction  in  the  subscription  price  of  the  Journal,  in  such  a  manner  as  may  ofier 
an  inducement  to  present  subscribers  to  lend  their  aid  in  obtaining  for  it  aa  Incieasea 
circulation. 

They  therefore  propose  to  forward,  free  of  postage^  two  copies  for  one  year  to  any 
present  subscriber  who  shall  send  the  name  of  one  new  subscriber,  and  remit  the  sum  « 
Eight  Dollars.  And,  in  like  manner,  to  forward  three  copies  to  any  subscriber  wboihaU 
send  the  names  of  two  new  subscribers  and  Ten  Dollars.  A  club  of  new  subscribers  r^ 
mitting  to  the  Actuary,  Eight  Dollars,  will  be  furnished  with  two  copies  for  one  year,aiis 
fur  Ten  Dollars  three  copies  for  one  year. 

Comn tunica tions  and  remittances  to  be  made  to 

WILLIAM  HAMILTON,  Actuary,  . 

FrankUn  Institute,  Pbiladslpbi' 
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M.  W.  BALDWIN  &  Co^  PhUadelphia. 

Manufacture  LOCOMOTIVE  ENGINES  of  the  most  approved  construction,  and 
perfect  adaptation  to  all  the  variety  of  circumstances  under  which  they  can  be  usefully 
employed  ;  ranging  in  weight  from  ten  to  thirty-six  tons,  and  using  one-half,  two-thirds, 
three-fourths,  or  the  whole  weight  for  adhesion,  as  the  grade  of  the  road,  or  business  to  hm 
done,  may  render  desirable  or  necessary. 

Patterns  of  various  sizes  of  each  of  the  following  plans,  viz : 
Plan  A  and  B,  I  pair  drivers  and  trucks,  for  Passenger  business  exclusively. 
"      C,  2         "  "  «*  or  Freight  business. 

"      D,  3        «  "       ? 

"      D,  3        "  "        f  ^°'  Freight  business  exclusively, 

u      E,  4        «  "       ) 

The  D  and  E  Plans  are  particularly  adapted  to  roads  having  heavy  grades  and  abrupt 
curves.  The  temporary  track  connecting  the  Eastern  and  Western  divisions  of  the  Vir- 
ginia Central  Railroad,  having  grades  of  295  feet  riite  per  mile,  and  curves  of  300  feet 
radius,  has  been  successfully  worked  for  two  years  past  by  six-wheel  D  Engines  of  oui 
make. 

The  materiah  and  workmanship ,  efficiency  and  durability,  economy  of  fuel  and  re- 
pairs,  are  guarantied  equal  to  any  other  engines  in  use. 


LABORATORY 

FOR 

FRAGTIGAL  &  ANALTTIGAL  GHEMISTBT, 

CHANT  STREET,  TENTH  STREET  BELOW  MARKET, 
(Rear  of  St.  Stephen's  Church,  Philadelphia.) 


ESTABLISHED  IN  1836. 


Instruction  given  in  CHEMISTRY,  MINERALOGY,  and  GEOLOGY,  by  LEG- 
TURES  and  PRACTICE,with  especial  reference  to  ANALYSIS,  MANUFACTURES, 
AND  MEDICINE. 

Analysis  made  of  Ores,  Minerals,  Guanos,  Waters,  and  articles  of  commerce  and 
manufacture.    Opinions  given  on  chemical  questions. 

BOOTn  &  GABRETT. 

Jakicb  C.  Booth, 
Thomas  H.  Gabbbtt. 


THOMAS  D.  STETSON, 

Mechanuxd  Engineer  and  American  and  Foreign 

PATENT  AGENT, 

No.  5  TRYON   ROW,  New   Yobk. 
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TO  IRON  MANUFACTURERS. 


NASMYTH'S 
Patent  Direct  Action  Steam  Hammer. 

{Merrick  &  Sons,  Jissigncrs  of  the  Patent  for  the  United  State*.) 
The  undesigned  call  tlie  attention  of  Iron  Manufacturers  to  the  Nasmtth  Patent  Stsax 
Hammer,  now  so  generally  introduced  into  this  and  other  countries,  of  which  they  are 
the  assignees  and  sole  Agents  for  the  United  States.  Up  to  the  present  time  there  have 
been  made  by  the  Patentees  in  England,  for  that  country  an8  the  Continent  of  Barope,  be- 
tween two  hundred  and  fifty  and  three  hundred  hammers,  for  Government,  Railway  Compa 
nies,  Copper  Works,  Forges,  and  Engineering  establishments;  and  the  undersigned  hare 
made  for  this  country  upwards  of  forty,  varying  in  size  from  500  lbs.,  falling  1}  ft,  to  6  tons, 
falling  6  feet.  They  can,  therefore,  confidently  urge  its  merits  upon  the  trade,  and  are 
provided  with  certificates  in  its  favor  from  many  parties,  (who  have  one  or  more  in  u«c,) 
which  will  be  shown  upon  application. 

The  advantages  of  this  Hammer  over  all  other  forms  are  as  follows: — 
Ist,  The  Ram  falling  vertically,  the  surfaces  of  the  bitts  upon  it  and  the  anvil  are  always 
parallel,  giving  facilities  for  flattening  a  ball  or  faggot  of  any  thickness;  and  the  fall  being 
far  greater  than  that  of  any  helve  hammer,  a  much  thicker  mass  may  be  placed  under, 
without  choking  it. 

2d,  The  intensity  of  the  blow  may  be  modified  instantly  by  the  attendant,  so  as  to  suit 
/he  work;  and  the  Ram  may  in  like  manner  be  arrested  in  its  descent  at  any  point,60  that 
it  is  more  completely  under  control  than  any  other  form  known. 

3d,  It  may  be  adapted  to  any  description  of  work,  whether  for  hammering  blooms, 
making  heavy  forgings,  of  the  ordinary  light  forgings  for  machine  shops;  for  beating  cop 
per,  or  crushing  stone,  dec,  dec.,  The  form  of  the  side  frames  can  be  altered  to  suit  cir 
cumstances,  so  as  to  allow  free  access  on  all  sides. 

4th,  ft  requires  no  Steam  Engine  to  work  it;  hence  the  friction  and  other  losses  incideoC 
to  the  ordinary  hammer  are  materially  reduced.  In  Forges  the  waste  heat  from  the  /or 
naces  gives  ample  steam  to  work  it.  Every  Hammer  is  provided  with  self-actinf  and 
hand  geariqg. 

For  terms  and  other  particulars,  apply  to 

MERRICK  dt  SONS. 

Soulhwark  Foundry,  Philadelphia* 
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PASCAL  IRON  WORKS, 

Establlsliecl  In  1891* 

ORRIS,   TASKER   1^   Co., 

MANUFACTURERS  OF 

Wrou$;ht  Iron  Welded  Tubes, 

{-inch  to  8  inches  bore,  for  Steax,  Gas,  Water,  &c.,  with  T's,  L's  Stofs,  Yxueb, 
;€.,  with  Screw  Joints  to  suit  tubes.  MalleaUe  Iron  and  Brass  Fittings,  GlaM 
llO^VFer  Tubes,  Blasting  Tubes,  &c. 

Galvanized  Tubes  and  Fittings  for  water. 

Lai>-'weldc^d  Boiler  Flues, 

l£  to  10  inches,  outside  diameter  cut  to  definite  lengths,  23  feet  or  under. 

Artesian  Well  Pipes 

Of  wrought  iron,  screw  coupled ;  flush  inside  and  out. 

kiso  of  Cast  Iron,  6,  8,  10  and  12.  inches  dii^meter,  with  wrought  bands,  flash  inside  and 

out ;  and  Pumps  for  same. 

Colls  of  Tube   For  boiling  and  evaporating  by  steam  or  hot  water. 

Tuyere  Colls, 
For  Blast  Furnaces,  and  tube  cut  and  fitted  to  plans  and  specifications  sent. 
Double  Kettles,  For  steam  boiling  and  evaporating,  and  cooking  by  steam. 
Drying  Closets 
Heated  by  steam ;  Wash  Houses  and  Steam  arrangements  for  Public  Institutions  and 

Private  Dwellings. 

Warming  and  Ventilating 

Steam  apparatus  of  the  most  approved  plans,  for  Factories,  Public  Buildings,  Hotels, 
Private  Dwellings,  Green  Houses,  dec;  constructed  and  adapted  to  the  buildingB  to  be 
rarmed. 

Hot  Water  Apparatus; 

Tasker^S  Patent  Self-Regulating  Hot  Water  Apparatus,  for  Private  Dwellings, 
School  Houses,  Hospitals,  Green  Houses,  dec 

Iron  &  Brass  Casting^, 

of  every  description. 

G-as  Works  Castings: 

Retorts  and  Bench  Castings  for  Coal  Gas  Works ;  Street  Mains,  Bends,  Branches, 
Drips,  Lamposts,  Lanterns,  dec 

Rosin  Gas  Apparatus^ 

For  Factories,  Public  Buildings,  Hospitals  and  Private  Dwellings. 

G-reen  House  Pipes  and  Boilers: 

Fire  Doors  and  Frames,  Hot  Water  Pipes  for  Foicing  Beds,  Pineries,  Garden  Rollers,  dcc« 

COIiVMJVS, 
Conduit  Pipes,  Pavement  Gutters,  Soil  Pipe. 
BATn  TUBS, 

Sihks,  Sewer  Traps,  Soil  Pans  and  Traps,  and  Water  Closet  arrangements 

SCREWING  MACHINES, 

Drill  Stocks,  Stocks  and  Dies,  Taps,  Reamers,  Drills,  Pipe  Tongs,  and  a  general 
assortment  of  Gas  and  Steam  Fitters'  Tools  and  Materials. 

WORKS,  Soutb  Flftb,  between  Tasker  and  Morris  Sts«, 

WARISHOVSE  &  OFFICE^  IVo.  ;209  Sontb  8cl  St.,  PUlaila. 

8TEPREK  MOBRft,  ^  CHAB.  WHEBCEB, 

TH08.  T.  TASXEB,  Jr.,  *  B.  P.  X.  TABXIB 

H2HBT  0.  MOKBIS. 
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